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PREFACE. 


In  accordauce  with  the  recommendation*  of  Oov.  Chamberlain, 
an  exploration  of  the  water-power  of  the  State  was  ordered  by  the 
Legislatare  of  IS6*1,  and  was  entered  upon  under  the  general 
supervision  of  a  Commission,  consisting  of  Hons.  John  A.  Poor, 
A.  D.  Lockwood  and  Hannibal  Hamlin.  The  Commissioners, 
having  conducted  the  enterprise  through  its  preliminary  stage, 
retired  at  the  close  of  1867,  and  should  not,  accordingly,  be  held 
responsible  for  any  shortcomings  of  this  Report. 

In  regard  to  the  arrangement  of  the  water-powers,  (in  Part  III,) 
it  need  only  be  explained  that  such  powers  as  are  located  in  taum- 
ships  vrUhovi  proper  names,  will  be  found  under  the  letter  T.  All 
others  appear  under  the  names  of  the  towns,  townships,  etc.,  in 
the  appropriate  alphabetical  place. 

In  the  selection  of  water-falls  for  pictorial  illustration,  no  regard 
was  had  to  picturesque  effects,  but  simply  to  the  value  of  the 
privileges  for  manufacturing  purposes.  So  many  powers  of  equal 
value  remain  unrepresented,  that  each  of  those  shown  may  be 
regarded  as  the  type  of  a  class.  Multitudes  of  cascades  in  the 
mountainous  parts  of  the  State  present  extraordinary  attractions 
to  the  artist  and  tourist,  but  less  to  the  manufacturer,  and  could 
not  be  exhibited  in  a  work  of  this  strictly  economical  character. 
Nearly  all  the  sketches  and  drawings  for  the  engravings  were 
made  by  Mr.  George  F.  Morse,  Superintendent  of  the  Portland 
Company^s  Locomotive  and  Machine  Works,  Portland. 

A  proper  Water-Power  Map  of  the  State  was  intended^  giving 
the  location  and  height  of  each  fall  and  rapid,  the  areas  and  storage 
of  the  lakes  and  ponds,  the  sites  of  artificial  reservoirs,  etc.     It 
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was  found  impracticable,  however,  to  collect  the  necessary  data 
in  season  for  this  Report.  The  Map  ^ven,  shows  the  position, 
form,  and  relative  size  of  the  several  river-basins,  the  courses  and 
principal  affluents  of  the  streams,  their  chief  lake  connections,  and 
the  lines  of  railroad. 

An  Index  to  Parts  I  and  II,  and  to  the  first  Division  of  Part  III, 
is  appended  to  the  Report.  The  second  Division  of  Part  III, 
constituting  much  the  larger  part  of  the  whole  volume,  needs  no 
index,  or  no  other  index  than  is  involved  in  the  alphabetical 
arrangement  of  the  towns. 
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MEMORANDA. 

Information  respeoting  the  volume  qf  wa«r  on  the  Penobaoot  ilv«r»  will  be  fimsd  in  the 
Appendix,  the  same  having  been  oommunieatod  too  late  for  iaaettion  in  Chester  ZVIU. 
Will  the  reader  please  make  a  note  of  this  on  page  lOS. 

Under  the  heading  «  Orono,"  page  388,  please  mark  [See  also  "  Bradley  and  Orono," 
in  Appendix]  the  matter  given  in  the  Appendix  oame  too  late  for  insertion  in  the  proper 
plaoe. 

Also  under  the  heading  "Oldtown,"  page  882,  ]^eaee  mark  [See  also  "  Bradley  and 
Oldtown,"  in  Appendix.] 

Under  «  Milford,"  page  880,  mark  [See  also  ^^  HUford  and  (Mdtewa,*  in  AnMB^Os.] 
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CHAPTER  I. 

GEOGEAPHICAL  AND  CONTINENTAL  POSITION. 


Section  1. — Geographical  Position. 

Maine  lies  between  43**  6'  and  4?**  27'  33"  N.  lat. ;  ina»ei^i»u- 
between  66«  6ff  48"  and  Tl^  6'  41"  W.  Ion.  The  45th  *'^ 
parallel  crosses  the  State  within  thirty  miles  of  its  geographical 
centre.  This  position,  almost  precisely  equidistant  betwixt  the 
equator  and  the  pole,  influences  the  water-power  of  the  State  in 
an  important  degree,  and  chiefly  through  its  meteorological  condi- 
tions. 

In  consequence  of  this  position  the  rainfall  of  the  Cooaequenttem- 
State  is  drawn  upon  for  only  the  proportion  of  evapo-  eifecu  thereof, 
ration  due  to  a  moderate  temperature,  is  neither  burned  away  in 
long-sustained  and  excessive  heat,  nor  converted  wholly  and  for 
months  into  snow  and  ice,  in  either  of  which  events  the  sources 
of  constant  water-supply  would  be  cut  off,  and  water-power  as  an 
economical  motor  be  put  out  of  the  question. 

In  further  consequence  of  this  position  the  winds  of  Comequent 
Maine  are  variable,  not  constant  like  those  of  the  the  winds, 
tropics,  nor  periodical  like  those  of  the  Indian  peninsulas.  They 
prevail  during  the  year  for  a  longer  or  shorter  time  from  every 
quarter  of  the  compass,  and  bring  therefrom  every  variety  of  heat 
and  cold,  of  moisture  and  dryness,  in  succession.  The  draft  rarely 
prevails  from  any  one  compaJBS  point  for  more  than  two  or  three 
days  successively,  so  that  the  various  climatic  phases  attendant 
upon  change  of  wind  follow  one  another  in  rapid  succession. 


4  WATER  POWBR  Of  MAINE.  [Pabt  I. 

Oonaequent  It  further  results  from  the  geographic  position  of  the 

nim.  State  that  the  precipitation  of  moisture  iu' Maine  is 

non-periodic.  It  takes  place  in  the  form  of  either  rain  or  snow,  at 
all  seasons  of  the  year,  and  tends  therefore  to  famish  Water-power 
at  all  seasons  of  the  year.  Its  fall  is  gentle,  oocupies  not  unfire- 
quentlj  several  days  for  the  deposition  of  a  single  inch  of  ^ater. 
It  therefore  rarely  impairs  die  availability  of  our  water-power  with 
sudden  and  great  inundations.  It  is  generally  associated  with 
a  more  or  less  protracted  continuance  of  cloud,  or  fog,  or  mist, 
which  lessens  evaporation,  and  by  consequence  augments  the 
volume  of  the  rivers. 

Sun  of  efltet.         ^^  short,  it  is  only  in  the  mid  latitudes  that  water- 
power  can,  in  general,  be  counted  upon  as  an  available 
motor,  and  the  position  of  Maine  is  such  as  to  command  this 
advantage  at  its  maximum. 

Section  2. — CoNnNENTAi*  PosmoK. 

Under  the  lee  of  The  first  poiut  to  be  remarked  under  this  head  is  the 
the  oonfciiieat.     jQ^^^tj^n  ^f  Maine  on  the  leeioard  side  of  the  continerU 

in  the  latitude  of  prevalent  westerly  winds.  By  prevalent,  is 
meant  predominating  over  any  other  single  system  of  winds  from 
any  other  quarter  of  the  compass ;  and  not  predominating  over  all 
the  others  in  combination.  By  westerly,  are  particularly  specified 
the  winds  between  south  of  west  and  north  of  northwest.  The  winds 
referred  to  are  emphatically  continental  winds.  They  are  arid  at 
all  seasons.  At  all  seasons  they  tend  to  reduce  the  volume  of 
rainfall  and  to  absorb  it,  when  precipitated,  in  thirsty  evaporations. 
Their  influence,  therefore,  is  not  favorable  to  either  the  volume  or 
constancy  of  our  water-power. 

In  the  rain  draft  The  sccoud  feature  in  the  continental  position  of 
Mexico.  Maine  is  its  location  in  the  draft  of  the  souikwest  tainds 

from  {he  Oulf  of  Mexico,  This  great  mediterranean  sea  is  remark- 
able for  its  singular  elevation  of  temperature,  by  which  it  is  con- 
stituted an  evaporating  caldron,  800,000  square  miles  in  area. 
The  prevalent  winds  from  and  over  this  heated  sea  are  southwest — 
the  southwest  return-trades  of  the  north-temperate  zone.  Maine 
lies  directly  in  the  track  of  this  great  humid  draft ;  and  it  is  in 
&ct,  though  not  so  in  appearance,  the  vapor  of  this  ¥n[nd  that  is 
precipitated  upon  us  in  our  so-called  northeasterly  storms,  the 
rain  being  furnished  in  large  measure  by  an  upper  current  whose 
movement  is  opposite  to  the  northeast  drift  beneath.    The  deposi- 
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tion  is  rriati^j  more  abandsnt  in  Maine  than  further  south,  by 
reason  of  the  low  temperature  of  the  Stste^  to  be  noticed  subse- 
quentlj. 

In  the  Hard  place  Maine  is  svtuaied  upon  ih»  ooaat,  oo  th*  m«. 
It  is  not  an  inland  but  a  maritime  regi<m.    Whatever 
favorable  conditions  as  respects  rainfall,  abated  summer  heat, 
humid  atmosphere,  and  surplus  moisture  for  water^ower,  attach 
to  this  position,  Maine  enjojs  in  equal  measure  with  any  of  the 
Atlantic  seaboard  States. 

In  the  fourth  place  Maine  projects  to  the  eastward  wqieotod  »«& 
from  the  general  coast  line  of  the  United  States,  so  um. 
that  south,  soutiieast,  and  in  part  southwest  winds  reach  its  shores 
direcUyfiram  (he  ooeatif  charged  with  oceuiio  influences.  So  that 
in  addition  to  a  substantially  equal  ocean  exposure  on  the  east,  it 
enjoys  one  to  the  south.  South  winds  are  quite  prevalent  in  Maine 
through  the  summer  for  a  part  of  the  day,  blowing  with  very  con- 
siderable power  as  a  diurnal  sea  breese.  These  winds  are  moist 
and  cool,  and  so  in  such  degree  as  quite  seriously  to  affect  the 
process  of  haynnaking  and  grain-curing.  They  therefore  check 
evaporation,  and  thus  exercise  an  important  influenoe  upon  the 
volume  of  the  rivers. 

In  short,  tiie  position  of  Maine  is  such  that  from  the  west  of 
south  to  the  north  of  east  through  east,  the  winds  are  oceanic,  and 
from  the  north  of  east  to  west  of  north  are  sufficientiy  recent  from 
the  passage  over  watery  areas  to  be  marine  in  character.  In  other 
words,  the  winds  from  the  direction  of  Oape  Ood  Bay  round  by 
Newfoundland  to  Hudson's  Bay,  or  from  two-thirds  of  the  com- 
pass, taken  as  a  whole,  are  mariHme  winds. 

The  last  feature  to  be  remarked  in  tiie  continental  gitoatod  t  tu 
position  of  Mame  is  its  location  so  near  the  northeaat  or  tue  gnod 
atagie  of  the  continent.  Ajs  is  well  known,  the  entire  ^'^^' 
circulation  of  the  Arctic  ocean — ^including  all  the  waters  originally 
drawn  into  it  via  Behring's  Straits  and  the  great  current  on  the 
north  of  Europe— after  having  been  reduced  to  icy  temperature  by 
long  exposure  in  the  polar  basin  and  become  loaded  with  enormous 
masses  of  ice,  is  poured  in  a  constant  and  voluminous  stream 
down  by  the  east  coast  of  Oreenland,  by  BafSn's  Bay  and  the 
channels  of  the  archipelago  nortii  of  Hudson's  Bay,  directly  upon 
our  northeastern  continental  frontier.  These  frigid  waters  fill  up' 
Hudson's  Bay,  the  Oulf  of  St.  Lawrence,   and  their  outiying 
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appendages,  and  are  carried  as  an  inshore  drift  of  somewhat  abated 
temperature  off  our  coast. '^ 

Hence  our  winds  from  the  norih,  northeast  and  east,  are  at  all 
seasons  of  a  marked  low  temperature,  and  their  effect  is  at  all 
seasons  to  abate  evaporation  and  increase  the  discharge  of  the 
rivers. 

oaif-straHn  Still  further,  by  another  remarkable  geographical 

"^'P^'  arrangement,  enormous  volumes  of  water  of  almoat 

tropical  temperature  are  borne  in  an  extensive  ocean  current  from 
the  southwest,  and,  a  few  hundred  miles  east  of  our  domain,  or  off 
Newfoundland,  are  brought  into  sudden  contact  with  the  polar 
drift  before  remarked.  The  atmosphere  overhanging  the  warm 
current — ^the  Oulf  Stream — ^is  charged  with  immense  quantities  of 
moisture.  Upon  contact  with  the  cold  atmosphere  incumbent  upon 
the  polar  drift,  the  moisture  is  condensed,  covering  thousands  of 
square  miles  with  thick  and  comparativelj  constant  fogs,  burying 
up  the  Orand  Banks,  the  Oulf  of  St.  Lawrence,  and  the  i^djacent 
ocean  and  land  in  their  dense  volumes,  and  giving  to  the  whole 
region  an  inglorious  celebrity  in  the  annals  and  estimation  of 
seamen. 

These  vapors  are  brought  in  by  east  and  northeast  winds,  and 
sometimes  involve  a  considerable  part  of  the  State  for  days,  and 
with  some  interludes,  for  weeks  together,  especially  during  the 
latter  part  of  summer.  The  cool  fogs  of  the  Dog  days,  a  most 
grateful  feature  of  our  climate  in  contrast  with  the  sultry  heate 
experienced  at  that  season  in  the  interior,  are  derived  from  the 
source  in  question.  Not  wholly,  however,  as  an  important  portion 
of  our  summer  fog  comes  from  the  southward,  consisting  of  the 
warm  humidity  of  a  lower  section  of  the  Oulf  Stream  condensed 
by  passage  over  the  cold  drift  along  our  coast.  The  effect  of  the 
fog  is,  as  observed  at  Bowdoin  College,  to  reduce  the  temperature 
in  summer,  6^*5  below  the  normal. 

practicia«fltot  The  obvious  effect  of  the  atmospheric  condition  thus 
thereof.  inducod,  wMch  exhibits  itself  in  various  forms,  misty, 

foggy,  hazy,  vaporous,  is,  greatly  to  abate  the  evaporating  inten- 
sity of  the  sun  and  to  reserve  a  large  proportion  of  the  rainfall  for 
removal  by  rivers.  This  effect  is  the  more  influential,  because,  as 
just  observed,  it  is  exerted  with  the  most  energy  in  the  mid  and 
late  heats  of  summer,  when  the  streams  tend  to  run  lowest.     It 

*The  C/ionc  limacina,  a  marine  animal  strictly  Arotic  in  haMts  and  aModattons,  haa  been 
obMrveS  in  Tut  munben  in  Portland  baibor. 
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contributes  al0o  eaaentially  to  the  011m  of  water  precipitated,  though 
the  amount  of  this  as  defined  firom  that  famiflhed  by  the  rain-bear- 
ing aouihwest  winds,  cannot  probably  be  determined. 

The  practical  effects  of  the  continental  position  of  Bam  <)i  tbe 
Maine,  as  exerted  upon  the  matter  in  hand,  may  be  mdui  potiuoiJ 
snmmed  np  as  follows : — As  inducing  a  rainfall  materially  sbove 
that  due  to  astronomic  position,  as  diminishing  evaporation  very 
considerably  below  the  normal;  as  therefore  necessitating  an 
onusnal  volume  in  the  rivers,  an  nnnsual  constancy  of  the  volume, 
and  by  consequence  and  in  the  last  result,  farther  necessitating 
micommon  resources  of  water-power,  so  fiur  as  this  is  dependent 
upon  a  copious  flow  in  the  streams. 


CHAPTER   II. 

HORIZONTAL  AND  VEBTICAL  DIMENSIONS. 


Section  1. — ^Hobizontal  Duieksionb. 

Maine  extends  through  802  statute  miles  in  latitude  ^^^„^  ^ 
(i  and  2l8  statute  miles  in  longitude.  The  general 
periphexy  of  the  State,  measured  as  nearly  as  practicable  in  a 
right  line,  is  about  875  miles.  Measured  with  allowance  for  the 
principal  flexures  it  is  somewhat  over  1,000  miles ;  but  including 
the  sinuosities  of  the  shore,  of  boundary  river  courses  and  highland 
ridges,  it  is  estimated  not  less  than  8,700  miles,  of  which  from 
2,000  to  3,000  are  coast.  The  length  of  the  shore  line  in  a  nearly 
direct  course  is  about  226  miles.  The  territorial  area  of  the  State 
is  about  81,500  square  miles,  or  1,200  square  miles  less  than  all 
the  rest  of  New  England  combined. 

The  annual  rainfall  upon  this  breadth  of  country,  Amuui  receipt 

of  moistQi'Q  Qe~* 

assumed  at  42  inches,  if  accumulated  to  the  depth  of  terndDed  by. 
Lake  Erie,  would  cover  871  square  miles ;  and  if  to  the  depth  of 
the  German  Ocean,  would  still  constitute  a  lake  of  170  square  miles' 
extent.  Its  total  measure  is  about  8,073,000,000,000,  or  not  &r 
firom  three  trillion  cubic  feet.  Upon  supposition  that  40  per  cent, 
of  the  whole  rainfall  is  removed  by  drainage,  the  annual  discharge 
from  our  surface  by  rivers  would  amount  to  1,229,200,000,000,  or 
nearly  one  and  a  quarter  trillion  cubic  feet,  equal  to  8,868,000,000 
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cuUc  feel  per  day.  These  figoree,  therefore,  represent  approzi- 
matdy  our  animal  and  diurnal  sum  of  water<power  material,  as 
determined  by  our  yearly  rainfall,  by  eyaporation,  and  our  horison- 
tal  dimensions. 

Section  2. — General  Elktation. 

Brtimatod  tig-  The  meaH  elevation  of  a  country  is  one  of  the  most 
tiooof  MaiM.  difficult  of^its  physical  conditions  to  ascertain,  and  ia 
generaUy  one  of  the  last  to  be  ascertained.  After  exploring  all 
sources  of  information  within  reach,  as  the  surveys  of  the  British 
tod  our  own  government,  made  in  connection  with  the  N.  £. 
Boundary  controversy,  surveys  for  railroads,  surveys  for  canals, 
and  private  explorations  in  special  localities,  the  observations 
involved  being  several  hundred  in  number,*  I  have  fixed  upon  the 
figure  600  feet  as  very  nearly  expressing  the  mean  height  of  the 
surface  of  our  State  above  the  level  of  the  sea. 
B«Riitent  theo.  The  1,229,200,000,000  cubic  feet,  more  or  less,  of 
wator-pSirS!*"  water  annually  delivered  by  our  rivers,  fall  therefore 
on  their  passage  to  the  sea  through  the  mean  distance  of  600  feet, 
and  in  their  descent  yield  a  gross  power  of  4,429  horse  for  each 
foot  of  fall.  This  being  multiplied  by  the  total  average  fall  in 
feet,  gives  2,656,200  horse-powers  gross,  which  are  equivalent  to 
the  working  energy  of  over  34,000,000  men,  laboring  without 
intermission  from  year's  end  to  year's  end. 

The  power,  if  its  efficiencies  were  concentrated  into  the  ordinary 
working  hours  in  manufactories,  namely,  eleven,  for  312  days 
per  annum,  would  be  equal  to  6,623,100  horse. 
NotaUsoM^      Of  course  a  very  considerable  fraction  of  the  force 
alluded  to,  exists  where  circumstances  prevent  it  from 


being  of  present  economical  value,  some  of  it  where  it  can  never 
be  made  of  account  as  a  source  of  power ;  much  of  it  is  consumed 
in  overcoming  the  friction  and  resistance  encountered  by  the 
waters  on  their  passage  to  the  tide,  and  much  of  it  enters  the 
ocean  in  the  form  of  the  velocity  of  rivers.  But  there  still  remains 
an  enormous  sum  of  power  that  can  be  made  available  for  use  at 
low  cost,  as  is  demonstrated  in  Part  III.  of  this  Report.  As  to 
the  actual  amount  that  can.be  brought  into  use  for  the  usual 
working  hours  of  the  year,  with  an  expenditure  that  would  be 
deemed  reasonable  at  now  existing  prices  of  mechanical  power,  it 
is  a  sufficiently  close  approximation  to  assign  a  figure  between  one 
and  two  millions  of  horse-powers. 

*  A  pntkn  Of  llNM  wfll  te  taad  In  But  n.,  In  eoiuiMaon  With  oIlMr  d«t«Mt. 
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Subseoticm' A. — ^Ths  klkvatiok  as  mspobid  in  slopbs.  ^   , 

The  dopes. 

The  state  sniftce  as  disposed  in  its  different  parts 
with  respect  to  height  above  sea  level,  exhibits  the  following 
grand  featnres :  First,  an  acclivity  or  ascending  slope  from  the 
shore  line  140  miles  into  the  interior.  Secondly,  from  the  divide 
or  waiter-4hed  ridge  there  reached,  a  counter  slope  or  declivitjr 
extending  T8  miles  in  the  widest  part  to  the  northern  boundary. 
Thirdly,  a  general  falling  off  of  the  surface  from  west  to  east,  the 
altitudes  above  the  sea  being  less  as  the  distances  from  the  White- 
Mountain  highland  are  greater. 

The  divide  separating  the  first  two  slopes  has  a  nwfrboitBdtty 
height  above  sea  level  varying  from  1,800  feet  in  the  tidgtaj^^^ 
west  to  600  in  the  east,  1,085  feet  on  the  average.'*'  The  crost 
of  elevation  bounding  the  third  slope  on  the  west,  is  for  a  loi^ 
distance  elevated  not  &r  from  2,000  feet,  and  determines  the  flow 
of  waters  fi^m  the  adjacent  State  into  our  own. 

The  three  grand  features  of  sur&ce  conformation  GeuBraioMf*. 
specified,  account  for  and  determine  the  directions  of  Tiatoe  *^  ^ 


our  rivers,  ¥rhich  being  reduced  to  a  mean  for  aU  the  streams,  are 
south-southeast  in  the  southern  portion  of  the  State,  and  east- 
northeast  in  the  northern. 

The  territory  north  of  the  cross  ridge  is  called  the  mmdm  nd 
NorQvem  Slope,  south  of  it,  the  Southern  Slope,    The  tiopefl. 
area  of  the  former  is  7,400  square  miles,  of  Ihe  latter  24,100  square 
miles. 

Subsection  B. — Characteristics  op  the  slopes.  The  oftheNorthero 
Northern  Slope  is  marked  by  a  comparative  uniformity  ***** 
of  elevation  over  its  different  parts.  The  descent  from  the  water- 
shed ridge  on  the  south  to  the  St.  John  on  the  north,  is  not  suffi- 
cient to  give  more  than  a  slow  movement  to  the  streams ;  and  the 
depression  of  the  whole  basin  to  the  eastward  is  so  slight  that  the 
current  of  the  St.  John  itself  is  moderate.  The  Aroostook  leaves 
the  State  at  the  elevation  of  845  feet,  and  the  St.  John,  of  419  feet 
above  tide,  and  that  amount  of  fall  is  accordingly  lost  to  the  State 
— ^not  gained,  however,  it  may  be  added,  with  two  or  three  impor- 
tant exceptions,  to  the  adjacent  province  for  the  purposes  oi power, 
for  there  is  comparatively  little  available  power  upon  them  be- 
yond State.  Such  is  the  general  levelness  of  the  surface  of  the 
Northern  Slope  that  quite  extensive  districts  are  permanently 


*  Ms-fiort*  M.  X.  Boondtty  Bnrrqr. 
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swampy ;  rapids  and  falls  are  much  less  nnmeroas  and  less  strongly 
marked  than  apon  the  Southern  Slope,  and  the  rivers  of  the  region 
are,  therefore,  as  a  whole,  of  somewhat  inferior  consequence  as 
tributary  to  the  water-power  of  the  State — inferior  as  compared 
with  those  of  the  southern  section. 

itetaKB^iittie  The  features  of  the  Southern  Slope  affecting  its 
ita^^^  se£^'  water-power  are  of  a  most  decided  character.    First, 

its  general  pitch  seaward-^which  as  defined  by  a  total 
mean  descent  of  1,085  feet  in  a  mean  distance  of  about  140  miles, 
corresponds  to  an  .angular  depression  of  5',  circular  measurement, 
per  mile — ^is  sufficient  to  constitute  the  region  proper  water-power 
country ;  sufficient  to  carry  off  the  surplus  waters  without  pro- 
tracted exposure  and  waste ;  not  sufficient  to  hurry  them  off  in 
unmanageble  volumes  to  be  succeeded  by  dearth,  and  sufficient  to 
secure  a  great  number  of  privileges  upon  which  the  waters  can  be 
used  over  and  over  again.  The  slope  is  most  rapid  in  the  western 
part  of  the  State,  and,  by  consequence,  in  that  part,  other  things 
being  equal,  water-power  is  most  abundant. 
Uniform  dsitrt-  Secondly,  the  declivity  of  the  Southern  Slope  is  to 
dflouviigr.  an  unusual  degree  diatrHnded  wnifarndy  from  its  upper 

or  interior  lifnit  to  the  ocean.  Many  water-sheds  use  up  the  greater 
part  of  their  fall  near  their  upper  or  interior  limit,  where  the 
streams  are  yet  too  small  and  inconstant  for  water-power,  so  that 
through  the  lower  part  of  their  course  the  rivers  move  upon 
almost  a  level,  and  however  valuable  for  the  purposes  of  naviga- 
tion afford  no  facilities  for  manufacturing.  Our  Southern  water- 
shed on  the  contrary  descends  with  comparative  uniformity  to  the 
sea,  the  last  steps  being  taken  in  numerous  instances  close  on  the 
coast  line,  as  at  Eennebunk,  Saco,  Falmouth,  Brunswick,  Warren, 
Ellsworth,  Cherryfield,  Columbia  Falls,  Machias,  Dennysville,  etc. 
Water-power,  accordingly,  so  far  as  dependent  upon  the  general 
descent  of  the  water-shed^  may  be  expected  to  be  found  across 
the  entire  breadth  of  the  Slope  from  the  interior  to  the  sea,  and  it 
is  so  found. 
otberftetaKB.        Other  features  of  the  Slope  favorably  affecting  its 

relations  to  water-power,  as  its  brokenness  of  surface, 
the  hardness  of  its  rocks  and  their  arrangement,  the  feasibility  of 
natural  and  artificial  reservoirs,  etc.,  will  be  considered  herein- 
after, under  the  appropriate«heads. 
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Section  8. — Mouktains. 

The  motintaiiis  of  Maine  are  characterized  by  the  Their  leading 
following  features :  First,  in  a  geographical  compari- 
son their  9ize  and  height  are  insignificarU.  Their  loftiest  peak 
stands  in  the  ^ixth  rank  on  the  scale  of  elevation,  it  being  less 
than  one  mile  high.  Secondly,  they  consist  not  of  ridges,  which 
formation  is  impressed  npon  the  Appalachian  Chain  in  the  middle 
and  sonthem  parts,  but  of  peaks,  generally  more  or  less  conical 
in  form,  standing  sometimes  in  isolation,  sometimes  in  clusters, 
sometimes  in  short  ranges  of  greater  or  less  continuity.  Thirdly, 
they  are  comparatively  bare  of  dirt,  especially  about  their  sum- 
mit8,--vthey  are  out-croppings  of  bald  rock  and  not  immense  swells 
of  land.    Fourthly,  about  their  bases  they  are  hea/vily  wooded. 

Consider  the  bearing  of  these. several  characteristics  xheir  effcet  aa 
upon  the  water-power  of  the  State.    Streams  from  ^^SSS^dt 
and  among  mountains  of  great  height  are  worthless  ^"^  ▼<*«««• 
for  power  purposes,  being  alternately  overwhelming  torrents  and 
attenuated  rills.    Thus  the  Ard^che  in  France,  an  Alpine  stream, 
with  a  catchment  basin  of  about  925  square  miles,  a  little  larger 
than  that  of  the  East  and  West  Machias,  sometimes  rises  sixty 
feet  in  the  lower  part  of  its  course,  and  its  volume  sometimes  goes 
up  from  a  few  score  to  8,845  cubic  yards  per  second,  or  more  than 
the  mean  delivery  of  the  Nile,  whose  basin  is  nearly  a  thousand 
times  larger.    Some  of  our  mountain  streams,  as  the  Wild  river, 
Swift  river,  Ellis  river,  and  others,  specified  in  Part  III.,  fluctuate 
considerably,  and  are  of  comparatively  little  value  on  this  account 
as  working  streams,  but  they  do  not  vary  enough  or  are  not  large 
enough  to  affect  seriously  the  rivers  into  which  they  empty. 

The  conical  form  and  dispersed  arrangement  of  our  Aa  regarda  tiie 

,  dUAialoa  of 

mountains  result  in  the  expression  of  less  moisture  niniui. 
from  the  clouds  upon  their  windward  slopes  than  would  occur 
upon  continuous  ridges,  and  by  consequence  in  a  more  equal 
diffusion  of  rainfall  in  all  parts.  There  is  a  somewhat  heavier 
downfall  upon  one  slope  of  our  mountains  than  upon  the  other 
according  to  the  direction  of  the  rain  wind.  Thus  the  Saco  rises 
very  rapidly  in  south  and  southeast  storms,  the  upper  Androscog- 
gin in  northeast  storms,  owing  to  the  unequal  deposition  upon  the 
opposite  slopes  of  the  White  Mountains.  The  Willey  family 
perished  in  a  southeast  rain. 
As  our  mountains  thus  exercise  some  influence  upon  Aa  x^gaida  fbo 

amount  of 

the  distribution  of  rainfall,  so  they  doubtless  exercise  niniiaL 
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some  influence  upon  the  cmxmnt  of  rairifcM,  increasing  it  in  a 
degree.  The  amount,  however,  is  not  great,  but  there  are  no  data 
for  determining  definitely  how  great.  The  Saco  and  Androscogg^ 
rivers  are  the  principal  gainers  bj  whatever  it  may  be. 
Asronnbthe  Our  mountains  are  not  sufficiently  high  to  preserve 
nmr.  9n/ow  oU  the  year;  of  course,  therefore,  tCey  fail  to  con- 

tribute to  the  volume  aiid  constancy  of  the  streams  from  this 
source  for  the  whole  year.  They  do,  however,  conserve  the 
accumulations  of  winter  until  the  last  of  June  in  their  ravines  and 
forests,  and  through  these  add  to  the  volume  of  the  rivers!  The 
White  Hills  do  not  lose  their'snow  wholly  during  the  year,  and 
the  resulting  gain  is  to  a  large  extent  ultimately  ours,  by  reason 
of  the  diversion  of  the  Saco  And  Androscoggin  into  our  domain. 
Bfltet  of  the  The  comparative  nakedness  or  denudation  of  soil  of 
£^«mti£  our  mountain  summits,  tends  to  the  sudden  precipita- 
■*™^*^  tion  of  water  into  the  drainage  channels.    This  ten- 

dency is  however  checked  by  the  mass  of  spongy  vegetable 
deposit  in  the  forests  about  the  bases  of  the  mountains,  which  not 
unfrequently  holds  in  its  interstices  a  weight  of  water  twice  greater 
than  its  own.  It  is  further  abated  by  the  comparatively  moderate 
size  and  height  of  the  elevations  themselves. 

On  the  whole,  therefore,  the  influence  of  the  moun- 
tains of  Maine  upon  its  water-power,  in  respect  at 
least  to  the  volume  and  constancy  of  motor  material,  is  small. 
This  is  great  gala,  for  the  utmost  that  water-power  can  hope  from 
mountainous  districts,  in  the  particulars  in  question,  is  not  to  be 
damaged  greatly.  In  this  statement  no  reference  is  had  to  the 
office  of  mountaiiu3  in  contributing  to  the  required  slope  of  water- 
sheds or  to  the  brokennesa  of  sufface  indispensable  to  waterfalls, 
circumstances  which  in  so  far  as  considered  at  all  in  this  fieport, 
are  considered  elsewhere. 

Subsection  A. — ^Dibtbibution  of  thb  kouktaiks.  The  principal 
summits  of  the  State  are  included  in  a  district,  approximately 
triangrular  in  form,  the  vertices  of  which  fall  respectively  near 
Fryeburg,  the  Bald  Mountain  Ridge,  and  Mars  Hfll,  the  sides 
being  respectively  125, 135  and  240  miles  long,  and  the  area  of  the 
whole  about  6,600  square  miles. 

Its  Important         The  features  of  this  distribution,  important  in  their 

bearings  upon  our  water-power,  are,  first,  the  location 

of  the  principal  mountain  district  on  the  Southern  Slope  of  the 

State ;  secondly,  its  horizontal  expansion  in  the  western  part,  to 
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which  maj  be  added  its  higher  general  altitude  in  the  same  part. 
These  conditioiks,  taken  together,  indicate  clearl j  in  what  portion 
of  the  State,  other  circ)unstaaoes  being  equal,  the  streams  will  be 
affected  with  the  greatest  variations  of  volume  at  different  seasons, 
and  their  currents  most  broken  with  rapids  and  falls.  The  loftiest 
single  summit  in  Maine,  Katahdin,  5^5  feet,  stands  about  mid- 
way the  system,  or  east  thereof,  but  as  a  whole  the  mountain 
district  is  much  more  elevated  in  the  west,  and  in  the  west  there- 
fore its  influences  are  mbst  marked  and  powerful. 

Section  4. — Valuts. 

By  valleys  are  here  meant  those  depressions  in  the  j^^^i,^^ 
general  sur&oe  of  the  State  which,  whether  more  or 
lesfr  extended  and  profound,  suffice  to  aocumulate  the  surplus 
waters  of  adjacent  districts  ultimately  into  a  single  drainage 
channel.  The  number  of  these,  large  and  small,  is  of  course 
indefinitely  g^reat,  but  of  none  will  any  detailed  description  be 
given  in  this  connection,  a  very  general  view  sufficing  our  present 
purposes. 

Our  valleys  partake  of  the  plain  rather  than  of  the  ^^leirehaneter. 
ravine  character.  They  consist  mainly  of  broad  tracts 
of  country  depressed  along  their  central  axis  and  separated  one 
from  another  by  wide  low  swells  instead  of  steep  escarps  aad 
abrupt  mountain  chains  or  ridges.  Their  surface  is  variously 
broken  and  diversified  with  local  elevations  and  depressions,  whioh 
however  do  not  materiaUy  affect  their  general  form. 

The  general  form  referred  to  is  of  high  importance  j^g^  tbereot 
as  regards  water-power,  since  the  descent  of  the  water^ 
sheds  to  the  streams  determined  by  it  is  so  gradual  as  -to  throw 
off  the  surplus  volumes  of  the  rains  or  of  snow^neltings  with  mod- 
erate rapidity,  and  so  as  consequently  to  reduce  the  liability  to 
destructive  jfreshets.  It  is  further  of  importance,  since  it  affords 
room  for  the  formation  of  large  lakes  and  ponds ;  and  still  further 
of  importance  in  that,  as  it  discourages  the  sudden  discharge  of 
surplus  waters  into  the  streams,  so  in  the  same  act  it  conserves 
th^n  against  the  season  of  drouth  and  low  water.  * 

The  crests  of  the  water-sheds  of  these  valleys  are  in  vmnm  or  om 

many  localities  so  low  relatively  to  the  adjacent  parts  ^^^      *" 

of  the  basins,  as  barely  to  determine  the  flow  of  the  waters  in  one 

direction  rather  than  anothcft*,  and  this  is  especially  the  case  in  the 

*  vicinity  of  the  ridge  dividing  the  Northern  and  Southern  Slopes. 
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The  waters  of  the  St.  John  SouthweBt  Branch  and  of  the  Penobscot 
Northwest  Branch  are  drawn  in  part  from  the  same  swamps,  the 
Kennebec  and  Penobscot  are  separated  at  points  hj  only  a  mile  or 
two  of  very  low  country ;  the  head  waters  of  the  Penobscot  in 
freshets  actually  become  commingled  with  those  of  the  Allag^ash, 
Aroostook,  and  St.  Croix.  So  that  the  geographical  marvel  is 
many  times  repeated  within  our  limits,  of  rivers  interlocking  at 
their  sources  and  flowing  off  in  different  directions  upon  different 
slopes ;  a  circumstance  that  in  the  case  of  a  common  canal  betwixt 
the  Orinoco  and  the  Amazon  has  been  thought  worthy  of  elaborate 
discussion  by  the  pen  of  Humboldt. 

vaiteys  or  the  The  vallcys  of  the  southern  part  of  the  State,  in  con- 
^'^  trast  with  that  of  the  northern,  are  not  determined  in 
their  line  of  length  by  the  trend  of  the  Appalachian  ridges,  their 
axis  being  in  almost  every  case  disposed  with  reference  to  those 
ridges  at  a  very  large  angl^,  almost  a  right  angle  in  several  cases. 
They  assume,  therefore,  the  appearance  of  channels  woitt  or  of 
passages  forced,  from  the  interior  to  the  ocean,  in  some  sort  con- 
trary to,  and  in  spite  of  the  opposition  of,  the  great  geological 
tendencies  of  the  region  as  exhibited  in  the  Appalachian  chain. 
The  rivers  likewise  in  the  tortuosity  of  their  courses,  their  abrupt 
turns,  their  circuitous  detours  around  obstructing  hills,  their 
numerous  rips  and  rapids,  with  reaches  of  still  water  above  and 
below,  their  multitude  of  pitches  and  falls,  with  now  and  then  a 
proper  cataract — afford  ccmstant  and  striking  evidence  of  the  im- 
parallelism  of  their  lines  of  motion  with  that  of  any  settled  regular 
lines  of  geological  depression  or  fracture.  They  force  their  way 
to  the  ocean  amongst  the  hills  as  best  they  can.  Hence,  in  part, 
their  extraordinary  amount  of  water-power. 
vaiiQv  and.  The  valleys  of  the  State  are  of  great  importance  in 
uraottoo.  that,  leading  as  they  do  into  its  interior  by  the  imme- 
diate side  of  and  enclosing  the  water£Edls,  they  afford  comparatively 
uniform  planes  upon  which  roads  and  railroads  can  be  constructed 
at  moderate  cost.  For  in  consequence  of  this  the  extraordinary 
ftoilities  of  approach  to  our  water-power,  afforded  by  our  numei^ 
ous  and  excellent  harbors  and  the  navigable  portion  of  our  streams, 
can  be  still  further  carried  out  to  any  required  extent.  The  ad- 
vantage referred  to  has  already  in  the  southern  part  of  the  State 
been  turned  to  some  account ;  though  as  yet  there  is  not  a  single 
raQroad  that  follows  the  lines  of  our  river  valleys  one-fourth  the 
distance  from  the  ocean  to  the  northern  boundary.    The  railway 
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that  now  terminateB  at  Skowhegan  can  be  extended  the  whole 
distance  to  the  St.  John  river,  via  the  Kennebec,  West  Penobscot 
and  AUagnash  Talleys,  withont  anj  serions  natural  obstacle. 
The  aame  holds  tme  of  the  Penobscot,  Mattagamon  (East  Branch), 
Aroostook  and  Fish  Biver  vaDeys.  The  importance  of  this  is  not 
easily  realized  at  the  present  time,  but  it  will  be  in  the  course  of 
years. 


CHAPTER   in. 

OEOLOOIOAL    RELATIONS. 


The  mostimportant  of  those  features  in  the  geologi-  HaniaMortbe 
cal  condition  of  Maine,  which  obviously  influence  its 
water-power,  is,  the  remarkable  induration  of  the  rocks.  This 
character  results  from  or  is  associated  with  (under  the  general 
geological  law)  their  extreme  antiquity;  very  much  the  larger 
portion  having  taken  form  and  coherence  as  rocks,  at  a  period 
antedating  the  introduction  of  life  upon  the  globe,  or«t  least  at  so 
early  a  period  that  subsequent  exposures  and  internal  changes 
have  obliterated  every  trace  of  organized  life. 

The  attribute  in  question  is  of  the  highest  conse-  Oowequmt 

nnereoneii  of 

quence  as  regards  water-power,  in  various  respects.  therfYerbedi. 
It  is  only  rocks  of  extreme  hardness,  that  can,  as  a  general  state- 
ment, be  counted  upon  to  retain  (he  roughness  and  hrokenness  of 
form  impressed  upon  them  by  geological  forces  either  primordially 
or  in  later  periods ;  and  by  consequence  upon  such  rocks  only 
that  the  uneven  condition  of  river  beds  so  indispensable  to  water- 
power  can  be  secured,  and  be  maintained  indefinitely.  Accordingly, 
streams  in  our  State  are  found  to  be  still  broken  with  very  numer- 
ous falls  and  abrupt  rapids,  the  abrading  action  of  the  waters 
having  failed  to  impair  the  precipitousness  of  their  descent,  or  to 
make  any  profound  impression  upon  the  surrounding  strata. 

In  further  consequence  of  this  feature  of  our  underly-  ab  ngudg 
ing  strata,  the  cafionform  of  ravage  upon  river  beds  is,  *"™* 
except  locally,  unknown  in  our  state.  Were  the  conditions  predis- 
posing to  water-power  with  us  in  all  other  respects  the  same  as  at 
present,  with  the  exception  that  our  rivers  shoiild  cut  their  chan- 
nels to  enormous  depths^  as  in  Arkansas,  Texas,  Kansas,  etc., 
miles  in  length  and  hundreds  of  feet  deep,  thus  separating  the 
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GoiiBtry  by  enonnoiis  chasms,  and  grading  off  the  coarsea  of 
the  streams  to  nniform  planes  of  descent — water*power  in  our 
limits  would  be  an  impossibilty,  it  could  not  exist.  There  are  a 
ibw  ravines  or  gorges  traversed  by  the  rivers  of  the  State  which 
for  a  short  distance  approximate  the  callon,  as  for  example  the 
''  Gorge''  of  the  Seboois,  and  the  **  Bapids''  below  Indian  Pond  on 
the  Kennebec,  but  even  these  are  not  so  pronounced  in  thdr 
features  as  to  forbid  entirely  the  use  of  the  water-powei. 
As  regardB  In  further  consequence  of  this  feature,  our  rocks  are 

wMta  of  water 

by  peroobtfoo.  Comparatively  proof  to  ihe  cirouUUion  of  toater  in  their 
9tnwfure,  which  in  certain  formations  is  conducted  so  freely  as 
quite.materially  to  affect  the  proportion  of  water  flowing  upon  the 
surface  of  the  land,  and  hence  into  the  channels  of  the  rivers. 
This  is  especially  the  case  with  the  softer  limestones,  which  are 
apt  to  be  hollowed  into  conduits  and  even  caverns  by  the  solvent 
power  of  carbonic  and  perhaps  other  acids  derived  from  vegetable 
decomposition,  held  in  solution  in  the  percolating  waters.  Such 
caverns  often  run  great  distances  under  ground,  and  become  the 
water-way  of  considerable  streams  and  even  rivers,  as  in  the 
caverns  of  the  Peak  and  Castleton  in  Derbyshire,  England,  and  in 
that  of  the  Nicajack  Cave  in  Georgia,  where  a  waterfall  occurs 
three  miles  under  ground.  In  the  limestone  districts  of  Oamiola 
and  Illyria,  "almost  every  lake  and  river  has  a  subterranean 
source  and  subterraneous  exit."  The  caves  and  underground 
streams  of  Kentucky  are  doubtless  referable  to  the  agency  in 
question.  It  is  safe  to  assert  that,  comparatively  speaking,  next 
to  none  of  the  rainfall  of  Maine  is  disposed  of  in  this  summary 
manner,  and  thereby  lost  to  the  rivers. 

Vast  quantities  of  water,  likewise,  are  absorbed  in  the  crevices 
and  fissures  abundant  in  limestone  and  other  soft  rocka»  which  in 
the  season  of  drouth  is  Ufted  to  their  surface  and  burned  away  by 
evaporation.  This  elevating  process  may  go  on  hundreds  of  feet 
above  the  water  line  in  the  earth  and  above  the  level  of  the  sea,  it 
being  dependent  upon  capillary  forces  and  therefore  quite  irrespon- 
sible to  ordinary  gravitating  agencies.  It  is  evident  that  the 
water  thus  circulating,  as  it  were  in  an  independent  system  of 
conduits,  will  not  add  materially  to  the  sum  of  water-power  in  th^ 
rivers.  This  process  of  absorption  into  and  evaporation  from  the 
rocks,  goes  on  of  course  with  us,  as  everywhere,  but  far  less  freely 
than  in  districts  whose  geological  formations  are  of  more  receut 
date. 
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The  diaracter  of  our  rocks,  now  remarked,  is  of  water*tigtit 
peculiar  importance  in  connection  witli  the  water-  '^^''^''^' 
r^afining  capacity  of  our  lakeSf  these  being  in  the  large  majority  of 
cases  in  consequenee  of  it,  nnderlaid  and  walled  in  with  imporons 
material.  A  leaky  lake  or  pond  will  hold  water  no  better  than  a 
leaky  cistern.  It  is  important  also  as  rendering  water-retaining 
artificial  reservoirs  feasible  to  a  remaxkable  extent,  everywhere, 
in  &ct>  where  the  lay  of  the  land  &vor8,  or  admits  of,  their  con-^ 
stmction  and  of  the  necessary  convergence  of  the  streams. 

As  a  particular  pliase  of  the  first  geological  charac*  Bodes  ani«d  to 
teiistic  already  noticed,  should  be  instanced  the  rela-  S^^ower 
tively  enormous  devdoi»n^it  of  rocks  aOied  to  granite  "**'***^ 
in  their  water-power  reacHon,  including   true   granite,  syenite, 
gneiss,  and  the  schists  which  in  thickness  and  solidity  of  layers 
approach  gneiss. 

There  are  about  18,500*'  square  mile»  of  the  State  sur£EM>e  occu- 
pied with  the  rocks  referred  to.  The  whole  region  west  of  the 
Kennebec  is  given  up  to  Hieir  occupancy,  8,400  square  miles  of 
which  are  almost  exclusively  underlaid  with  granite.  A  belt  of 
the  same  family  of  rocks  extends  along  the  sea  coast  through  its 
whole  extent. 

The  rocks  specified,  more  especially  granite  and  gneiss,  are 
chacacterized  by  irregular  forms  in  eminent  degree,  the  natural 
result  of  their  endurance  under  wear.  Above  all  other  rocks  they 
break  up  the  surface  of  water^eds  and  tiie  channels  of  streams, 
and  thus  at  once  produce  waterfalls  and  maintsin  them  against 
impairment  by  natural  forces. 

The  rocks  are  so  located  as  to  exert  the  most  favora-  Their  favorable 
ble  influence  upon  our  waten-power.  As  extended 
along  the  4iOBat  they  produce  a  large  number  of  powers  in  close 
proximiiy  to  navigable  waters.  As  thus  situated,  also,  they  have 
in  a^s  past  checked  the  wear  of  our  river  valleys  and  the  cutting 
backward  of  our  river  channels,  processes  which  of  necessity  begin 
at  the  mouths  of  streams  and  retrocede  as  the  softness  of  the  sur- 
roonding  materials  allows,  and  which  are  attended  with  the  im- 
pairment or  total  obliteration  of  water-power. 

The  rocks  in  question  are  accumulated  upon  the  Southern  Slope 
of  the  State,  and  in  particular  and  in  their  most  characteristic 
forms,  upon  the  western  pari  thereof,  and  there  conspire  with  high 

*  EMiiiMted  ftoD»  mtdiooA*!  Qeotegical  Map  of  Maine  and  Uie  aooompanyiog  Report. 
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elevation  and  favorable  planes  of  descent,  to  produce  the  largest 
possible  amount  of  power.  Hence  in  the  region  of  the  Salmon 
Falls,  Saco,  Presumpscot  and  Androscoggin  rivers,  an  amount  of 
manufacturing  power  is  found,  quite  in  excess  of  that  due  to  the 
areas  of  the  basins. 

Thattnifitoii  The  13,500  square  miles  of  rocks  referred  to  in  the 
'^^*'  foregoing  paragraphs   being  excluded,  there  remain 

18,000  square  miles  of  the  more  definitely  stratified  masses,  in 
which  the  schistose  character  is  conspicuously  exhibited.  As 
found  with  us  they  are  chiefly  clay  slate  and  mica  schist. 

The  grand  circumstance  to  be  noticed  respecting  these  rocks, 
is,  (as  is  true  indeed  of  all  the  stratified  rocks  in  the  State,)  that 
the  lines  of  stratification  are  righi^ngled  to  the  courses  of  the  prin- 
ctp<U  rivers,  and  of  all  our  chief  rapidly  sloping  rivers.  As  thus 
disposed  the  out-cropping  ridges  of  the  strata,  as  a  g;eneral  rule, 
run  across  the  streams,  *and  so  produce  pitches  and  sudden 
4escents,  which  according  to  their  steepness,  brokennees,  and  the 
iMsociftted  volume  of  water,  take  the  form  of  rapids,  rips,  falls,  or 
cataracts.  There  are  very  many  water-powers  in  the  State  refera- 
ble to  this  origin. 

It  may  be  added  respecting  these  rocks  that  as  found  with  us 
tkey  are  of  exceptional  solidity,  and  accordingly,  save  in  the 
llfdited  districts  where  lime  enters  as  an  important  ingredient  ipto 
their  constitution,  as  on  the  Aroostook,  they  are  found  upon 
streams  resisting  water  wear,  not  unfirequently  with  almost  the 
pertinseiij  of  granite. 

ExpoaM««#  Lastly,  the  pulverized  material  constituting  soil,  is 

the  nek.  .^  Maine  as  indeed  throughout  New  England,  shallow 

in  depth.  By  consequence  the  rock  is  to  an  umtsual  extent  exposed. 
Especially  is  this  true  in  and  upon  the  water  courses.  Some  of 
our  rivers  and  very  many  of  our  smaller  streams  run  in  channeb 
of  stone,  and  the  sides  and  bed  of  nearly  all,  especially  on  a 
Southern  Slope,  are  rock-set  and  rock-bound,  though  at  the  sur- 
face locally  covered  with  earth. 

The  impoctaaee  The  practical  importance  of  this  fact  is  great.  Those 
^^^^*^'  riparian  ravages  and  vagprant  diversions  of  river  coursee 

which  in  aUnvial  districts  are  productive  of  so  much  inconvenience 
and  occasionally  of  serious  loss  of  property  are  with  us  substao- 
tially  unkncMwn.  Canals  and  raceways  can  be  constructed  in  the 
native  rock,  and  once  completed  need  no  repairs.  Mills  and  ap- 
purtenant structures  can  be  planted  upon  ledge  bottom  and  so 
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made  proof  at  once  against  the  corroeion  of  under  currents  and 
the  momentum  of  freshets. 

In  particular,  as  the  result  of  the  &ct  that  our  streams  are  thus 
carried  in  rock-bound  conduits,  dams  are  susceptible  of  location  at 
almost  any  point  where  the  slope  of  the  stream  is  sufBcient  to  form 
a  rapid,  and  upon  improvement  to  constitute  a  water-power.  So 
that,  dam  succeeding  dam,  the  whole  descent  of  the  sti^ams  is 
capable  of  being  utilized  for  power  purposes,  the  loss  from  fiowage 
and  from  the  degradation  and  erosion  of  the  banks  upon  elevation 
of  the  water  surface,  being  as  a  general  statement,  very  small. 

From  the  statements  already  made  it  is  easy  to  infer  Building 
that  stone  of  suitable  quality  for  construction  purposes 
18  in  nearly  all  parts  of  the  State  comparatively  abundant  and 
cheaply  procurable.  The  granite  quarries  of  the  coast  in  particu* 
lar  are  unrivalled  for  the  excellence  of  the  stone  and  the  facility 
with  wiiich  enormous  masses  are  transferred  direct  fix)m  the  native 
bed  to  the  decks  of  ships. 


CHAPTER   IV. 

CONDITIONS    OP    SURFACE. 


The  conditionB  of  sur&ce  which  in  any  region  exercise  a  marked 
influence  upon  its  water-power,  are  three — namely,  surface  aspect, 
surface  materials,  and  vegetation. 

Section  1. — SuRFAcx  Aspect. 

By  far  the  most  important  and  characteristic  feature  muineM  of 
of  the  topography  or  sur&ce  forms  of  Maine  is  its 
holiness.    The  grade  of  unevenness  intended  to  be  specified  is 
above  the  undulating  and  below  the  mountainous,  approaching  the 
former  more  nearly  than  the  latter.    In  other  words,  Maine  as  a 
whole  is  fnoderaiekf  hiUy. 

In  consequence  of  the  unevenness  of  the  State  sur-  j^  ^^^^ 
face,  the  surphts  of  the  rainfall  is  gathered  into  the 
streams  with  less  waste  by  the  atmosphere  and  by  infiltration, 
than  IB  associated  with  flat  water-sheds,  and  the  volume  of  the 
streams  is  accordingly  more  copious.    The  surfiice  being  only 
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moderately  broken,  tiie  waters  are  |iot  burned  into  the  rivers  in 
torrents, — ^torrents  which  cannot  be  used  in  passing  and  leave 
nothing  to  be  used  when  passed.  The  hiUiness  in  question  tends, 
therefore,  to  secure  a  moderate  suj^ly  of  water  to  the  drainage 
channels,  and  to  secure  it  all  the  year,  avoiding  alike  the  evapora- 
tion and  infiltration  waste  of  the  level  water-shed  and  the  torrent 
waste  of  the  mountainous.  So  that,  as  a  whole,  the  surface  forms 
of  the  State  react  most  favorably  upon  the  constancy  of  the  water- 
power,  and  therefore  upon  its  economical  value. 

Section  2. — Subfacr  Matebials. 

Effect  of  loiu  From  a  drainage  area  of  bare  rock,  water  would  pour 
tfinuer.^^'^'*^  off,  as  fix»m  the  pavements  of  a  city  into  the  gutters, 
with  g^reat  rapidity,  would  presently  disappear  entirely,  and  the 
streams  would  dry  up.  Soil,  on  the  other  hand,  dams  the  water 
back  by  its  particles  and  detains  it  by  adhesive  attraction ;  the 
water  finds  by  consequence  slow  passage  through  the  millions  of 
channels  opened  for  it  amongst  the  grains  of  the  dirt,  and  con. 
tinues  therefore  to  feed  for  a  long  time  the  associated  streams. 

Thus  in  the  dry  deserts  of  the  low  latitudes,  where  as  in  western 
Sahara,  or  Australia,  rain  sometimes  intermits  for  two  years,  the 
springs  at  the  bottom  of  the  waddies  or  valleys,  yield  without  ces- 
sation their  treasures  of  water,  and  as  it  were  firom  inexhaustible 
subterranean  fountains.  One  of  the  names  given  to  the  Sahara, 
in  the  poetical  language  of  the  Arabs,  is  the  "  Desert  of  the  Hid- 
den Sea.''  So  that  the  waters  received  in  the  occasional  bursts 
of  rain  is  thus  demonstrably  held,  even  for  years,  in  the  surface 
matters  of  the  basin,  all  the  while  slowly  working  passage  to  the 
points  of  discharge. 

BoikorthAinr.  Where  surface  material  are  accumulated  in  immense 
of  Vfim,  mass,  as  upon  the  large  dtuvions^  the  surplus  of  the 
rains  in  considerable  measure  penetrates  below  the  streams  and 
works  off  into  the  ocean  by  constant  and  diffused  flowage  through 
the  whole  body  of  the  ground.  Hence  the  fact  that  the  soil  of 
Maine  is  shallow,  as  it  unquestionably  and  obviously  is,  as  com- 
pared with  the  formation  referred  to,  reacts  &vorably  upon  the 
volume  of  the  rivers.  A  shallow  depth  Is  sufficient  since  our  rains 
are  uniformly  distributed,  are  rarely  for  a  long  time  intermittent, 
and  are  never  very  heavy,  sufficient  to  absorb  flie  water  against 
evaporation,  and  not  sufficient  to  sqander  it  in  or  tiirougfa  the 
lower  depths  of  the  gpround. 


DiT.  !•! 


OONDfllORB  (HB  Btf RFAOB. 


Bl 


The  physical  quaUiy  of  soils  with  respect  to  the  ab-  The  quaiup  or 
sorption  and  transmission  of  water  is  of  not  less  conse-  thedup^n?^ 
qaence  tiian  tiidr  quantity.  Grayels  and  sands  absorb  ^'*^' 
water  with  great  freedom,  but  being  unable  to  retain  it,  affect 
streams  running  through  them  with  marked  fluctuations  of  volume, 
BO  at  least  unless  their  mass  is  great.  Clays  although  a  little 
tardy  in  the  reception  of  water  are  extremely  retentive  of  it,  and 
thus  on  the  whole  equalize  the  flow  of  streams.  Loams,  i.  e., 
mingled  sand  and  clay,  as  also  vegetable  mould,  are  both  retentive 
of  water  and  freely  receptive  of  it,  and  accordingly  impart  to 
streams  great  regularity  of  volume — not  passing  it  too  rapidly  as 
do  sands,  and  not  suddenly  shedding  it  as  do  clays  in  a  degree. 

It  is  undoubtedly  true  in  Maine,  as  indeed  nearly  all  The  piwmient 
the  world  over,  that  sand,  i.  e.,  rock  broken  into  fine  ■**"  ^^ '*^*^*- 
grains  but  not  powdered,  is  more  abundant  than  those  exceedingly 
minutely  divided  soils  which  are  as  respects  their  reaction  upon 
water,  clayey  in  quality.  A  very  large  proportion  of  our  subsoil 
appears  to  be  pan,  that  is,  sand  consolidating  or  cementing  into 
ledge.  Relatively,  however,  the  ordinary  proportion  of  granular 
ted  and  of  powde^  surface  materials,  the  soil  of  Maine  is  be- 
lieved to  be  more  than  ordinarily  clayey. 

In  response  to  inquiries  sent  into  every  town  and  plantation  in 
the  State,  the  prevailing  surface  materials  have  been  represented 
as  follows : 
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The  loams  and  clays  are  represented  in  113  units  and  the  sandy 
soils  in  82  units.  The  testimony  in  many  cases  refers  to  the  exis- 
tence of  "clayey  subsoils''  where  sand  is  abundant  at  the  surface, 
which  make  their  appearance  only  in  cuttings,  excavations  for 
wells,  cellars,  in  river  beds,  etc.    Not  improbably  returns  from 
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the  interior  and  mountainous  portions  of  the  State  will  ahow  a 
larger  proportion  of  loose  soils. 

Consistently  with  the  facts  reported  is  that  prime  necessity  of 
successful  tillage  with  us,  which  is  insisted  upon  first  and  laet  in 
our  agricultural  journals  and  in  the  invaluable  reports  of  the  Secre- 
tary of  the  Board  of  Agriculture,  namely,  underdraining. 
Bibetof  th«  The  sand  and  gravel,  or  drift  materials  found  upon 

nodB  And  gray-  •    n 

els  in  Maine,  our  surfaces,  czort  an  mnuence  upon  wateivpower 
much  less  marked  and  detrimental  than  would  be  exercised  were 
our  rainfall  less  uniformly  distributed  through  the  year.  Sands 
and  gravels  cannot  hold  water  long,  and  in  our  State  they  are  not 
required  to  hold  it  long,  one  down&ll  succeeding  another  at  not 
remote  intervals,  and  supplying  the  loss  of  percolation  and  evapo- 
ration. 

Section  3. — Ysoetation. 

Under  this  head  forests  alone  will  be  referred  to.    This  form  of 
vegetation  feu*  exceeding  any  other  in  its  area  of  occupancy  of  the 
State  surface,  and  fix>m  its  bulk  and  large  development  exercising 
the  most  powerful  influence  upon  water  disposal, 
lorata  and  As  to  whether  forests  materially  inerease  the  sufm  of 

toaier  precipitated,  there  is,  notwithstanding  the  vari- 
ous facts  and  incidents  alleged,  no  evidence  on  a  sufficiently  broad 
scale  and  sufficiently  unequivocal  to  be  at  all  decisive  of  the  ques- 
tion. It  is  however  quite  certain  that  their  influence  in  this  re- 
gard is  of  far  less  consequence  than  as  exercised  upon  the  ultimate 
disposal  of  the  water  after  it  has  once  reached  the  earth.  This 
latter  will  now  be  considered. 
tiM  uving  tree       The  living  tree  may  be  regarded  as  an  evaporating 

and  watef  _  • 

waste.  machine,  exposing  as  it  does  a  surface  of  transpiration 

£Bur  greater  than  the  area  of  ground  covered  by  its  mass.  A  sin- 
gle black  birch  has  been  estimated  to  run  sixty  barrels  of  sap  from 
one  tap  in  the  Spring.  The  experiments  of  Williams  went  to 
show  that  trees  in  their  full  vigor  evaporate  a  proportion  of  water 
greater  by  one-third  than  a  water  surface  equal  in  extent  to  the 
breadth  of  ground  covered  by  the  trees.  Whether  this  estimate 
be  greatly  or  slightly  excessive,  there  is  no  question  that  as  living 
organisms  trees  waste  the  supply  of  river  material,  and  thus  react 
un&vorably  upon  water-power.  With  us  however  tre^s  operate 
thus  for  less  than  one-third  of  the  year,  the  actual  period  of  growth 
falling  below  four  months. 
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Regarded  as  mawoen  <f  maUer  trees  have  an  efifect  vonntodMde 
quite  to  the  contrary.  First,  ihey  tkade  the  grawnd,  '***«'**™^ 
and  thus  prevent  the  snn  from  parching  away  the  water  contained 
in  the  ground,  which  aocordii^ly  stands  its  chance  of  ultimately 
reaching  mill  wheels.  Our  forests  being  for  the  greater  part  ever- 
green, shade  the  ground  ai  aU  setuons.  They  check  therefore  the 
'waste  of  winter  snow  as  well  as  the  waste  of  summer  rain.  Noth- 
ing is  more  common  than  for  patches  of  ice  formed  of  solidified 
snow,  to  be  found  lying  here  and  there  in  the  defiles  and  ravines 
of  our  woods  as  late  as  early  June,  saturating  the  ground  about 
them  in  their  melting,  and  sending  off  streamlets  to  the  nearest 
brook,  lake  or  river. 

Forests  check  (he  movement  of  (he  atmoephere,  both  the  obatruot  the 
horizontal  and  the  vertical,  one  or  the  other  of  which 


is  always  in  circulation,  and  thus  prevent  or  diminish  the  removal 
of  moisture  from  their  area  of  occupation  by  the  convective  power 
of  the  winds.  This  is  a  circumstance  of  great  importance,  as  may 
be  inferred  from  the  rapidity  with  which  roads  dry  up,  or  clothes 
from  the  laundry  dry  off,  during  the  prevalence  of  wind.  Our 
woods  being  so  largely  evergreen  check  the  mdf  ement  of  the 
winds  at  all  seasons,  and  abate  evaporation  therefore  at  all  sea- 
sons, a  matter  of  some  consequence  sinee  vaporization  goes  on 
from  snow  and  ice,  and  from  water  at  all  temperatures,  and  is  ac- 
celerated by  wind  from  four  to  ten  fold,  as  experiments  show,  ,and 
according  to  circumstances,  whatever  the  temperature  may  be. 

In  the  fourth  place,  forests  roughen  and  break  up  Bangheathe 
the  ground  through  which  their  roots  force  passage,  ^^ 
so  that  water  can  penetrate  it ;  and  so  that  in  innumerable  depress 
sions  and  sinks  formed  by  the  heaving  ground  over  the  roots,  its 
volume  when  in  surplus  can  be  husbanded  against  too  sudden 
removal.  This  is  especiaUy  important  upon  hilly  and  mountainous 
water-sheds,  contributing  to  their  uniformity  of  discharge. 

Lastly,  as  was  observed  in  the  section  on  mountains,  AocamniMe 

',  WBter-holding 

forests  cover  the  ground  beneath  them  with  masses  of  nattar. 
vegetable  matter  which  holds  water  like  a  sponge,  and  thus  favor 
the  uniformity  of  the  volume  of  the  connected  rivers. 

The  combined  and  last  result  of  all  these  influences  Bom  or  the 
is  to  increase  the  amount  of  water  that  shall,  other  con- 
ditions favoring,  be  available  for  manufacturing.    The  further  re- 
sult is  to  regiUate  the  supply  or  delivery  of  the  water,  in  which 
respect  the  function  of  forests  is  probably  of  not  less  importance 


than  in  regard  to  the  Folume  of  water.  In  one  word,  forests  con- 
tribute in  a  very  important  meaeore  to  the  two  prime  eesentiala  of 
water-power,  namely,  its  vdiiime  and  constancy,  their  inflaence  in 
this  respect  being  exceeded  by  only  that  of  lakes  and  sorfeoe 
materials. 

Subsection  A. — Extent  op  the  forest  surfaces  of  Maine.  The 
following  table  probably  gives  a  tolerably  close  approximation  : 

Area  of  the  State, 31,500  iqiuun  mUet. 

Approximate  area  of  Ukes,  pondB,  and  rirer  soifaoas, 8,200  "  " 

Total  land  aorftMa, 18,900  ««  " 

JminnBM, 9,000  «•  •« 

In  the  wildernen  Btate,  therefore, 19,800  **  *' 

Of  the  farm  lands  there  are  tilled, 4,200  '<  ** 

Iiearing  in  pastnree,  woodloti,  ete 4,800  '<  ** 

Of  thii  one-half  <t)  froodi, MW  «•  « 

Totalwoods,  19,300  +  2,490-^*00, Sl,200  *«  ** 

The  500  square  miles  subtracted  are  by  way  of  allowance  for 
bare  spots,  mountain  tops  and  slopes,  ledges,  heaths,  and  tracts 
too  barren  to  support  trees.  We  have  therefore  a  sum  total  of 
forest  surface,  in  farm  and  out,  of  about  21,000  square  miles,  and 
of  this  not  far  from  16,000  square  miles  in  the  northern  and  south- 
eastern districts,  are  to  only  a  limited  extent  entrenched  upon  by 
clearings. 

The  primeval  woods  of  Maine,  accordingly,  still  cover  an  extent 
seven  times  that  of  the  famous  *'  Black  Forest "  of  Germany  at 
its  largest  expanse  in  modem  times.  The  States  of  Rhode  Island 
Connecticut,  and  Delaware,  could  be  lost  together  in  our  northern 
forests,  and  still  have  about  each  a  margin  of  wildemess  sufficient- 
ly wide  to  make  its  exploration  without  a  compass  a  work  of  des- 
perate adventure. 
Favorable  The  forosts  are  to  an  important  extent  so  located 

looatiaa  of  the  .      .  •     •    ^ 

foKKtM.  as  to  exercise  their  characteristic  influence  upon  water- 

power  to  the  best  advantage,  namely,  within  and  upon  the  moun- 
tun  region  of  the  State.  So  situated,  their  special  efficiency  will 
be  readily  understood  and  appreciated  in  view  of  statements 
already  made. 

Thdrproepeo-        ThuB  locatcd,  much  of  the  forest,  that  upon   the 
^  mountains  themselves,  inaccessible  from  their  situation 


and  form,  bids  fair  to  be  as  permanent  as  the  rocky  elevations 
upon  which  it  is  planted.  For  a  long  time  the  woods  about  the 
head  waters  of  our  rivers  will  remain  substantially  as  they  now 
are,  deprived  indeed  of  their  heavier  timber,  but  still  woods,  and 


dense  woods.  So  that  the  infloenoe  of  forests  upon  water  supply 
with  us,  as  it  is  unquestionably  important,  so  does  it  in  considei^ 
able  ineasHre  bid  fidr  to  be  permanent. 


The  cuttinroffofourforeirts,  even  if  quite  thoroughly  nutetorthe 
effected,  would  have  a  far  less  detrimental  influence 


upon  the  delivery  of  our  rivers  in  point  of  both  annual  sum  and  vol* 
ume  at  differait  seasons,  than  would  be  experienced  in  lower  lati- 
tudes, hotter  cMmates,  and  districts  affected  by  periodical  rains,  or 
in  districts  excessively  mountainous,  as  amongst  the  Alps,  and 
visited  by  rains  of  great  violence  and  volume.  Because  the 
Azores,  the  Madeira  islands^  Palestine,  tiie  piedmontane  districts 
of  the  Alps,  etc.,  have  suffered  variously  from  water  dearth,  or 
inundation,  or  both,  in  consequence  of  the  removal  of  forests,  it 
by  no  means  follows  that  Maine  will  suffer  in  the  particulars  re* 
ferred  to,  in  equal  degree  or  even  seriously. 

Maine  having  a  cool  climate,  non-periodic  rains,  an  exposure 
oceanic  on  the  south,  maritime  on  the  east,  northeast,  and  south- 
east, being  swept  by  Gulf-Stream  vapors,  and  being  furnished 
with  enormous  natural  reservoirs,  can  be  shorn  of  its  woods  with 
comparative  impunity,  so  fiir  at  least  as  respects  the  flow  of  the 
rivers,  and  without  reference  to  agricultural  or  other  reactions. 
In  other  words,  the  circumstance  of  less  or  more  vegetation  upon 
its  surfaces  becomes  comparatively  unimportant  in  a  district  whose 
general  geographic  conditions  and  exposures  are  such,  and  are 
such  as  to  exercise  an  influence  so  pronounced  and  commanding 
upon  both  the  precipitation  and  removal  of  water.  On  this  same 
principle,  the  northwest  coasts  of  North  America,  all  northwestern 
£urope,  the  British  Isles,  China,  (proper),  and  many  other  regions 
are  and  will  remain  heavily  watered  countries  whether  their  woods 
are  cut  off  or  not. 

In  particular,  the  natural  reservoirs  of  the  rivers  of  Maine  are 
of  such  capacity,  that  were  the  forests  wholly  cut  away,  the  low» 
run  volume  of  the  streams,  or  of  nearly  all,  could  still,  by  the  use 
of  the  reservoirs,  be  raised  to  and  maintained  at  a  figure  greatiy 
in  excess  of  the  fhotural  or  present  sunmier  run.  Of  this  we  have 
demonstration  in  the  &ct  that  the  streams  which  are  the  most  con- 
stant in  their  supply  of  water,  as  at  present  used,  are  on  the  coasti 
and  in  particular  in  the  southwest  part  of  the  State,  the  MousaiUi 
Presumpscot,  Salmon  Falls,  etc.,  from  whos^  drainage  territory  tiie 
greater  part  of  the  forest  has  been  removed,  but  whose  storage 
basins  have  been  brought  into  use,  and  which  realize  hundreds  per 
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cent,  more  power  than  when  the  forests  were  comparatiTelj  intact, 
and  the  reservoirs  unimproved. 

Kflbet  of  forart  It  may  be  proper  to  add  that  the  reasons  for  preaerv- 
MdapraiHiii.  ing  forosts  are  much  more  urgent  with  refereiice  to 
^"'''^'  agriculture  than  water-power.    So,  first,  because  trees 

operate  in  favor  of  cultivated  plants,  as  shelters,  etc.,  in  modes 
which  are  quite  inoperative  as  regards  water-power;  and  so,  sec- 
ondly, because  streams  being  fed  by  under-ground  storage,  suffer 
far  less  in  dry  times,  especially  the  larger  streams,  than  cultivated 
plants,  because  they  draw  water  supplies  from  much  greater  depths 
and  masses  of  earth.  The  retention  of  vast  bodies  of  forest  is  quite 
a  different  matter  from  preserving  tracts  and  belts  of  moderate  size 
scattered  over  the  general  face  of  the  country,  though  too  fre- 
quently confounded  with  it  in  discussions  upon  the  topic. 


CHAPTER   V. 

LAKES. 


Section  1. — Influbnck  of  Lakks  upon  Water-Power. 

impaituiee  of  There  is  no  other  physical  feature  of  a  country  that, 
nferenoe  to  Under  the  control  of  man,  can  be  made  to  contribute  to 
-poww.  ^^^  constancy  of  water-power  in  equal  measure  with 
lakes.  The  importance  of  this  will  appear  when  it  is  remembered 
that  water-power,  only  in  proportion  as  it  is  constant,  becomes  suit- 
able for  extensive  manufacturing,  where  large  amounts  of  capital 
are  invested  in  stock  and  materials.  It  may  be  profitably  employed 
for  local  conveniences  and  in  small  establishments,  even  though  it 
be  variable  at  different  seasons,  and  at  some  parts  of  the  year 
reduced  to  almost  nothing.  But  under  such  conditions  only  can 
highly  variable  water-power  be  advantageously  employed,  as 
against  steam  in  connection  with  which  intermissions  of  efficiency 
can  be  guarded  against  by  proper  precautions,  and  flood  and 
drouth  alike  are  shorn  of  their  power.  Some  of  the  more  important 
modes  will  now  be  specified  in  which  lakes  exert  a  favorable 
influence  upon  water-power. 
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They  store  up  the  sturplas  of  heavy  rains  and  of  ukMM 
snow-meltiBgs,  and  bo  provide  power  material  in  the  ■**"•«•'***• 
season  of  excess  against  the  season  of  dearth.  They  are  therefore 
natiiral  reservoirs,  oftentimes  of  a  ci4>acity  which  man  would  not 
presume  to  emulate  by  artificial  constructions,  provided,  too, 
almost  free  of  cost,  and  capable  of  being  put  to  actual  use  with 
insig^nificant  outlay. 

Lakes  with  us  and  in  our  climaie  serve  a  double  use  as  reser- 
voirs, namely,  against  both  the  drouth  of  summer  and  the  drouth 
of  winter.  During  our  mid  winter,  precipitation  takes  place  largely 
in  the  form  of  snow.  Moreover  the  water  upon  the  surface  of  the 
ground  is  to  a  considerable  extent  turned  to  ice  and  immovably 
.fixed,  and  the  ground  itself  in  all  its  upper  stratum,  saturated  with 
wet,  is  frozen  solid,  and  yields  no  contributions  to  the  streams. 
Accordingly  such  streams  as  are  unprovided  with  reservoirs  run 
low  in  winter,  though  rarely,  if  ever,  so  low  as  in  mid-summer. 
Those  on  the  contrary  fed  by  lakes  and  ponds  continue  to  yield 
approximately  their  usual  supply,  the  great  body  of  the  water 
beings  protected  against  congelation  by  the  sheet  of  ice  and  snow 
incumbent  upon  the  surface  of  the  reservoirs. 

Lakes  contribute  to  lessen  the  frequency  and  violence  Lakw  dimiii- 
of  freshets.  In  the  act  of  storing  up  water  in  floods  and  ^ 
snow-meltings,  they  reduce  the  pressure  upon  the  discharge  capac- 
ity of  the  streams,  thereby  enabling  them  to  pass  ofif  the  surplus 
volumes  with  a  comparatively  moderate  rise  of  surface.  Upon 
rivers  subject  to  excessive  floods  manufacturing  works  have  to  be 
constructed  of  g^eat  strength  to  withstand,  and  with  extreme  nicety 
to  exclude,  the  water ;  and  most  generally  if  so  built  as  to  be  safe 
against  the  overflow  of  one  season,  are  high  and  dry  at  the  low 
water  of  another. 

Lakes  give  opportunity  for  the  formation  of  ftkr  less  i«kMwdttM 

liTrii  i^mou  of 

ice  than  would  be  made  out  of  an  equal  quantity  of  lot. 
water  dispersed  in  streams  and  upon  the  general  sur&ce  of  the 
land,  the  great  body  of  the  water  being  protected  from  the  action 
of  the  cold  by  the  non-conducting  covering  of  ice  and  snow  incum* 
bent  upon  it.  Lake  ice  before  ''going  out"  becomes  rotten, 
breaks  up  and  separates  into  a  mere  sludge  of  crystals,  incapable 
of  harm,  whereas  the  ice  of  streams  is  torn  from  its  resting*place 
by  the  strong  traction  of  the  current,  while  yet  it  has  cohesiveness 
enough  to  cling  together  in  large  masses  and  to  deal  very  heavy 
blows. 
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i»e  water  of  The  water  of  Iftkes  and  •ponds  ib  toarm  so  that  mills 
winter.  near  them  and  fed  by  them  experience  no  trouble  from 
the  fonning  of  ice  about  their  wheels  in  even  the  coldest  weather. 
t«kM  and  the  Lakos  add  to  the  annual  amount  of  river  discharae  b j 
cr  river  die-  accumulating  the  water  from  a  wide  land  surfftce  into 
*^*^'^'  a  limited  receptacle  whose  surface  alone  is  exposed  to 

the  sun  and  winds,  and  whose  great  body  is  sheltered  ag^nst 
waste.  Water  when  in  the  mass  of  the  ground  is  most  tenaciously 
held  4gain£it  evaporation,  but  when  the  ground  will  hold  no  more 
and  a  residue  must  be  disposed  of,  that  is  far  better  conserved  in  a 
lake  than  when  dispersed  upon  a  land  surface. 
fnteieeptthe  Lakes  Operate  to  the  same  result  by  dividing  with 
Mmeifhe  their  deep  concavities  the  strata  of  the  ground,  and 
tower  groand.     ^^  receiving  a  larger  share  of  that  volume  of  water 

which  circulates  in  the  earth,  below  the  streams,  and  which  other- 
wise would  wotk  off  into  the  ocean  by  diffiised  flowage  through 
bubterranean  channds.  Hence  it  is  that  m€my  of  our  lakes,  as, 
conspicuously,  the  Schoodic  chain  and  Sebago,  discharge  &r  more 
water  than  they  visibly  receive  from  the  in£k>w  of  tributary 
streams. 

Section  2. — ^Ths  Lake  Ststbm  op  Mains. 

» amw  wMi  The  first  feature  of  the  lacustrine  system  of  the  State 

faiMaiBe.  to  be  noticed,  is  the  extraordinary  number  and  size  of 
ffie  ccmponeni  kikee.  Maine  in  fact  constitutes  the  southeastern 
ejttreme  of  the  Great  North  American  Lake  System,  which  extends 
hence  westward  to  the  Great  Lakes  inclusive,  and  thence  to  the 
Arctic  sea.  There  are  but  three  or  four  districts  on  the  globe,  not 
more  extensive  than  Maine  and  equally  habitable  in  other  respects, 
upon  which  an  equal  number  of  receptacles  for  impounding  rain- 
jEi^  of  not  inferior  capacity  and  surface  is  to  be  found.  The  total 
count  of  those  represented  upon  the  maps,  as  connected  with  our 
rivers  both  within  and  beyond  the  State,  not  including  the  multi- 
tudes of  small  ponds  scattered  about  the  State  in  such  profusion 
that  almost  every  neighborhood  and  school  district  has  one,  and 
not  including  the  great  number  of  small  ponds  in  the  wilderness 
districts  which  are  not  represented  upon  any  map — ^is  not  less  than 
one  thousand  six  hundred  and  twenty.  In  fact  the  Kennebec  river 
has  more  lakes  connected  with  rt  than  the  gigantic  Orinoco,  and 
the  Penobscot  than  the  Amazon,  or  than  all  the  rivers  in  Africa  so 
fai  as  known  I 
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The  lakes  refened  to  and  defined  above  possess  at  Am  of  the 
the  lowest  estimate  deducible  from  the  Various  state  ^^^  ^  ''**°'' 
and  county  maps  and  the  "plans"  of  the  State  Land-Office,  a 
combined  area  of  2,800  square  miles.  The  estimates  returned  in 
respoBse  to  inquiries  touching  the  ertent  of  lakes  and  ponds,  have 
in  the  large  majority  of  cases  overrun  the  figures  deduced  from 
the  maps.  In  the  construction  of  town  plans,  etc.,  there  is  in 
general  no  disposition  to  exaggerate  the  water  surfaces,  as  Uiis 
would  involve  the  diminution  of  land  and  lumber  tracts. 

To  the  above  figures  should  be  added  900  square  miles,  moce  or 
less,  on  conjecture,  of  river  and  stream  surface,  giving  a  grand 
total  of  3,200  square  miles  of  inland  water.  Maine  contains  more 
lake  surface  than  a  million  square  miles  of  tiie  United  States,  sit- 
uated in  the  central  and  west-oentral  districts  and  south  of  the 
lake  belt,  not  including  the  lagoons  and  bayous  connected  witii 
some  of  the  rivers,  whicdi  are  not  proper  lakes. 


TABUS  OF  LAKB  ST6TSM8, 


BmEMB. 


Sftoo, 

AndroMogglD, 

KcsnelMO, 

Penobseoty 

St.  Croiz, 

St.  John, 

Denny't  etc., 

MMbiafl,  Xul  ud  W«t» .... 

Namguftgns,  eto. 

Unioa,  (notiDolBdiog  itlMids) 
St.  O«orge,  Sh«epeoott  •to.,. . 

Premmpeoot, 

Boj»l»  ot*., 

Monaaai,  910., 

Pifoateqns, 


No.  of 
h$km. 


109 
148 
911 
467 
61 

ao6 

66 
38 
43 
73 
46 
6 
14 
22 


Aggngftta! 


84  aqnaro  laUes. 
313 
469 
585 
150 
350 

38 

68 

25 

60 

50 

97 
i 

10 

16 


M 
«( 
C« 
M 
<fl 
•  C 
C( 
Cf 

«f 

« 

« 
«< 


i* 
•< 
« 
<« 
<C 
€t 
«« 

cc 

M 

U 

fl« 

«4 
(« 
«< 


1,620  2,300  flqoartmilee. 


Ratio  of  Uke 

tobMUtnr^ 

faoo. 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


:  16,6 
:17 
:  12.9 
:  14 
:    6.5 
:21.1 
:    9.8 
:11.7 
:22 
:8 
:16 
:    6.3 

:26 
:S4 


•Arerage  ana  of 

ttMlllCM. 


0.76  iqiiar*  milei. 

1.43  «•        •• 

1.44  •*  «« 
1.25 
2.96 
1-7& 
1.72 
1.20 
065 
1.S9 
0.70 
2.10 
0.66 
OJl 
0.72 


<« 
(( 

•  < 

<« 
M 


C« 
M 
•* 
<C 
C( 
<« 
«< 
<« 
<( 
C< 
•fl 
M 


Of  the  above  lakes  1,568  are  located  within  the  State  boun- 
daries, and  2,200  square  miles  of  the  toted  surface  likewise.  There 
are  in  the  State  one  lake  to  each  twenty  square  miles  of  territory, 
and  one  square  mile  of  lake  to  each  14.3  square  miles  of  territorial 
area. 

The  second  feature  of  the  lacustrine  system  of  Maine,  i^m  «»- 

neetadwith 

and  which  for  our  purposes  gives  the  first  marked  sig-  theriyen. 
nificance  and  importance,  is  the  almost  universal  camiecHon  of  (he 
lakes  mfh  the  rivers.    The  Androscoggin  Lake  System,  the  Kenne- 
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bee  Lake  System,  the  Penobscot  Lake  System,  etc.,  receive  their 
titles,  respectively,  not  from  the  mere  contiguity  of  the  lakes  to 
the  Btreams,  but  from  the  fact  of  actual  connection,  from  the  fact 
that  the  lakes  and  the  rivers  constitute,  in  each  case,  a  sing-Ie 
organism  of  aqueous  circulation,  and  operate  together  for  the  ful- 
filment of  a  common  frinction. 

The  practical  result  is,  that  whereas  in  many  regions  lakes  are 
merely  inert  volumes  of  water,  with  us  they  are  by  the  fortunate 
circumstance  referred  to  transformed  to  receptacles  of  manufacture 
ing  power,  and  may  upon  proper  improvement  contribute  greatly 
to  the  wealth  and  population  of  the  State. 

iiMiAknatt.  The  third  feature  of  note  in  the  inland  water  system 
bHui  of  the  of  Maine,  is  the  establishment  of  so  many  of  the  lakes 
'*'***  at  and  about  the  head  of  the  rivers.    The  XJmbagog 

series  at  the  source  of  the  Androscoggin,  Moosehead  serving  as 
the  fountain  of  the  Kennebec,  the  double  St.  Oroix  series,  Sebago 
and  its  outlying  appendages  at  the  head  of  the  Presumpscot,  the 
Allaguash  chain,  the  Fish  river  lakes,  the  reservoirs  about  the  head 
waters  of  the  Penobscot,  the  Machias  lakes,  the  Union  lakes,  etc., 
are  striking  illustrations  of  the  law ;  and  thus  situated  are  ob- 
viously located  at  the  point  of  greatest  conservation  of  force, 
upanttadabore  In  the  fourth  placc,  the  lakes  of  Maine  to  an  impor- 
distriet.  tant  extent  are  situated  either  abotw  or  upon  the  moun- 

tain region  of  the  State,  and  are  obliged  to  seek  passage  fox  their 
waters  over  itflf  broken  surface,  or  through  its  rugged  ravines,  over 
rough  and  impeded  channels,  and  are  thus  made  to  nourish  a  con- 
siderably larger  number  of  powers  than  under  other  circumstances 
could  reasonably  be  looked  for,  and  in  particular,  multitudes  of 
smaller  powers  upon  the  lesser  streams,  in  addition  to  the  larger 
upon  the  main  rivers  nearer  to  the  sea. 

High  elevEfcion  Fifthly,  the  high  elevation  above  tide  at  which  many 
^  ^  of  the  largest  li^es  are  held,  is  a  circumstance  of  first- 
rate  importance  as  regards  water-power.  The  table  subjoined 
gives  a  few  facts  in  illustration,  the  figures  denoting  the  height  of 
the  lacustrine  surfaces  above  sea  level  in  feet. 
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BLBVATION  OF  A  FBW  OF  THE  LARGEE  LAKES. 


MooMhead, 1,023 

Wood 1,094 

Attean, 1,094 

Long  pond, 1,094 

6ohoodie,  (aiNmt) 800 

Sebee,  (about) 375 

Baskahegan,  (about) 400 

Pamedumoook,    the   Twins,   and )     «|va 

Milinoket,  (about) J     ®^ 

Ripogmiui, 878 

(Thesuneook, 900 

(Sauquomgomoo,  (i^ut) 930 

Sqnawpan,  (about) 580 

Sebago 247 

Umbagog. 1,256 


Riofaaidaon, 1,466 

Mooseluomagnntio, 1,486 

I^ABgelej, 1,511 

Mattagamon,  (about) 850 

Chambarlain, 926 

Pomgoowahem  and  Churohill, 914 

Allagnaah  (about) 950 

Eagle, 579 

Square  and  Crois, 587 

Long, 609 

PorU^,  (about) 625 

Fish  RWer  (about) 660 

Chiputnetleook, 382 

"  Grand, 449 


Now  Lake  Itasca  at  the  extreme  head  waters  of  the  MissisBippi 
river  is  elevated  only  1,576  feet,  or  but  little  above  the  height  of 
Rangely  lake.  Lake  Superior,  of  the  Great  Lakes,  at  the  source 
of  the  St.  Lawrence  1,800  miles  by  the  river  from  the  ocean,  is 
elevated  only  630  feet,  or  about  two*thirds  the  height  of  Moose- 
head.  Lake  Winnepiseogee  in  New  Hampshire  is  but  601  feet 
above  tide,  or  four  to  five  hundred  feet  below  the  large  lakes  at 
the  head  of  the  Penobscot, — Ghesuncook,  Ghamberiain,  etc.  So 
that  our  lakes  hold  their  waters,  as  just  observed,  in  a  state  of 
great  and  unusual  reserved  power — ^power  that  is  given  forth  as 
the  waters  fall  to  the  sea  along  the  courses  of  our  rivers. 

The  lakes  and  ponds  of  Minnesota  are  as  a  whole  elevated 
higher  above  sea  level  than  the  lakes  of  Maine ;  bht  the  Hall  of 
their  surplus  waters  to  the  tide  is  not  effected  within  her  limits, 
nor  indeed  in  less  than  thousands  of  miles  of  horizontal  run,  and 
accordingly  is  comparatively  unproductive  of  power  available  for 
use. 

Lastly.  The  tables  given  in  Part  II.  of  this  Report  coDTerflbiu^ 
show  the  lakes  and  ponds  of  Maine  to  be  susceptible  bMina 
in  remarkable  degree  of  conversion  into  storage  basins,  and  in- 
deed to  be  already  veiy  generally  converted  into  such  for  log- 
driving  purposes.  The  average  depth  of  reserve  that  can  be  held 
upon  their  surfaces  is  certainly  not  below  eight  feet,  and  the  in- 
crease of  the  natural  low  run  of  the  streams  that  can  be  com- 
manded by  their  use  is  confidently  believed  to  be  much  in  excess 
of  one  hundred  per  cent. 

The  statistics  of  Part  III.  fnve  striking  examples  of  Bxampieiofin. 
the  increase  of  power  realized  upon  appropriation  of  bj 


reservoirs.    These  are  the  most  remarkable  as  exhibited  upon 
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small  streams,  which  if  unfumished  with  storage  basins  would  be 
entirely  worthless  for  manufacturing  purposes.  Thus  the  Megun- 
ticook  stream  at  Camden,  though  only  3.5  miles  long,  nevertheless 
being  fed  by  several  ponds,  yields  an  annual  product  of  several 
hundred  thousand  dollars  in  manufactured  goods,  and  yet  its 
available  power  is  by  no  means  wholly  employed.  In  like  manner 
a  mere  brook  in  Bridgton  manufactures  $600,000  of  goods  yearly, 
its  power  being  far  from  wholly  used.  Dexter  stream,  which 
without  the  reservoir  pond  at  its  head,  would  be  substantially  dry 
in  summer,  realizes  by  the  use  of  the  pond,  constant  power  on  the 
Dexter  Falls  alone  of  360  horse,  with  machinery  only  moderately 
economical  of  water.  The  Sabattus  stream,  fed  by  the  Sabattns 
pond,  yields  at  lowest  run  a  power  of  500  horse  on  a  fiUl  of  only 
thirty  feet  in  Lisbon ;  without  the  pond  its  power  in  a  dronth 
would  scarcely  be  worth  the  using. 

On  the  larger  streams  also  results  sufficiently  striking  have  been 
reached  by  the  means  in  reference,  though  not  in  equal  degree,  on 
account  of  the  almost  universally  inadequate  and  partial  use  of  the 
available  reservoirs.  Thus  the  power  of  the  Sahnon-Falls  river 
hcuB  been  increased  one  hundred  per  cent,  by  the  use  of  about  six 
square  miles  of  ponds.  At  Mechanic  Falls  on  the  Little  Andros- 
coggin, a  constant  power  of  1,053  horse  is  secured  on  a  fall  of  37 
feet,  by  the  use  of  the  groat  natural  storage  basins  tributary  to 
the  river,  and  much  more  can  be  had  when  required.  Other 
examples  to  Ae  same  effect  are  ^ven  in  Part  III.  of  the  Report. 
The  itmattne  It  is  easy'to  see,  therefore,  how  great  an  advantage 
^S^^^J  ^  our  water-power  has  over  that  situated  further  South, 
^'^'  in  Virginia,  the  Carolinas,  Georgia,  and  Alabama,  which 

is  obliged  to  rely  upon  the  natural  flow  of  the  streams  for  its 
supplies,  or  if  furnished  with  reservoirs  at  all,  has  to  depend  upon 
artificial  constructions  of  comparatively  great  cost  and  limited 
capacity.  For  this  reason,  if  for  no  other,  that  power  can  never 
compete  on  equal  terms  with  the  water-power  of  Maine. 
Why  river$  an  If  the  matter  uudor  discussion  were  the  general  phr* 
tut  point.  sicai  geography  of  the  StatOi  a  view  of  its  Biver^  would 
be  in  order  at  this  point.  But  the  special  objects  had  in  view, 
require  such  prominence  to  be  given  to  these,  as  necessitates  their 
treatment  in  an  independent  Fart  of  the  discussion. 
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CHAPTER   VI, 

THE  TIDAL  WATBR-POWER  OF  MAINE. 


The  tides  upon  the  coast  of  Maine  are  so  remarkable  The  value  or 
for  Yolume  as  to  require  special  notice  in  the  discussion  power. 
of  its  water-power.  Tidal  force  is  not  considered  available  for 
ordinary  manufacturing  purposes  in  which  large  numbers  of  hands 
are  employed,  because  of  the  unseasonable  and  constantly  chang- 
ing hours  in  which  it  is  necessarily  used :  this  at  least  without 
considerable  expense  in  the  way  of  supplementary  basins  for  the 
reception  of  the  mill  discharge  during  the  time  of  high  tide,  by  the 
use  of  which  the  season  of  work  can  be  regulated  to  convenience. 
But  on  the  other  hand  for  certain  forms  of  manufacturing,  as  sawing 
lumber,  grinding  graiui  grinding  slate  for  paint  or  plaster  of  Paris^ 
sawing  marine,  etc.,  in  which  large  amounts  of  power  are  used  and 
only  a  few  attendants  are  required,  it  is  of  decided  value.  The  flow 
of  the  tide  is  so  great  on  our  coast,  that  with  suitable  wheels  it  can 
be  operated  to  advantage  sixteen  hours  out  of  the  twenty-four. 
The  supply  of  water  of  course  never  fails,  and  the  extreme  fluctua* 
tions  of  volume  are  very  small  as  compared  with  thoSe  experienced 
upon  even  the  most  constant  of  ftesh  water  privileges.  There  is 
less  troable  from  ice,  and  the  privileges  are  obviously  accessible 
to  market  by  the  cheapest  form  of  transportation. 

The  coast  of  Maine  is  in  nearly  all  parts  iron-bound,  so  that 
dams  and  mill  structures  can  be  planted  upon  firm  foundations. 
Upon  the  vast  reaches  of  sandy  and  swampy  coast  south  of  us,  the 
tide,  however  great  might  be  its  rise  and  fall,  would  be  unavailable 
for  power  to  luiy  considerable  extent,  except  at  great  cost,  on  ac- 
count of  the  impossibility  of  securing  solid  basis  for  superstmc- 
tores. 

The  following  table  exhibits  the  mean  range  from  low  to  high 
water  at  various  points  upon  the  coast : 
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LI 


LooftliiiM. 

Eastport, 

Maohias, 

Maohiaeport, 

Jonesport, 

Columbia  Falls, 

Steubeo, 

Winter  Harbor, 

Gold  Harbor,  Swan's  Island, 


18.1 
13.0 
16.0 
16.0 
14.0 
18.0 
10.6 
13.0 


LoeaUtiM. 


Oastine, 

Camden, 

Thomastott, 

Damarisootlft, 

Wiscasset, 

Harmall,  (Bubi) 

Porttand, 

8*00, 


Feet 


110 
9.8 
9.4 
8.1 
94 
9.0 
8.9 
8.5 


Mma,  Il.e  liMt. 


MEAN  TIDE  BETOND  STATE  ON  THE  ATLANTIC  COAST. 


Looalitles 


Portsmouth,  N.  H., 

Boston,  Mass., 

Nantueket 

Pforidenoe,  R.  !•»  . 
New  Tork,  N.  Y.,  . 


Looalities. 


Brunswiok,  Ga.,  . . , 
Fenandinfty  Fl*.,. 
Charlotte,  Fla...... 

Month  Mfasisdppl,, 


jFcet* 

6.3 
5.9 

LI 
U 


MaM»  6.1  fmk. 


■Act  of  the  The  value  of  this  form  of  power  in  its  sum  for  the 

line.  State  is  indefinitely  increased  by  the  great  length  and 

broken  outline  of  our  shore,  which,  as  before  remarked,  is  extended 
to  the  estimated  length  of  2,000  to  8,000  miles  fn  a  direct  horizon- 
tal distance  of  226  mOes.  The  contour  of  the  coast  is  such,  that 
coves,  inlets,  and  reentering  arms  of  the  sea  in  great  numbers  and 
of  large  size,  are  susceptible  of  inexpensive  improvement  as 
storage  basins  and  reservoirs  of  power. 
^ratpeodTe  For  many  years,  doubtless,  and  until  our  fresh-water 

enploymeDt  o'  •  .  .  .  m« 

tide  power.  power  18  measurably  put  to  use,  salt-water  power  will 
be  employed  only  in  small  amount,  and  only  where  insignificant 
outlay  will  be  required.  But  it  is  in  nowise  improbable  that  in 
time  the  large  sites  will  be  utilized,  works  constructed  on  a  great 
scale,  and  enormous  amounts  of  labor  accomplished  by  this  great 
natural  motor.  If  anywhere  in  the  world  it  can  be  done  to  advan- 
tage, it  is  here,  by  reason  of  favoring  physical  conditions,  and  to 
all  the  higher  advantage  in  connection  with  the  great  manufactn^ 
ing  system  to  be  estalplished  on  our  rivers. 


DIYISION  II. 

METEOKOLOGICAL   CONDITIONS. 


«^»»» 


In  tibk  divisioii  of  the  snbjectr  two  Amdamental  wiuAwUte 
properties  of  our  climate — namely,  temperaiure  and  nyiflUnnlof 
rain,  will  be  considered,  in  so  far  as  they  directly  a£fect  ^^^' 
onr  water-power,  and  no  farther. 


CHAPTER   VII, 

TEMPERATURE. 


Section  1. — Mean  Annual  Tempkrature. 
The  mean  temperature  of  the  State  for  the  year  is  exhibited  in 
the  records,  the  results  of  which  are  subjoined,  covering  a  long 
period  of  years,  and  representing  as  nearly  as  possible  the  different 
parts  of  our  domain. 

TABLS  OF  MIAN  ANNUAL  TSMFBRATUBB  IN  HAINI. 


LOOALRISS. 


Ifotn  TemfMmtare. 


Teui  ngiftortd. 


Fort  Kenit 

Hancock  Bamckfl,. 

Fort  FWirikeld, 

Baslport* , 

Stflvbcn, , 


Portland, 

Portland  dMeiratory,. 

Williansbiirg, 

nmnswloky «... 

Gornidi, 

Ghodincr 

Bath 


870.04 
40.60 
38  11 
43.0) 
42.37 
43.40 
43.14 
43.90 
41.50 
44.60 
43.86 
48.94 
44.50 


4 
17 

26 
13 
40 
10 
81 

6 
50 

7 

66 
10 


The  mean  of  the  first  three  points,  38^.55,  represents  (nearly) 
the  temperature  of  the  northern  third  of  the  State.  The  mean 
of  the  remaining  points,  43^.21,  represents  approximately  the 
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temperature  of  the  southern  two-thirds.  Hence  the  average  tem- 
perature of  the  whole  State  is  41^.65. 

The  significance  of  this  figure  will  appear,  when  it  is  recollected 
that  in  no  other  part  of  the  northern  hemisphere,  except  northeast 
China,  does  the  isotherm  of  41^.66  sink  so  near  the  equator,  as  in 
Maine  and  the  adjacent  districts  on  the  east  and  west, 
umo  temper*-  The  mean  temperature  of  the  State  is,  therefore,  for 
ton?  a  region  situated  upon  the  45th  parallel,  unusually  low. 

That  is  to  say  reUUively  low,  low  for  the  latitude.  Abyssinia  and 
southern  Hindoostan  are  cold  countries  for  the  latitude,  on  account 
of  their  high  elevation.  The  coast  of  California  also  is  cold  for  the 
latitude,  on  account  of  the  cold  marine  under  current  upheaved 
upon  its  shores.  Yet  the  former  two  countries  are  hot,  and  the 
latter  is  warm,  to  live  in,  though  all  are  reloHvely  cold.  Corres- 
pondently  Maine  is  not  declared  to  be  cold  with  reference  to  com- 
fortable habitableness  or  capacity  of  vegetable  production,  since 
maize  ripens  every  year,  but  cold  in  the  relative  sense,  and  for  a 
country  no  further  removed  toward  the  poles. 
inoooMquenoe  The  low  temperature,  though  referable  in  part  to 
^  ^****"  other  causes,  is  due  mainly  to  the  cold  ocean  current 

off  the  northeast  shores  of  the  continent,  before  referred  to.  The 
effect  of  this  is  exerted  on  so  grand  a  scale,  that  all  the  northeast 
portion  of  the  grand  division  is  constituted  a  geographical  re^on 
of  relatively  deficient  heat.  The  focus  of  this  district,  is  situated 
at  the  northeast  comer  of  Hudson's  Bay,  its  annual  defect  of  heat 
being  13^.  In  all  the  adjacent  regions  the  temperature  is  lower 
than  is  due  to  the  latitude,  in  proportion  to  their  proximity  to  the 
focus.  Thus  at  Quebec  the  deficiency  is  nearly  7^,  at  New  York 
4°,  throughout  Maine  is  not  &r  from  5^.5.  In  other  words  our 
mean  annual  temperature  is  what  might  be  looked  for  were  our 
geographical  centre  as  near  the  fiftieth  parallel  as  it  now  is  the 
forty-fifth. 

itoeflteiapoD  The  low  temperature  in  question,  without  impairing 
the  habitability  of  the  State  in  other  respects,  contrib- 
tUes  ewentiaUy  to  its  water-power.  So,  first,  by  condensing  a  large 
share  of  moisture  from  the  warm  south,  southeast,  and  southwest 
winds,  and  thus  inducing  a  more  copious  rainfall  than  could  be 
looked  for  firom  our  location  on  the  mid  parallel  and  upon  the  lee 
side  of  the  continent.  So,  secondly,  by  diminishing  the  wctste  <^ 
water  by  evaporation,  and  preserving  therefore  a  larger  proportion 
for  removal  by  rivers. 


Pit. 


nUFBUTIIBl. 


8T 


Section  2, — Sbasok  Txupbraturks. 

The  temperatnreB  of  only  the  ennnmer  and  winter  seasons  need  be 
considered  in  this  Report,  they  exerting  npon  the  water*power  of 
the  State  the  most  characteristic  and  powerftd  influence. 

Subsection  A. — Sumxeb  texpsrature.  The  table  annexed  repre* 
sents  the  mean  summer  heat  at  points  widely  dispersed  over  our 
territoiy. 

TABLE  OF  SUkMBR  XBMPBRATUBB  m  UAJSH. 


LOCAUTOEi, 

FOTtKeai. • 

Fort  Fairfield, 

HoqIIob, 

Eutoori, 

Oastfne 

WililaiiMbiUE* 

Brunswiek, 

Bath 

GardiiMr 


Latitiide. 


46—46 

46—7 

44—16 

44—23 

46—21 

43—63 

43—63 

44—10 


46°- OS' 


Twsporatiire* 


61°.68 
61.68 

es.ss 

60.60 
62.00 
69.10 
69.90 
64.80 
66.80 


The  mean  of  the  first  three  or  northern  stations  being  allowed 
to  represent  the  temperature  of  one-third  of  the  State ;  and  the 
mean  of  the  remamder  to  represent  the  temperature  of  two-thirds, 
we  obtain  as  the  average  summer  temperature,  62^.43. 

For  the  purpose  of  comparison  the  table  of  summer  Ccmpacfaon 
temperatures  is  given  below  for  the  district  of  countiy 


extending  loesi. 


lABLB  €»  BUM  MBR  TIBCPBBATDRB  IH  DISTBIOIS  WBST. 


IiooAums. 


AndoTW,  Man., 

Troy,  K.  T....... 

Salem,  H.T 

Green  Baj,  Wk.,  .... 
Fori  Cmwford,  Wia.,. . 
Fort  Atkineoo,  Iowa, . 
FoH  8mlI)D2»  Mini.,. 
Fori  Rid|^j,  Mian.,  < 

Penbina, 

Fori BandaU, Itak.,  ... 


laiiinda. 

Temperaiiire. 

4r>-40' 

eSP.lQ 

43—43 

70.00 

43—16 

68.26 

44-^0 

68.60 

43—06 

73.28 

43—00 

68.00 

44—63 

70.64 

44—16 

70.00 

48—66 

70.00 

43—01 

76.40 

44<'.01 


70°.17 


Upon  comparison  with  the  Maine  stations  there  will  be  seen  to 
be  a  differenee  of  1*^-2^  in  the  mean  latitude,  and  of  7^.94 in  the  mean 
temperature.  It  appears  therefore  that  the  summer  temperature 
of  Maine  is  lower  than  of  the  interior  districts  in  substantially  the 
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same  latitude,  hj  over  twenty  p«r  cent,  of  their  temperature 
reckoning  from  the  freezing  p(»nt  of  water.*  Stated  other^^ise, 
the  cbanofdB  of  water  dearth  adnng.from  eummer  heat  are  dimin- 
ished  over  twent^y  in  the  hondred  with  na,  aa  oompared  with  the 
most  favored  and  valuable  water-power  region  in  the  country, 
removed  from  the  seaboard.  In  this  remark  special  reference  is 
had  to  Wisconsin,  Iowa,  and  Minnesota,  the  only  States  possessed 
of  water-power  adapted  to  extennve  manu£BMSturing  west  of  the 
Alleghany  Moomtains. 
CompuiMD  If  the  comparison  be  farther  extended  so  as  to  cover 

withdtotricit 

■oath.  the  water-power  country  adjacent  to  the  Appalachian 

highland  south  of  us,  and  which  with  the  western  district  speci- 
fied comprehends  all  the  water-power  of  the  country  suited  to 
extensive  manufactures,  results  equally  suggestive  are  reached. 

TABLB  OF  BUMHIR  TBMPERATUBB  IN  DISIBI0T8  SOOTH. 


LocAunai. 


N«w»rk,  N.  J., 

7ort  Delaware, 

Btelim«iid»  Va., 

MnrfreesboroQgh,  If.  C, 

GbarleetMi»  S.  0., 

Savannah,  tia., , 


Mean, 


Lallteda. 


3e°-M' 


40°- 46' 

710.16 

S9— U 

75.90 

S7r-20 

77.90 

S6— SO 

78.00 

Sd-45 

80.59 

82-^)6 

80.70 

770.05 


As  compared  with  the  Maine  stations  here  is  an  excess  in  tem- 
perature of  14^.62.  In  other  words  the  summer  heat  of  Maine  is 
less  than  of  the  districts  compared,  by  about  thirty-two  per  cent, 
of  their  temperature,  reckoning  from  cong^tion  point, 
xflbetoftheiow  The  great  importance  of  the  low  summer  tempera- 
pmSm'u^  ture  thus  exhibited,  as  regards  the  matter  in  hand, 
wiier  waste.  namely,  the  conservation  of  water  for  power  purposes, 
may  be  inferred  from  the  following  facts : — 

XVAPOEATIOK  AT  DIFFBRHNT  SBASONS  OV  THB  TEAK. 


LooAumi. 


Near  London,  Eng.,. 
Near  Montteal,  Ok., 


Melkonme,  Anfft«aUa,< 


Sununer. 


Joly,  3.75  inehei. 
5  Jane,  3.71 
{  Jnly,  3.78 
€  Dee.  11.01 
<  Jan.  ll.» 
(Fbh.    8.14 


WIntit« 


M-t- 


Jannaiy,  0.50 
Jaanai7,  Iniypre* 
oiable. 

May,  1.97 
Jnnei  1.50 
Angoat,  3.57 


Batlo. 


750:1 


6:1 
7x1 
5:1 


Prom  which  it  appears  that  die  draft  upon  rainfall  by  evapora- 
tion is  iir  greater  in  summer  than  in  winter,  and  by  consequence 


^*a**«Ma«M«^ 


•***«• 


*l?apacBtlon  ie  oompenttYeljr  nnliaaiorteat  bdmr  tfale  point 


Bit.  il]  xnnnumnoi.  8A 

that  a  reduetion  of  a  few  degrees  in  summer  heat  mtist  result  in  a 
very  important  abatement  of  water  waste. 

It  well  known  that  at  the  large  majority  of  mann-  its  eubct  m  r«. 
factnring  labors  the  burden  of  the  day's  work  is  felt  by  taring  ubor. 
the  operative  to  be  much  heavier  in  summer  than  in  winter.  The 
cold  of  the  latter  season  can  be  so  guarded  against  and  mollified, 
that  throughout  the  whole  establishment  precisely  or  very  nearly 
that  temperature  can  be  secured  which  is  most  contributiye  to 
vigorous  exertion.  But  the  heat  of  summer  pervading  and  pene* 
trating  everything,  and  brought  in  at  every  open  window  with  the 
necessary  supplies  of  fresh  air,  cannot  be  shut  out.  It  cannot  be 
qualified.  It  oppresses  the  worker  with  a  languor  rarely  experi- 
enced in  out-of-door  avocations,  and  renders  it  impossible  for  him 
to  do  so  much  or  do  so  well  as  he  can  easily  do  in  cool  weather. 
Accordingly,  the  evidence  is  that  in  Maine,  where  the  summer 
temperature  is  low,  where  it  rises  above  tiie  point  of  eomfori  for 
but  a  few  days  for  lihe  whole  season,  operatives,  circumstanced 
equally  in  evei^  other  respect,  accomplish  more  than  in  the 
interior  and  mors  southern  States  by  the  truly  remarkable  fraction 
of  Ten.  per  cent. 

It  is  not  necesBsiy  to  expatiate  upon  the  importance  of  this  fact 
since  it  really  covers  a  veiy  oonsiderable  part  of  the  whole  ground 
betwixt  manuihcturing  simply  without  loss  and  manufacturing 
with  liberal  profit, — ^profit  and  loss  both  for  the  operative  and  for 
the  whole  State.  It  Is  more  essential  to  insist  upon  the  view  that 
as  tiie  fact  is  a  feet  now,  so  will  St,  being  founded  upon  the  un- 
changable  conditions  of  nature,  remain  a  fhct  for  all  coming  time ; 
and  ^at  by  consequence  for  all  coming  time,  other  things  being 
equal,  the  State  will  be  able  to  reap  from  the  labors  of  its  citizens 
employed  in  manufocturing,  a  proportion  of  advantage  greater  than 
can  be  acquired  by  other  States  from  the  labors  of  an  equal  number 
of  their  citizens  similariy  employed.  Hi s  is  the  uniform  judgment 
and  testimony  of  the  superintendents  of  factories,  who  have  had 
the  opportunity  of  comparing  tiie  eftciency  of  labor  here  and  labor 
elsewhere,  and  is  most  positively  insisted  upon  by  those  who  have 
had  the  largest  and  most  "Varied  experience  in  this  and  other 
States. 

These  views  may  seem  to  conflict  with  certain  facts  Apparenuy 
brought  out  in  the  census  for  I860,  from  which  it  naMi. 
appears,  first,  that  the  number  of  pounds  of  cotton  manufactured 
yearly  to  each  spindle,  for  the  decade  1850-60,  was — 
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In  the  UniM  8teUi» 7S.S 

*  In  the  K«w  EngUuid  StAtM, 61 

In  the  Middle  Btatea, « 88.M 

In  Maine* • 78 

And  appears  farther  that  the  value  of  the  product  of  each  spindle, 


In  the  United  8telei» $SS.M 

In  the  New  BngUnd  Stetee, SOJO 

In  the  Middle  BUtei, 90.48 

In  Maine. M-IJ 

From  which  it  ifi  evident  that  in  pounds  of  cotton  consumed  per 

spindle  and  in  the  value  of  the  annual  product,  Maine  falls  behind 

the  Middle  States  by  an  important  per  centage/ 

Theexpiaaa.  The  explanation  of  this  is  to  be  found' in  tiie  circum* 
ttonof  tfaefeete.  g^^^^  ^^^^  ^^^  ^^  y,^j^  fo^  ^^  Middle  State  goods 

are  largely  spun  in  New  England  and  elsewhere^  and  acoordinglj 
the  manufactories  of  those  States  receive  their  material  alzeadj 
half  wrought,  and  of  course  appear  to  advantage  when  estimated 
by  the  relation  which  the  value  of  the  finished  goods  holds  to  the 
number  of  spindles  in  their  own  works.  The  explanation  is  found, 
secondly,  in  the  circumstance  that  the  goods  produced  in  the 
Middle  States  are  not  fine  goods,  but  are  of  the  classes  naedium  io 
coarse.  They  therefore  require  comparatively  large  amounts  of 
raw  material  by  which  their  cost  and  value  as  finished  goods  are 
raised  to  a  relatively  high  figure,  as  above  indicated.  Bat  when 
employed  on  the  same  grade  of  goods,  and  performing  each,  all  or 
an  equal  number  of  the  processes  of  manufiicture,  the  factory 
operative  in  Maine  can  and  does  accomplish  more  than  the  oper^ 
.tive  in  the  Middle,  Interior,  or  Southern  States,  by  a  per  cent,  not 
less  at  least  than  that  before  specified. 

Why  winter  SubsectlOU    B, — WlHTER  TBXPKRATURB.       The    COnsid- 

•^dauyomi.  cration  of  the  temperature  of  winter  is  next  in  conae- 
gidered.  quenc^  to  that  of  summer,  because  the  winter  of  M^se 

is  extremely  pronounced  in  character  and  exercises  no  inconeid- 
erablc  influence  upon  the  volume  of  the  streams,  especially  the 
smaller.  * 

The  table  annexed  exhibits  the  temperatures  observed  for  the 
three  winter  months  at  the  places  specified,  the  figures  being 
respectively,  in  the  larger  number  of  cases,  the  mean  of  several 
or  many  years'  record : 


DiT.  n.] 


miPBBATUSB. 
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XABLB  OF  WIKTBK  TIMPBKATUBH  IN  MAimB. 


IipCAUnM« 

Fort  Kent, 

Fort  Fairlleld , 

HoolloBt* 

Eastport, , 

Fort  Preble,. 

Bath, 

Oardiner, , 

]f«ao» 


Temperatare. 


14.38 
16.41 
23.90 
S4.70 
24.00 
19.01 


19°.09 


Material  for  comparison  is  afforded  in  the  table  fol-  comiMuriMii 
lowing,  which  sho'^^s'the  winter  temperature  at  points 


westward,  situate  in  substantially  the  same  latitude : 

TABLB  OF  WDTTER  TEMPERATURE  m  DISTBICIS  WEST. 


Barliogton,  Yt., , 

Plattebnrsfa,  N.  7.. 

OgdeDflbargh,  N.  T 

Fort  MaoklDM,  Hiflh., , 

Sant  St.  Mario,  Mioh., 

Marquette,  Lake  Saperior, 

Oreea  Bay,  Wli., 

Fort  Atkinaon,  Iowa, 

Fort  SneUing,  Minn., 

Fort  Ridgaly,  Mino., 

Fort  Riplej,  Mino., 

Mean, ........ ....••*.....• 


XwDpenMtro* 


21°.60 

ao.as 

22.60 
20.00 

18.30 
17.6S 
19.92 
20.62 
16.07 
17.00 
10.00 


18°.6$ 


The  winter  of  Maine,  therefore,  is  not  so  seyere  as  is  experienced 
in  the  correspondent  latitudes  in  the  interior.  This  is  due  to  the 
mollifying  influences  of  the  surrounding  sea,  the  effect  of  which 
though  it  be  (in  this  latitude)  to  lower  the  mean  for  the  year, 
raises  it  for  the  winter. 

Whether,  however,  our  winter  be  warmer  or  colder  The  winter 
than  other  districts  experience  and  their  populations  SSrST* 
are  obliged  to  endure,  is  for  our  purposes  only  an  ^**^'^'^**' 
incidental  consideration.    The  main  point  to  be  observed,  is,  that 
the  Tvinter  temperature  of  the  State  is  below  the  freezing  point  of 
water,  and  very  considerably,  below — 12®.91  below. 

It  follows  from  this,  first,  that  the  surface  groxmd  The  pndkei 
with  its  contained  water  tends  to  freeze  solid  and  to  a 
very  considerable  depth,  and  thereby  to  refuse  admission  to  any 
rainfall  received,  or  to  Aupply  the  streams  from  its  own  previous 
accnmulations.  *  It  follows,  secondly,  that  the  surface  water  upon 
the  drainage  sheds  tends  throughout  the  season  in  question  to  turn 
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to  ice  whollji  especially  when  dispersed  in  shaDow  depths,  in 
brooks,  shoal  ponds,  swamps,  etc.  It  follows,  thirdly,  that  pre- 
cipitation inclines  to  be  very  largely  in  the  solid  form,  chiefly  snoir. 
From  these  circumstances  combined  the  streams  tend  to  run  low. 
They  do  run  low  usu€Jly,  particularly  the  smeller,  whose  supplies 
are  Airnished  mainly  by  merely  surface  drainage. 

,^  ^  Fortunately,  however,  these  three  circumstances  do 

Moalncatl<MiB.  *' 

not  practically  combine  ^eir  efficiencies  to  reduce  river 
supply.  For  when  precipitation  comes  in  the  form  of  snow  the 
ground  does  not  freesse,  or  freeze  much,  and  continues  therefore  to 
supply  the  rivers  with  the  reserved  abundance  of  the  autmnn  rains, 
a  supply  but  little  diminished  by  Evaporation  and  accordingly  su^ 
prisingly  durable.  When  the  snow  falls  to  the  depth  of  several  feet, 
as  it  does  nearly  every  winter,  the  ground,  if  frozen,  thaws  out,  the 
lower  stratum  of  the  snow  melts,  and  charges  the  earth,  which  in 
turn  feeds  the  streams. 

The  severity  of  temperature  scarcely  ever  fails  to  relax  for  brief 
periods  during  the  winter,  so  as  to  admit  of  rains  and  of  the  melt- 
ing of  part  of  the  accumulated  snow,  by  which  the  lakes  and  reser- 
voirs are  filled.  So  that  while  the  streams  run  low  they  do  not 
run  dry,  or  hardly  ever  so  low  as  in  the  ordinary  reduced  summer 
supply.  In  other  words,  the  water-power  of  the  State  suffers  next 
to  no  inconvenience  from  deficiency  of  water  consequent  upon  and 
produced  by  the  cold  of  winter.  Further  remarks  upon  the  eflTects 
of  the  deep  snows  will  be  offered  in  a  subsequent  chapter. 
TtoDMkiBgor  Two  special  circumstances  of  some  practical  conse* 
^dcimQpon  q^gJ^QQ  attend  the  protracted  low  temperature  of  our 
■*'**™'  winter,  namely,  the  formation  of  ice  of  great  solidity 

and  thickness  upon  lakes  and  rivers,  and  the  liability  to  ice 
accumulations  about  the  water  gearing  of  mills  and  &ctories.  As 
respects  the  first-mentioned  circumstance,  it  carries  for  practical 
purposes  its  own  correction  with  it ;  for  the  brief  thaws  and  short 
rains  experienced  in  our  winters  do  not,  except  at  extremely  wide 
intervals,  suffice  to  break  up  the  ice  upon  the  rivers  and  never 
upon  the  lakes,  which  therefore  remains  unbroken  until  spring  and, 
as  before  noticed,  until  it  has  become,  under  the  action  of  the  hot 
sun  and  long  days,  comparatively  incapable  of  harm,  brittle  and 
ready  to  shatter  to  pieces  upon  a  slight  blow.  South  and  west  of 
us,  on  the  contrary,  where  the  winter  cold  is  less  protracted  and 
intense,  and  longer,  heavier,  and  more  frequent  rains  are  inter- 
spersed with  snows»  the  ice  is  almost  always  broken  up  durin^^  the 


winter,  and  carried  from  the  tributaries  into  the  main  streams,  is 
piled  up  in  large  masses  twelve  or  fifteen  feet  in  thickness,  which 
subsequently  freeze  together  and  thus  become  really  dangerous  and 
destructire,  when  finally  set  in  motion  in  early  spring.  This  is  the 
case  on  the  Connecticut  river  where  a  thaw  and  partial  breaking- 
up  of  the  ice  may  be  looked  for  with  almost  absolute  assurance 
during  Januaiy  and  February  of  each  year.*  So  that  practically 
no  river  in  Maine  requires  greater  precautions  to  be  taken  against 
ice,  by  way  of  extra  strength  in  bridges^  mill  foundations,  etc., 
than  are  indispensible  upon  the  above-mentioned  and  other  streams 
^west  and  south  of  us. 

As    respects   the   second  circumstance  mentioned  ^'™<^<» 
above,  the  gathering  of  ice  about  the  machinery  of  muiworioi. 
mills,  no  practical  difficulty  of  a  serious  nature  is  experienced,  or 
at  least  none  such  as  cannot  be  readily  obviated  by  a  little  precau- 
tion in  tiie  construction  of  works  with  reference  to  the  exclusion 
of  cold. 

In  conclusion  it  appears  that  the  thermal  condition  ^jgnetaiiiai. 
of  the  State,  on  the  whole,  influences  very  favorably 
both  the  volume  and  constancy  of  the  rivers.  The  temperature  for 
the  year  is  low,  and  evaporation  for  the  year,  as  afiected  by  tem- 
perature, is  therefore  of  necessity  comparatively  small.  The 
temperature  of  summer,  in  particular,  is  by  various  circumstances 
abated,  and  the  evaporating  waste  of  water,  by  consequence,  cor- 
respondently  abated.  The  severity  of  the  winter  though  minatory 
of  water  dearth,  is  nevertheless  so  broken  by  relaxations  of  cold, 
by  occasional  rains,  and  above  all  so  counteracted  by  the  deep 
ground-covering  of  snow,  as  practically  to  be  shorn  of  its  threat- 
ened injurious  effects. 
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CHAPTER  VIII. 

RAINFALL     OF     MAINE 


Section  I. — Annual  Raikvall. 

The  yearly  receipt  of  moisture  in  Maine,  including  both  rain 
and  snow,  is  exhibited  in  the  following  table,  which  is  digested 
from  the  records  of  the  Smithsonian  Institution  expressly  for  this 
Report,  and  furnished  by  courtesy  of  the  Regent,  Prof.  Joseph 
Henry : 

TABLB  OF  ANNUAL  RAINFALL  IN  M ADHL 


LOCALITUS. 

B»th» 

Biddeford, 

BinDBwiok, 

Bsoksmrt,...,.  •••.•• 

Gorniui, 

Dexter, 

EMtport, 

Fort  Kent 

Fort  Pr^le, 

Fort  SalliTM, 

Fipyebarg 

Oardiner, 

Haoooek  Bemskt, . . . . 
Kennebeo  AieeiMU«.... 

Lee, 

Litbon, 

P«n7f 

Portlend, 

Staiidiidi, 

Steuben,  ■••* • 

Twenty-one  Stations, 


lAtitnde. 


43—30 
4S--54 
44*-^4 
43—40 
44--66 
U— 54 
47—16 
43—39 
44—64 
44—08 
44—10 
46-^7 
44—19 
45—26 
44—00 
46—00 
43— S8 
43—31 
43—45 
44—31 


MeanLat.,    44"^ -27 


Depth  in  iaohee. 


37.08 
40.75 
44.68 
44.36 
47.85 
38.72 
40.09 
36.46 
46.14 
39.41 
46.11 
42  09 
86.97 
34.81 
46.30 
46.00 
50.29 
48.63 
45.11 
39.42 
63.26 


Mean  depth,    43.24tT6tal  718.  W 


9 

4 

32 

4 

11 

A 
3 
1 
8 
8 
6 

26 
• 
1 
t 
7 
9 
3 
8 
1 

12 


The  stations  for  the  southern  half'  of  the  State  being  in  large 
numerical  excess,  some  deduction  from  the  figures  expressing  the 
average  depth  above  reached,  should  be  made  for  the  whole  Stat^. 
The  yearly  fall  for  the  State  is  unquestionably  as  high  as  forty-tvo 
(42)  inches. 

The  table  annexed  shows  the  annual  fall  at  points  in 
the  belt  of  country  extending  west  along  the  parallels 
substantially  correspondent,  to  the  interior  of  the  national 
domain. 


Gomportooii 
with  diitriett 
west. 
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TABLB  OV  ANirUAL  RAIN  IN  DIBTBIOIB  WBf3T. 


LoCALRm. 

LaUUids. 

Depth  in  liiohes. 

Tean. 

Soiliiictioii.  Vt 

44<'-30' 

44—41 

43^18 

46—30 

43—30 

43—36 

46—61 

44--80 

43—31 

43—04      . 

41—38 

40—38 

44—16 

46—19 

44—68 

33.90 
33.39 
31.77 
31.3& 
30.07 
33.63 
33.87 
34.66 
37.49 
37.30 
44.33 
60.04 
36.63 
39.48 
36.48 

31       • 

FiAttflDiirfi  N.  X  .y 

10 

6 

fort  BrMT,  Mioh.. 

16 

I>etroit  BMnoki,  Hioh., 

fori  Onkiot.  Mioh 

13 
11 

Fort  M&ekinM.  Mioh 

10 

fort  Howwd,  Wis., 

Port  Winnebago,  Wif.» 

Bf  ilwaakie.  Wis 

7 

9 
7 

If  nwatifle.  Ia. 

10 

fort  Madison.  la.. 

1 

fort  RidMlT.  Mimi 

2 

fort  Rinley.  Minn 

6 

fort  BnelUnc.  Minn 

19 

FiflMO  Stations, 

MsanLat.,    43<>-63 

Mean  depth,     33.06 

Total  yn.  149 

It  will  be  seen,  tiierefore,  that  the  points  beyond  State  have  a 
mean  latitude  85'  lower  than  the  Maine  etotions,  yet  their  rainfall 
is  11.18  inches  less!  In  other  words,  the  rainfall  of  Maine  as 
compared  with  the  districts  west  in  the  same  latitude,  is  about 
thirty-five  per  cent,  [of  their  rainfall]  in  excess. 

With  a  view  to  further  comparison  a  synopsis  is  oomperiioo 

with  distnots 

presented  hereunder  of  the  yearly  rainfall  at  points  sooth, 
south  of  us  on  the  Atlantic  coast : 


TABLB  OF  ANNUAL  BAIN  IN  DI8TRI0T8  SOUTH. 


LoCALRin. 

Portsmouth ,  N.  JEI.y 

Oambrid|{e  Obsenratorj,  Mass., . 

New  Bedford,  Mass., 

JVoyideooe,  R.  I , 

Fort  Hamilton,  N.  Y.  Harbor, . . 

Philadelphia,  Pa 

Germantown,  Pa., 

Baltimore,  Md., 

AVaahington,  D.  0., 

Alexandria,  Va., 

Fort  Monroe,  Va., 

Fort  Johnston,  N  0., 

Charleston,  8.  C, 

Fort  Moultrie,  S.  C, ......  #, . . 

Whilemarsh  Island,  Ga., 

Savannah,  Ga., 

Athens,  Ga., 

St.  Augustine,  Fla. 

Oglethorpe  Barraeks,  Fla., 

Nineteen  Stations, 


Latitude. 


43<*-04' 


il— 43 
il--49 
iO— 37 
S9— 67 
40—03 
49—17 
88--6S 
88—49 
37—00 
34—00 
83-^6 
38—46 
88—30 
83—06 
83—68 
39—48 
83—06 


MeanLat.»    36<^-60 


I>epCh  In  inehes. 


86.67 
44.48 
41.08 
40.06 
43.66 
43.66 
88.10 
43.00 
41.00 
36.80 
46.18 
46.00 
4839 
44.93 
89.03 
48.66 
36.64 
31.80 
63.33 


Mean  depth,    43.03  Total  jn.  389 


Tears. 


13 
13 
43 
38 

14 

19 
8 

19 
4 
8 

19 

16 

13 

4 

19 

4 

8 


The  extraordinary  result  is  reached  that  whereas  the  points  are 
on  the  average  V-^T  lower  in  latitude,  and  are  therefore  on  gen- 
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eral  principles  entitled  to  a  very  considerably  larger  annnal  M 

of  rain,  their  actual  fiedl  is  1.22  inches  less  than  at  the  Maine 

stations. 

Theuxai-naw      This  remarkable  deviation  from  the  ordinary  law  of 

ofonrninteiL    ^^^  distribution  becomes  perfectly  intelligible  when 

the  local  conditicMis  of  our  State  are  taken  into  account,  those  ihiX 
have  been  already  referred  to,  chiefly  its  exposure  to  cold  sur- 
rounding seas,  with  consequent  low  temp^ature  and  further  con- 
sequent copious  precipitation. 

But  though  local,  the  conditions  are  not  impermanent 

We  shall  continue  to  have  the  ocean  south  of  us  ae 
well  as  east ;  we  shall  continue  to  have  the  humid  airs  of  New- 
foundland close  upon  our  eastern  frontier  and  swept  over  us  bj 
summer  drafts ;  we  shall  continue  to  have  the  vapor-condensing 
northeast  winds  fix)m  Labrador  and  the  cold  seas  beyond,  wringing 
out  the  clouds  upon  our  mountains  and  valleys,  and  so  long  as 
tbese  continue  we  shall  not  lack  for  water-power  material. 
TteitfoMiof  The  annual  receipt  of  moisture  in  Maine,  is,  in  the 
oftttioagKivw  table  following,  compared  with  that  of  several  great 

river  basins : 

BAnnrAUi  upon  bivib  basins  bbtond  bxatb. 


BiYSB  BAans. 

I&bhas. 

DafidanoT  ai  aompand 
witL  Maine. 

Obto  jivw  bwdn, 

'      41.60 

86.20 
39.00 
39.00 
20.90 
30.00 

0.60  iaahaa. 

Upp«r  MkriMippl  bMln,  i.  •.,  aU  aboro  Si. 

6.80        ** 

Bad  rivw  badn, , 

3.00        ** 

ArtrfWflM  rlTW  baidii 

13.00        ■< 

Mifltmiri  riTW  bafdn.^ 

21.10        «• 

Hatira  MIniMippi  basiii, 

12.00        " 

This  shows  that  no  one  of  the  districts  can  compare  with  Maine 
upon  equal  terms,  and  with  the  exception  of  the  Ohio  basin,  onlj 
upon  terms  of  marked  inferiority,  as  regards  the  annual  access  of 
water-power  material. 

Section  2. — ^Ssason  Bai#. 

Under  this  head  the  precipitation  of  only  summer  and  winter 
will  receive  particular  attention. 

Subsection  A. — Sumxer  rain.  The  following  table,  digested 
from  material  frumished  by  Prof.  Henry  of  the  Smithsonian  Insti- 
tute, exhibits  our  condition  as  regards  this  highly  importsnt 
climatic  feature : 
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BUlOnB  BAIN  IN  MAIN& 


LOCAXJTUS. 


Bethel, 

Biddefordy  ... 
Brunswick, . . . 
Baekspoft, . . . 

GomiBh, 

Dexter, 

Bftstport, «.  • . . 
Fort  Kent, . . . 
Fort  Preble, .. 
Fort  SoIIiTM, 
Foxeroft, 


Depth 
ininehes. 


10.90 
11.14 
11  71 

9.76 
13  48 

8.66 
13  53 
11.66 
10.36 
10.6 
1S.53 


Tvrentj-one  ttatknia,. 


LoOALRItt. 


Frjehorg, 

€brdiaer, , 

Hftmpden, 

KoDoebeo  ArBeo*!, 

Lbbon, 

Monwm, 

P»n7 • 

P<>rtluid , 

Seeo, 

Steaben, 


Depth 
falnohM* 


11.06 
10.46 
11.93 
10.80 
10.38 
13.35 
11.01 
13.97 
11.03 
10.83 


Mean  depth,  11.13  inehes. 


For  comparison  the  Allowing  record  is  gjiveiL  for  Comp«tiMB 

with  cztn^ 

various  points  over  the  country :  state  diatrioti. 


BUMMIR  RAIN  BSTOND  8TATB. 


Depth 
in  inehes. 

LoGAurnti. 

Depth 
in  inches. 

Portonionth ■  n ■  H..  ......  ■■•• 

9.31 
11.17 
11.48 
11.93 
11.04 
10.48 
16.08 
16.33 
17.38 
10.03 
13.78 
15.08 
13.79 

7.80 
14.00 

Detroit,  Mi8k«, 

9.39 

Cambridge.  Mais 

Fort  Gntiot,  Mioh., 

Fort  MaoUnaa,  Mibh., 

Fort  Winnebago,  Wis., 

Milwankle.  Wis 

9.99 

New  Tork,  N.  T.,  • 

Philadelphia,  Pfc., 

8.88 
11.46 

Baltiniore.  Md...  r ........... . 

9.70 

Washington,  D.  C, 

Fort  Monroe.  Va  .....■.*..... 

Athens.  lU 

18.30 

Fort  Ridgeiy,  Minn., 

Fort  SDelling,  Minn., 

Fort  Ripley,  Minn., 

Fort  Riley.  Kan 

9.30 

Fort  JohDston.  N.  C. 

10.93 

New  Orleans.  La.. 

13.64 

Oermantown.  0.« 

7.16 

Marietta,  0 

JefTerson  Barracks,  Mo., .... 
Fort  Belnan.  Tex.. 

13.88 

MiuoatitiA.  Xa-,  --.,--  ....  .... 

6.31 

Fbrt  Worth.  Tex 

8.80 

Memnfais.  Tenn. 

San  Franoisoo,  Oal., 

Saeramento.  Gal.. 

0.09 

NaehTille.  TeoD.. 

0.00 

Thirtj  Stations,  ....   

Mean  depth,  10.60. 

BxocM  of  the  Maine  Stations,  0.68  inohea. 

When  now  it  is  considered  that  in  the  districts  compared  Trith 
Maine^  or  the  greater  part  of  them,  the  actual  summer, — the 
season  of  high  heat  and  rapid  evaporation — ^is  much  longer  than 
in  Maine,  well  nigh  twice  longer  at  the  southern  stations,  and  that 
at  nearly  all,  the  summer  temperature  is  considerably  higher  than 
with  us,  our  advantage  with  respect  to  the  conservation  of  water* 
power  material  and  its  resultant  available  sum,  will  be  seen  to  be 
great.  The  actual  summer  with  us  is  only  about  three  months  and 
fifteen  days  long,  from  May  31st  to  September  14th,  exemption 
from  frost  being  counted  upon  only  within  these  dates. 
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Subsection  B, — WnrpBB  Baik.  The  word  rain,  as  here  used, 
comprehends  aqueous  downfall  in  all  its  forms — snow,  sleet, 
rain,  etc. 

WINTBR  BAIN  IK  HAINB. 


LocAums. 


B^, 

Bal&ft, 

Bethel 

Biddeford,  ... 
Bnuflwiok,. . . 
Bnokaportk . . . 

Cornish, 

Dexter, 

Eeetport 

Fort  Kent,  . . . 
Fort  Preble,.. 
Fort  BalliTan, 
Fryebnrg,.... 


Depth 
ininchei. 


11.40 

8.86 

8.99 

12.47 

9.84 

8.63 

11.17 

9.17 

6.12 

9.71 

10.82 

10.62 

10.04 


Twentj-aix  ftfttions. 


LooAurm. 


Gardiner, 

Hottlton, 

Angnsta, 

Lee, 

Lisbon, 

Monson^ 

Oak  GroTe  Seminary^. 

Ferry, 

Portland, 

Saeo 

Standish,... 

Stenben, ..-. 

Wett  Watenrille, 


Depth 
in  inchaa 


10.27 

7.43 

10.10 

11.74 

9.51 

8.85 

9.45 

10.8€ 

12.17 

1183 

9.10 

14.30 

9.83 


Mean  depth,  10.13. 


A  considerable  proportion  of  the  precipitation  daring 
ur  months  and  a  half  takes  place  1 
The  table  following  shows  the  depth  received  : 


Proportion  of 

wunBT  moISMiro    ^  _ 

reoeiTedbmoir.  four  mouths  and  a  half  takes  place  in  the  form  of  snov. 


AimUAL  DBPTH  OF  SNOW  IN  MAINE. 


LOCAIJIIIS. 

Depth 
in  inches. 

Years. 

LooALims. 

Depth 
in  inohee. 

Yesis. 

Gardiner 

83,50 
66.00 
60.54 
90.00 

24 

44 

4 

12 

Bath 

83.00 

102.00 

96.00 

7 

Bmnewioka. ... ....  ■... 

*'■'**»•  ••••  ••••  ...•  •• 

Stenben 

7 

Portland, 

ComiRh.  ...... . , . , 

m 
1 

•« Oxford  Oonnty,"*  .... 

Stations, 1 

Mean  depth,  83.02 

inohes. 

Eighty-three  and  two-hundredths  inches  of  new-fallen  snow  cor- 
'respond  to  6.91  inches  of  water.  The  total  downfall  for  the  four 
months  and  a  half  during  which  snow  falls  is  about  15.62  inches, 
6.91  of  which,  as  just  shown,  come  in  snow.  Accordingly  about  44 
percent,  of  the  total  downfall  during  the  four  and  a  half  months  of 
actual  winter  in  Maine,  is  snow.  The  per  cent,  during  the  three 
months  of  nominal  winter  is  of  course  greater. 


*  Blodgett*s  Climatology  of  the  United  States. 
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LOCALITIBS. 


Dorer,  N.  H...... 

Worcester,  Man.,, 


Depth 
la  iMfaM. 


68  60 
«7.0t 
66.00 
544)0 


Tean. 


10 

10 

12 

T 


Eiglii  itatioDSy 


LooAbinia. 


Hartford,  Ot«,  • . « . . . . 
LMBbertriUe,  N.  J.» . 

Oinoianati,  0., 

Ba«il,  Wfft», 


Depth 
IttiMhei. 


43  00 
tt.OO 
19.00 
36.00 


Tears. 


34 
8 
4 
S 


Mean  depth,  44.63  inches. 


ICxeees  at  the  Maine  stations,  3S.S9  behes,  or  86  per  oent. 

It  has  already  been  noticed  in  the  section  upon  Pnetteaieftcts 
Winter  Temperature,  that  in  conseqnence  of  so  large  a  orinov. 
proportion  of  moisture  filling  in  tiie  form  of  saow>  the  streams 
in  Maine  nm  law  in  winter;  but  observed  furlher  that  they  never 
ran  so  low  as  in  summer.  Accordingly,  manu£Btcturing^  being 
limited  by  the  lowest  ruui  may  justly  be  declared  to  suffer  nothing 
in  the  way  of  water  dearth,  in  consequence  of  the  profuse  snow- 
fall of  the  State.  Nor  does  it  suffer  in  the  season  of  snow*melting, 
and  for  the  reasons  following.  The  snow  solidifies  during  the 
winter  into  a  mass  of  icy  or  semi-icy  consistency,  and  in  this  form 
dissolves  but  slowly  before  the  advancing  heat  of  the  year.  The 
spring  winds  are  cold  and  retard  the  process  of  lique&ction ;  espe- 
cially is  this  the  case  in  the  evergreen  forests,  which  preserve  the 
Buow  in  the  northern  part  of  the  State  in  favoraUe  localities  to 
early  summer.  The  ground — ^which,  as  before  noticed,  even  if 
frozen  before  snowfall,  usually  thaws  out  during  the  winter  be- 
neath the  protecting  mass — ^has  time  as  the  mdting  proceeds,  to 
charge  itself  to  the  full*  thus  retarding  the  discharge  into  the 
rivers.  Accordingly  the  accumulations  <^  the  winter  go  off  with 
far  less  swelling  of  the  streams  than  is  experienced  further  south 
and  in  the  interior,  where  the  depth  of  snow  is  much  less,  but 
where  the  spring  heats  come  on  suddenly  and  are  untempered  by 
cold  sea  winds. 


Section  3. — Unipobm  Distkibutiom  of  Bain. 

Rain  is  distributed  to  Maine  with  remarkable  uniformity  at  dif- 
ferent seasons  of  the  year.    Thus  the  summer  &11  at  twenty-one 
stations  has  been  shown  to  be  11. Id  inches;  the  winter  fall  at 
twenty-six  stations,  10.18  inches.    The  receipt  for  spring  and. 
autumn  are  nearly  equal,  and  are  each  about  10.50  inches. 

The  practical  consequence  of  this,  taken  in  connec-  ^^^^^^ 
tion  with  other  climatic  features  before  noticed,  is,  that  the  riTm. 
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the  rivers  of  the  State  to  a  remarkable  extent  enjoy  immunity  firom 
those  ruinous  drawbacks  to  water-power  manufacturing,  VKUer- 
dearth  andfreehet.  Such  a  phenomenon  is  never  seen  in  Maine, 
(which  is  almost  every  summer  seen  in  the  interior  and  western 
parts  of  the  country)  as  rivers  draining  hundreds  of  square  miles 
of  territory,  drying  up  into  half-«tagnant  tarns  and  chains  of  pools, 
their  beds  converted  into  wastes  of  fissured,  sun-baked  mud,  strewn 
with  stumps  and  the  debris  of  freshets,  leaving  bridges  hundreds 
of  feet  in  length  standing  upon  dry  land,  and  with  no  water  in 
sight,  where  at  other  seasons  a  torrent  twenty  feet  deep  fills  the 
entire  channel. 

On  the  contrary  we  find  the  larger  streams  of  Maine,  with  their 
storage  basins  almost  entirely  unused  for  summer  reserve,  never- 
theless yielding  for  the  ordinary  manufacturing  hours  of  the  day, 
at  their  lowest  sites,  and  at  strictly  low  summer  run,  the  Andro- 
scoggin  125,000  cubic  feet  per  minute,  the  Kennebec  170,000,  the 
Penobscot  818,000,  and  others  in  proportion.  This,  be  it  observed, 
is  the  run  determined  by  nature  and  comparatively  unaffected  bj 
human  interference.  As  such,  it  is  capable  of  increase  upon  the 
streams  referred  to  by  more  than  one  hundred  per  cent,  by  the  use 
of  reservoirs,  and  upon  other  rivers  in  equal  and  upon  many  in 
much  higher  proportion. 

As  our  streams  suffer  comparatively  little  from  dearth  of  water 
so  do  they  suffer  little  from  excess  of  water.  Our  freshets,  which 
rarely  carry  off  so  much  as  a  bridge,  and  never  one  properly  es- 
tablished, and  are  destructive  to  only  insufficiently  secured  lumber, 
never  approximate  in  volume  those  experienced  further  south  and 
in  the  interior,  where  the  rains  are  more  violent  and  the  snow- 
melting,  as  before  noticed,  more  rapid.  Not  one  of  our  larger 
rivers  is  subject  to  such  rises,  as  compel  the  construction  of  mill 
works  above  the  level  of  advantageous  use  of  the  ordinarily  low 
summer  water. 

The  range  from  low  to  high  water  upon  the  chief  rivers  of  the 
State,  will  be  given  in  Part  II.,  with  other  details. 
TbebMTiMt  The  statement  that  the  precipitation  of  moisture 

the  soaiSera      throughout  the  State  is  uniform  requires  to  be  modi- 
^^  fied  in  one  regard.    The  sum  of  rainfall  on  the  Soutii- 

em  Slope  is  somewhat  heavier  than  on  the  Northern,  as  appears 
from  the  table  annexed. 
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DISTRIfiUTIOK  09  KAIK  1!0  THS  HORTHERN  AHB  80UTHBBN  SLOPBB. 


NordMva  Slopt. | 


liOoalUiM. 


Fort  Kent, 

Hanoook  Baxmeks,. 


Aannalnin. 


86.46  inohM. 
J6.97     " 


Mmd,. 


Sonthem  Slope. 


IV>rt  SalliTsn, 
FortPraUe,.. 
Gardiner, .... 
Waterrilk,... 
Saeo,  


.S6.71 

39.39  inehes. 
46.W     " 
44.36     •• 
45.91     <« 
45.90     " 


MMDy. •... .... .... ....  •«.. 4S.56 

This  shows  that  upon  the  Southern,  the  water-poioer  Slope,  about 
eighteen  per  cent,  more  rain  is  received  than  upon  the  Northern ; 
and  that  accordingly  our  water-power  is  in  receipt  of  an  annual 
sum  of  motive  material  larger  than  would  result  from  perfectly 
uniform  distribution. 


CHAPTER   IX. 

EVAPORATION    IN    MAINE. 


What  proportion  of  the  total  annual  rainfall  is  wasted- by  the 
atmosphere  may  be  ascertained  either  by  direct  observations  upon 
evaporatioit  or  by  measurement  of  the  discharge  of  streams.  .  In 
either  case  the  experiments  require  to  be  conducted  with  care, 
throughout  the  year,  and  indeed  for  a  series  of  years.  By  neither 
of  the  methods  has  the  yearly  sum  of  evaporation  in  our  State  been 
determined ;  and  of  the  data  necessary  for  determination  only  a 
few  elements,  as  the  maximum  and  minimum  delivery  of  a  few  of 
the  rivers,  are  at  command. 

The  per  centum  of  annual  water-waste  can  however  be  arrived 
at  with  tolerable  accuracy,  by  reference  to  the  statistics  of  evap- 
oration in  other  districts,  with  suitable  allowance  for  difference  in 
latitude,  temperature,  winds,  ocean  es^sure,  etc. 

The  following  table  shows  the  proportions  of  downfall,  drainage 
and  evaporation  in  districts  beyond  State,  as  observed  under  con 
ditions  favorable  for  accurate  results. 
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DOWNFALL.  DRAINAGB,  AND  EVAPORATION  BEYOND  STATE. 


LOOALITIH. 


Long  Pond,  Bo«ton  Water  Works, .... 

Sohaylkill  Naval  lUwenrolrs, 

Riirin|ton  Pike, '. 

West-Fork  Resenrotrs, 

England  and  Ireland, 

Ohu)  river  baaln, 

Upper  Sfinissippi  basin, 

KiSBonri  basin, 

Arkansas  basin,. 

Bed  river  basin, 

Entire  Mississippi  valley, 


Downikll. 

Drainage. 

Ev^K>i 

Inohes. 

Inohes. 

Ratio. 

InoiMB. 

40 

le 

0.46 

22 

36 

le 

0.50 

18 

55 

24 

0.44 

81 

36 

14 

0.89 

22 

86 

12 

0.88 

24 

41.5 

9.9 

0.24 

81.6 

35.2 

8.4 

0.24 

26.8 

20.9 

8. 

0.16 

17.9 

29.8 

4.8 

0.16 

26.0 

89+ 
804- 

tt 

0.20 
0.26 

81.0 
22.0 

0.56 
0.50 
0.56 
0.61 
0.67 
0.76 
0.76 
0.86 
0.86 
0.80 
0.76 


Evaporation  It  will  be  noticod,  first,  that  in  the  case  of  the  vari- 

voir  basins.  ous  rescTvoirs,  etc.,  the  per  cent,  of  evaporation  is 
very  low,  sinking  to  0.50  of  the  total  downfall  in  one  instance. 
The  slopes  of  the  catchment  basin  of  these  water  receptacles,  as 
compared  with  large  hydrographic  areas,  converge  directly  and 
abruptly  to  a  single  point,  so  that  the  snrplns  water  is  gathered 
speedily  and  with  little  waste  into  the  holding  basins.  Moreover  the 
surface  of  the  slopes  is  smoothed,  and  its  natural  channels  kept 
clear,  so  as  to  &cilitate  the  passage  of  the  water  to  the  reservoirs. 
Accordingly  less  water  will  in  general  be  wasted  from  the  receiv- 
ing surfaces  of  water  works  than  from  extensive  waterndieds  in  the 
same  region.  Accordingly  we  are  not  at  liberty  to  infer  that  45 
per  cent,  of  our  annual  downfall  is  secured  to  the  rivers,  because 
that  pn^poition  is  netted  from  the  water-shed  of  the  Boston  Water 
Works. 

ivaporatioa  It  wiU  be  noticod  in  the  second  place,  that  the  pro- 

in^iMri^  portion  of  evaporation  in  the  geographical  districts 
'*^'  lying  west  of  tiie  Mississippi  river  is  high,  rising  to 

four-fifths  of  the  total  downfall  at  the  least,  and  to  eighty-five  per 
cent,  over  by  far  the  larger  part  of  the  region.  This  is  due  to 
their  mid-continental  position  with  its  associated  atmospheric 
aridity,  to  their  location  under  the  lee  of  lofty  mountains,  and  to 
the  deficiency  of  forests,  which  amounts  Indeed  to  total  deprivation 
over  the  larger  part  of  the  whole  territory.  Unquestionably,  then, 
evaporation  in  Maine  is  much  less  than  In  the  region  in  question. 
The  Ohio  ud  In  the  Ohio  and  upper  Mississippi  basins,  the  gen- 
dnTbMiiis.  eral  conditions  affecting  water-waste,  namely,  the 
humidity  of  the  atmosphere,  forests,  the  number  of  rainy  and 
cloudy  days,  the  duration  and  severity  of  winter,  bear,  as  a  whole. 
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a  closer  relation  to  the  corresponding  conditions  in  our  State.  In 
the  fonneri  however,  the  sununers  are  longer  and  hotter  and  the 
mean  temperature  of  the  year  higher ;  in  the  latter  the  sununers 
are  hotter  and  the  air  dryer  throughout  the  year ;  so  that  in  each 
the  proportion  of  ey^K>ration  is  greater  than  witii  us. 

In  the  case  of  the  British  Isles,  the  main  points  to  fbe  BrUMk 
be  noted,  are,  that  our  mean  annual  temperature  is  ^^^ 
7''.25  lower  than  theirs— 48^.90,*  and  our  winter  temperature  20^ 
below  theirs — 89®;  further,  much  the  larger  proportion  of  our 
surface  is  covered  with  forests.  On  the  other  hand,  their  summer 
temperature  is  2.48  lower  than  ours ;  and  the  winds  the  most  prev- 
alent with  them,  the  west  and  southwest,  are  oceanic.  Their 
winters  are  open,  ours  are  sealed  against  evaporation  by  frost  for 
months.  On  the  whole,  our  yearly  temperature  being  so  much 
below  theirs,  our  winters  frost-bound,  our  surfaces  forest-clad,  and 
our  winds  as  a  whole  maritime,  the  percentage  of  evaporation 
must  be  judged  decidedly  less  with  us  than  in  the  insular  districts 
in  question. 

On  the  whole,  it  would  seem  safe  to  assign  as  a  inferred  or 

M«Jw»p.t^  pro. 

figure  very  closely  approximating  our  actual  annual  portion  of 
evaporation,  0.60  of  the  yearly  downfall.    In  other  in  Maine, 
words,  of  the  42  inches  of  rain  received  yearly,  25.20  are  reab- 
sorbed by  the  atmosphere,  and  16.18  pass  off  by  the  rivers  to  the 
sea. 

In  this  conclusion  I  am  confirmed  by  the  judgment  views  or  prof. 
of  two  eminent  physicists  of  our  country,  and  the  two  *°^* 
perhaps  the  best  competent  to  give  intelligent  judgment  on  such 
questions.  Says  Professor  Henry,  "  If  it  has  been  found  by  care- 
ful observation  that  evaporation  from  the  surface  of  the  Boston 
Water  Works,  is  fifty-five  per  cent,  of  the  quantity  of  water 
received,  I  would  infer  that  sixty  or  sixty-five  per  cent,  would  be 
a  sufiScient  average  allowance  for  Maine.'' 

Major  General  A.  A.  Humphreys,  Chief  of  Engineers,  views  ot  Gen. 
U.  S.  A.,  whose  work  upon  the  Physics  and  Hydraulics  '^p™'''^* 
of  the  Mississippi  river,  is  an  honor  to  the  scholarship  not  of  this 
country  alone  but  of  modem  times,  in  a  letter  to  the  writer  re- 
marks: "From  the  various  facts  which  you  mention  I  should 
incline  to  the  opinion  that  70  per  cent,  is  too  large  a  fraction  of 
evaporation  for  Maine.  The  hot  suns  of  summer  and  the  dry 
westerly  winds  would  tend  to  make  the  per  centage  large,  but  the 
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vast  and  dense  forests,  the  humid  winds  of  the  other  seasons,  the 
cold  of  the  long  winters,  must  tend  to  make  the  proportion  of 
evaporation  small." 

OreraBfltAnd  The  rapidity  of  evaporation  in  any  district  will  be 
"^^"^  ^*'  influenced  powerfully,  it  is  evident,  by  the  number  of 
cloudy,  rainy,  and  snowy  days  occurring  during  the  year.  The 
following  table  represents  all  the  facts  that  have  come  to  hand 
touching  this  meteorological  feature  of  the  State : 

WEATHBR  AT  PORTLAND. 


Tear. 


Variable. 


1856, 
1857» 
1858, 
1869. 


Rsin  or  8now. 


140 
167 
1S6 
1S8 
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dottdineM. 


1864, 
1866, 
1866, 


6.10 
6.18 
6.1S 


Mean  Qoadiaefli. 


1867, 
1858, 
1869, 


6.16 
6  62 
6.86 


Homidi^  of  The  humidity  of  the  climate  of  Maine  claimed  to  be 

denoed  by  *  SO  marked  for  a  district  situate  on  the  lee  of  a  land 
^'******'**°"  breadth  of  thousands  of  miles,  is  in  a  manner  demon- 
strated by  the  persistence  and  vigor  of  its  grass  and  forest  vege- 
tation. In  the  condition  of  nature  the  whole  surface  of  the  State, 
from  the  froth  rim  of  the  spring  tides  to  the  top  of  the  tallest 
mountains,  a  few  only  excepted,  was  and  would  be  completely 
buried  in  dense  and  humid  woods.  Wherever  the  labor  of  man 
has  made  a  clearing,  immediately  unless  prevented  by  stub-scythe, 
fire,  and  the  ploughshare,  innumerable  shrubs  and  treelets  swarm 
into  its  occupancy,  almost  strangling  one  another  with  their 
numbers,  and  in  a  few  years  forests  again  are  waving  on  the  recent 
scene  of  unaccustomed  sunshine.  If  the  clearing  be  prosecuted  to 
the  thoroughness  of  subduiTig,  grasses  crowd  in,  a  dense  and  beau- 
tiful turf,  which  happily  adds  to  an  emerald  verdure  the  substan- 
tial quality  of  most  excellent  nourishment  for  all  cattle.  Even 
when  the  fertile  surface  of  the  ground  is  flayed  off,  and  only  lean 
gravel,  or  hard  clay,  or  intractable  pan,  is  opened  to  the  elements, 
as  in  railway  cuttings  and  embankments,  canal  excavations,  brick- 
yards, etc.,  soon,  if  not  disturbed,  a  myriad  army  of  grass  spires, 
fed  by  the  rains  and  moist  winds,  takes  possession  of  the  vacant 
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space,  and  in  a  few  years  more  the  raS  car  or  the  canal  boat  moves 
through  an  avenue  of  young  and  thriving  woods.  Even  our  moun- 
tains when  by  accident  burned  over,  and  burned  it  may  be  to  the 
very  bone,  soon  gather  greenness  in  their  seams  and  furrows,  which 
graduiJly  spreads  and  climbs  in  altitode,  so  that  the  next  genera- 
tion beholds  green  woods  covering  dose  the  stained  and  fire-blis- 
tered rocks. 

In  all  this  we  are  reminded  not  of  arid  continental  interiors  or 
of  prairies,  savannahs,  llanos  and  pampas,  treeless  plains,  but 
rather  of  wet  coast  regions  and  wooded  lands,  the  forest  coasts 
of  Norway  drenched  with  abundant  rain  and  crowned  with  lofty 
pines,  the  Selves  of  the  Amazon,  and  the  ancient  great  woods  of 
Ireland  and  England,  long  since  disappeared.  It  is  not  necessary 
to  say  that  such  deterouned  persistence  and  vigor  of  grass  and 
forest  life  are  never  exhibited  except  in  climates  characterized  by 
comparative  humidity. 
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CHAPTER  X. 

HEALTHINE8S  OF  THE  CLIMATE  OF  MAINE. 


The  two  grand  forms  or  families  of  diseases  which  may  be 
regarded  as  in  a  manner  characteristic  of  the  easterly  half  and 
interior  of  the  United  States,  and  which  chiefly  affect  the  desirable- 
ness of  the  region  as  a  field  for  immigration,  are  Malaruma  diseases 
and  Respiratory  diseases. 

ibtiAriooB  The  malarions  diseases  here  referred  to,  embrace  the 

***"*^  yarious  forms  of  intermittent,  remittent  and  autumnal 

feyers,  and  those  febrile  ailments  which  are  usually  referred  to  a 
miasmatic  origin.  Distempers  of  this  character  preyail  in  districts 
at  once  moist  and  hot,  especially  where  fertility  of  soil  is  asso- 
ciated. "The  Mississippi  Valley  has  been  preeminent  as  the 
theatre  of  malarious  feyers  which  haye  been  the  scourge  of  immi- 
grants firom  nearly  all  parts  of  the  world.  To  the  natiyes  of  the 
north  of  Europe  and  the  British  Isles  in  particular,  the  change  has 
been  extremely  trying,  and  prostration  by  some  one  of  its  forms 
mild  or  seyere  has  been  almost  certain  to  attend  the  new-comer. 
India  itself  has  not  been  more  certain  to  break  the  health  of  the 
emigrant  than  the  Mississippi  Valley,  though  the  American  forms 
of  disease  were  always  attended  with  a  much  smaller  ratio  of 
mortality.'''*'  It  suffices  our  purposes  to  say  that  this  class  of 
diseases  are  unknown  in  Maine,  In  the  early  settlement  of  other 
parts  of  New  England  and  in  New  York  they  haye  in  time  past 
had  foothold,  but  in  no  part  of  our  State  do  they  now  exist,  or 
haye  they  at  any  time  existed.    We  haye  sufficient  humidity,  and 

*  Blodg«tt*»  OUmatology  of  tbe  United  Slates. 
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in  parts  suffieient  aoonmolatioii  of  vegetable  matter  in  the  soQ  to 
give  origin  to  the  affectiona  referred  to,  but  the  low  temperature 
of  our  Bommer  and  the  inflnencea  of  the  aea»  forbid  their  genera- 
tion. 

DiseaseB  of  the  reapiratory  organs,  which  are  always  Mmgii^urr 
and  everywhere  the  characteriatic  forms  of  unhealth 
prevailing  in  conntriea  at  once  wuM  and  oool,  are  the  most  &tal, 
and  contribute  more  largely  to  the  annual  morti^ty  in  our  State. 
Not  however  in  an  exceptional  degree,  as  appeara  from  the  follow* 
ing  statistics : 

TABU  or  FULlfOirAaT  DJBSASBB. 
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Bngland  and  Wal«i,  iMt  half  of  1838, 

BMUBg*!  Dutrlel  fa  Snglud,  ommi  of  M  yaan,. 

Maine,  v«v  doiiiur  JvW  1»  1860; 

Vormont,  year  oloang  Jul/  1, 1860, 

ManaehaMtta,  Man  of  1% 
Bhode  Itland. 


Par  oaal.  of 

entire  mortality. 


26.60 
86.00 

88.S4 
S7.94 
3662 


As  to  the  fatality  of  the  diseases  in  question  upon  a  manufao 
turing  population,  the  citations  from  our  State  and  Vermont  as 
compared  with  Massachusetts,  would  hardly  seem  to  justify  the 
popular  impression  of  their  unusual  malignancy.  The  large  per 
cent,  of  mortality  from  these  diseases  in  England  and  Wales, 
whose  climate  is  mild  and  equable,  is  possibly,  however,  referable 
to  confinement  in  workshops,  the  breathing  of  air  variously  con- 
taminated, etc.,  measurably  inseparable  from  manufacturing  labor. 

It  is  certain  that  immigrants  from  northwestern  Europe^  the 
British  Isles,  all  Qermany,  Holland,  Belgium,  Norway  and  Swe- 
den, incur  far  less  risk  to  their  health  upon  removal  to  a  climate 
like  that  of  Maine,  which  is  in  many  important  respects  like  their 
own,  than  to  the  interior  and  southern  portions  of  the  country. 
With  the  people  of  Southern  Europe  the  liabilities  might  be  re- 
versed. 

As  regards  epidemics  and  infections,  among  the  more  BpidemicB«Ba 
terrible  but  obscure  forms  of  which  are  the  j^bytteo  of  the 
Old  World,  and  of  which  with  us  the  yellow  fever  and  the  ohoUra 
are  the  most  malignant  types,  none  of  these  haioe  ever  prevailed  in 
Maine,  except  that  sporadic  cases  of  the  cholera  have  occurred.  The 
yellow  fever  has  come  several  times  as  far  east  as  Portsmouth,  and 
has  been  fairly  epidemic  in  New  York,  New  Haven,  Providenee^ 
etc.,  but  has  not  oome  within  oux  limits  unlelBS  it  may  possibly  be 
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in  isolated  cases  by  direct  importation.  Botiii  of  these  forms  of 
disease,  and  indeed  the  whole  class,  seem  to  be  dependent  in  gen- 
eral upon  a  high  temperature,  calms,  great  moisture,  and  a  stag- 
nant condition  of  the  atmosphere,  for  their  generatiota  and  spread. 
Thus  the  deaths  from  cholera  in  the  United  States  in  1850  were 
18,243  in  summer  to  1,427  in  winter.  The  yellow  fever  nearij 
always  ceases  with  the  first  hard  frost.  The  conditions  referred 
to  as  essential^  the  diseases  specified,  do  not  exist  ^th  us, 
except  rarely  and  for  a  day  at  a  time,  and  hence  our  entire  exemp- 
tion. 

ividanoe  of  the  The  records  of  mortality  at  the  United  States  military 
records.  Stations  of  the  New  England  States  and  of  Maine  in 

particular,  indicate  a  high  general  salubrity  of  climate.  The  inte- 
rior and  northern  portion  of  Maine  is  especially  instanced  as  free 
from  tendencies  to  respiratory  disorders,  the  resident  population 
being  declared  to  an  unusual  degree  exempt  from  their  ravages, 
and  new  comers,  soldiers,  settlers  and  others,  already  affected, 
deriving  immediate  and  marked  benefit. 


ineoUmate  The  favorablc  character  of  the  climate  of  Maine  as 

and  mftnnfMV 

taring  labor,      regards  manufacturing  labor  has  already  been  noticed 
in  Chapter  VIII. 


CHAPTER   XI. 

COMPARATIVE  COST   OF  WATER-POWER  AND   STEAM- 
POWER. 


Section  1. — Cost  of  Steam-powbr  and  Watsr-powsr  Equoe'icent. 

Upon  this  topic  a  few  estimates  are  submitted. 
CortofttMm-        At  Fall  River,  a  leading  manufacturer  estimates  the 

power  equip-  _  ,  .      •     -. .  • 

cost  of  steam-power  equipment,  mcluding   engines, 


boilers  and  connecting  apparatus,  but  not  foundations  or  engine- 
houses,  fh>m  $100  to  $115  per  horse-power. 

Nelson  Curtis,  Esq.,  agent  of  the  Atlantic  Works,  Boston, 
Mass.,  in  response  to  inquiry  estimates  "in  round  numbers  the 
cost  of  engines  complete  with  boilers  and  equipment,  including 
foundations  and  masonry,  of  800  horse-power  and  upwards,  but 
not  including  the  engine-house,  at  $115  per  nominal  horse-power." 
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Oeorge  F.  Morse,  Esq.,  Superintendent  of  the  Portland  Com- 
pany's Works,  Portland,  Me.,  estimates  that  "the  total  equipment 
for  steam-power,  including  chimney,  buildings,  boilers,  engines, 
and  all  connections,  ready  for  starting,  for  a  power  of  800  horses, 
can  be  furnished  at  the  rate  of  $100  per  horse/' 

The  achial  ca9i  of  steam  equipment,  as  employed  in  the  water 
department  of  various  cities,  has,  so  far  as  facts  hare  come  to  hand, 
outrun  these  estimates  from  fifty  to  a  hundred  and  fifty-per  cent., 
\rarying  from  $150  to  $300  per  horse-power. 

Mr.  Francis  estimates  the  cost  of  the  development  Th»«t<»fr 
of  the  water-power  at  Lowell  for  canals  and  dams,  as  eqnipmnt. 
about  $1,000,000,  or  $100  per  horse-power;  the  cost  of  wheels  and 
other  arrangements  for  using  the  power  as  about  $1,000,000,  or 
$100  per  horse-power,  making  a  total  of  $200  per  horse-power. 
The  cost  of  wheels  and  accessory  arrangements  Mr.  F.  judges  to 
have  been  quite  "  twice  the  average,^'  as,  the  great  object  having 
been  to  procure  the  utmost  effect  from  the  power,  no  expense  has 
been  spared,  and  numerous  changes  made.  Moreover,  the  main 
canal  as  originally  constructed  proved  inadequate,  and  a  second 
canal  had  to  be  made  at  large  expense.  The  development  of  the 
power  at  this  place,  being  almost  the  first  on  so  large  a  scale,  was 
in  a  manner  experimental,  and  naturally  therefore  not  conducted 
to  the  best  advantage  in  all  respects. 

In  regard  to  the  cost  of  the  development  of  the  Saco  Falls,  J.  Q. 
Gcu-land,  Esq.,  of  Biddeford,  makes  the  following  statement: 

The  banks  of  the  river  adjoining  the  falls  were  originally  exceed- 
ingly rugged,  rough,  and  high ;  were  formed'  of  solid  trap  ledge, 
extremely  difficult  and  expensive  to  excavate,  thereby  necessitat- 
ing very  unusual  outlay  for  mill  sites,  canals,  raceways,  wheelpits, 
etc.  From  1750  to  about  1830  the  power  was  employed  almost 
exclusively  for  saw  mills,  the  mills  being  located  where  the  power 
could  be  cheaply  applied  to  the  simple  "^'' wheels  operating 
under  low  heads  of  six  to  ten  feet,  the  whole  fall  of  40  feet  being 
divided  by  dams  into  three  falls,  respectively  8, 16  and  16  feet 
high. 

If  the  improvement  of  the  fall  had  been  delayed  until  the  intro- 
duction of  turbine  wheels  admitting  of  high  heads,  and  until  its 
development  could  have  been  carried  out  to  the  best  advantage  for 
the  whole  fall,  the  expense  would  have  been  much  less  than  that 
really  incurred,  viz.,  $110  per  effective  horse-power.    This  covers 
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the  cost  of  excavations,  foundationSy  dams,  canals,  flames,  race- 
ways, wheelpits  and  wheels. 

It  appears  therefore  that  the  preparatory  equipment  of  ¥rate^ 
power,  even  when  got  ready  for  use  under  circumstanceB  necessi- 
tating quite  unusual  expenditure,  when  carried  out  in  ihe  noioBt 
durable  manner,  the  dams  of  split  stone  laid  in  cement,  the  wheels 
of  the  most  expensive  patterns,  and  the  appurtenant  constructions 
of  the  most  solid  and  enduring  ibrms,  and  so  carried  out  as  to 
realize  the  utmost  effect  from  the  power  possible  under  the  circunh 
stances — nevertheless  costs  not  over  |200  per  horse  power. 

I 

This  of  course  greatly  exceeds  the  cost  under  ordinary  circum- 
stances, where  everything  is  taken  at  the  best  advantage.  Hiram 
F.  Mills,  C.  E.,  in  his  Memorial  to  the  Legislature  of  Maine,  esti- 
mates  that  on  the  Penobscot  river,  within  twelve  miles  of  Bangof 
and  its  excellent  harbor,  stone  dams  could  be  built  with  necesssiy 
canals,  wheel-pits,  and  wheels  set  ready  for  the  main  shafting,  at 
a  cost  not  exceeding  $4,500,000,  the  power  being,  as  he  estimatefl^ 
40,000  gross,  and  the  cost  per  horse  power  therefore  $112.50. 

This  figure  is  much  in  excess,  under  ordinary  and  favorable  con- 
ditions, of  the  expense  of  wooden  dams,  lower  grade  wheels,  and 
oonstructions  of  less  permanent  character.  Improvements  of  this 
sort  can  be  got  ready  for  use  on  ordinary  sites  for  $60  per  horae 
power,  and  will  outlast  the  most  durable  steam  apparatus. 

In  fact,  at  sites  naturally  favorable  and  possessed  of  power  in 
excess  of  demands  upon  it,  power  can  be  brought  into  use  for  a 
small  part  of  even  this  outlay  for  preparatory  equipment. 


Section  2. — Comparative  cost  of  operating  MAcmNERV  by  Stsii 

AND  BY  Water. 

The  cost  of  raising  water  at  the  Philadelphia  Water  Works  for 
the  year  1861  by  water-power  as  contrasted  with  steam-power,  is 
shown  by  the  following  statistics  abstracted  from  the  Report  of 
the  Chief  Engineer,  Frederick  Graff,  Esq. : 

0081  of  watbr-powbr  and  stbam-powbb  at  thb  philadblpfiu 

v^atbr  works. 


lyrmooDt  Works, 

BohujlkUI  Works, 

BelAwuv  Works, 

TwoDty-Fonifk  Waid  Works, 
Gormantown  Works, 


Form  of  power 
used. 


Cost  of  raising  each  miUioB 
gallons  one  foot. 


Water-power,. 

Steam-power, 


« 


<• 


$0.02  1^ 
0  11  1-10 
0.29  2-10 
0.08  3-10 
0  19  I-IO 


Mean  eost  per  steam,  tO.16  9-10. 
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This  showB  that  the  cost  of  raifling  water  bj  steam-power,  coal 
being  $5.50  per  ton,  exceeded  the  cost  bj  water-power  on  the 
iverage  seven-fold. 

From>the  annnal  report  of  Moses  Lane,  Esq.,  Chief  Engineer  of 
the  Brooklyn  Water-Works,  for  the  year  186T,  the  following 
nstemctiye  iacts  are  gathered. 

The  cost  per  million  gallons  (128,000  cubic  feet)  for  pumping  at 
the  said  works,  has  been  for  a  series  of  years  as  follows,  the  water 
t>eing  raised  168  feet  vertical : 

COST  OF  9TIAM-P0WER  AT  THI  BROOKLTK  WATKB  WORKS. 


■ 

1869. 

1861. 

1864. 

1866. 

1866. 

1867. 

Ubor,  Ri|wriotondeBM,  repftlra,  eta 

[oterest  on  ooti  of  works,  oto., 

$9  04 

19.60 
7.26 

1689 
6.90 

18.74 
6.14 

19.84 
4.99 

18.20 
9.86 

$21.  t6 

20.76 

22.79I 

26.68 

U.17 

22.06 

Showing  an  average  of  $22.48.  Hence  the  average  cost  of 
raising  a  million  gallons  one  foot  has  been  thirteen  cents  and  a 
fraction  over,  or  nearly  six  times  the  cost  at  the  Philadelphia 
w^ater-wheels.  The  cost  of  coal  at  the  engine  house  of  the  Brook- 
lyn Water  Works,  1867,  was  $7.11  per  gross  ton.  The  cost  for 
steam-power  at  these  works  varies  from  $72  to  |100  per  horse-  . 
power  per  annum. 

Messrs.  Charles  Staples  &  Son,  machinists,  of  Portland,  estimate 
the  cost  per  annum  of  steam-power  in  their  works,  with  the  best 
equipment,  for  fuel,  attendance,  etc.,  for  a  power  of  twenty  horse, 
at  $150  per  horse-power,  operating  ten  hours  a  day. 

Again,  the  cost  of  operating  the  wheels  of  the  Fairmount  Water 
Works  for  the  year  1852  by  water-power,  was  2}  cents  per  day 
for  each  horse-power  of  work  done.  Whereas,  the  steam  pump- 
ing engines  of  the  water  works  of  Hartford  and  Cambridge,  coal 
being  $6  per  ton,  were  run  at  a  mean  expense  of  22}  cents  to  each 
horse-power  of  work  done.*  This  difference  of  19}  cents  per  day 
to  each  horse-power  in  favor  of  water-power,  would  in  the  case  of 
the  power  at  Lewiston  involve  a  saving  of  $1,803  per  day,  over  an 
equal  power  operated  by  steam,  coal  being  $6  per  ton ;  a  saving 
of  $1,382  per  diem  in  case  of  the  power  on  the  Kennebec  at  Wa- 
terville,  of  $1,273  in  case  of  the  power  on  the  Androscog^n  at 
Brunswick,  and  of  $3,135  in  case  of  the  power  at  Rumford,  or 
$2,198,830  per  annum  for  all  combined. 

Uopocto. 
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Now  the  total  amount  of  cotton  oonsumed  in  Maasachusetts  in 
the  year  1860  was  63,833  tons.  The  cost  of  transporting  thiB 
cotton  2,000  miles  by  sea,  at  the  rate  of  four  mills  per  ton  per 
mile,  would  be  $506,664.  Its  transportation  200  miles  by  rail  at 
three  cents  per  mile  would  be  $3*79,998 ;  total,  $886,662.  So  that 
the  net  per  annum  advantage  arising  from  the  use  of  water-power 
to  the  amount  of  the  foregoing  four  powers  alone,  over  an  equiva- 
lent amount  of  steam-power,  would  pay  for  the  transportation 
specified  two  and  a  half  times  over ;  or  otherwise,  pay  for  it  once, 
and  leave  a  net  profit  of  over  $1,300,000.  The  net  advantage 
accruing  from  the  use  of  the  65,000  (net)  horse-power  on  the 
Androscoggin  river  below  Bumford  falls,  over  an  equivalent 
amount  of  steam-power,  would  pay  for  the  moving  of  the  above 
amount  of  material  over  2,000  miles  by  rail, 

William  Fairbaim,  Esq.,  one  of  the  most  eminent  of  the  civil 
engineers  of  England,  contrasting  the  cost  of  steam  and  water* 
power,  refers  to  the  Catrine  Mills,  the  two  hundred  horse-power 
of  water-power  employed  in  connection  with  which  cost  the  enor- 
mous sum  of  £18,000,  the  annual  rental  on  which  would  be  J&1,260. 
He  then  shows  that  the  rental  of  an  equivalent  amount  of  Bteam- 
power  would  be  £1,500,  coal  being  only  $1.75  per  ton. 


CHAPTER   XII. 

ACCESSIBILITY  OF  THE  WATER-POWER  OP  MAINE. 


Ai  regards  The  grand  highway  of  ocean  travel  and  of  freight 

transit.  transportation  connecting  the  great  commercial  centres 

of  the  old  and  new  worlds,  leads  along  the  coast  of  Maine  almost 
within  sight  of  its  headlands.  Indeed  the  pathway  of  steam  as 
well  as  sail  communication  widens  up  to  and  into  the  harbors  of 
Maine,  Portland  being  a  point  of  departure  for  steamers  to  trans- 
ocean  ports. 
As  regards  As  rcspects  railway  transit  it  is  conceded  that  any 

trans-owUQental  xr  ar  ^ 

transit  trunk  line  constructed  with  a  view  to  best  accommo- 

date trans-continental  communication  and  reduce  ocean  passages 
to  the  shortest  possible  length,  must  pass  through  Maine.  So  that 
as  respects  access  to  the  world  at  large  by  the  great  inter-continen- 
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tal  highway  of  toafflc  and  travel  on  sea  and  land,  the  water-power 
mamt&cturera  of  Maine  will  be  and  are  very  favorably  located. 

Farther,  as  remarked  before,  the  coast  of  the  State  LooRifttcDiiiM 
is  thickset  with  firstK^lass  harbors  from  end  to  end,  '^'^^^^^'^^ 
scarcely  any  other  seaboard  of  equal  length  on  the  globe  afford- 
ing the  parallel  of  this  feature.  The  great  rise  and  fall  of  the  tide 
cooperating  with  the  prevalent  .off-shore  northwest  wind,  keeps 
these  harbors  clear  of  ice  for  a  much  longer  proportion  of  the  year 
than  could  otherwise  be  looked  for ;  several,  as  Portland,  Dyer's 
bay,  Musketoe,  Cutler,  Machiasport,  Camden  (outer),  Eastport, 
Lubec  and  others,  being  unobstructed  at  all  seasons.  A  large 
number  can  be  kept  open  by  the  use  of  an  ice  boat,  or  common  tug 
boat,  for  an  hour  or  two  a  day  for  half  a  doeen  days  during  the 
winter.  Many  of  the  largest  water-powers  are  located  close  upon 
the  coast,  as  before  particularized ;  several  of  the  largest  though 
retired  from  the  shore  line  are  nevertheless  upon  navigable  waters. 
A  vast  amount  of  power  is  thus  brought  within  12  to  80  hours  of 
Boston  and  New  York  by  coasters  or  steamers. 

The  water-power  of  the  CaroUnas  and  Georgia,  on  the  contrary, 
is  removed  even  at  its  lowest  sites  from  60  to  160  miles  from  the 
seaboard,  access  to  which  by  the  rivers  is  by  impeded  and  inter- 
mittent navigation, — ^navigation  not  susceptible  of  substantial  and 
permanent  improvement,  and  which  finds  on  the  coast  only  few 
and  inferior  harbors. 

Railroads  are  already  constructed  parallel  to  the  lofaibdutiM 
lower  sections  of  the  main  water-power  rivers,  the  port. 
Androscoggin,  the  Kennebec,  the  Penobscot,  the  St.  Croix,  and 
the  Saco.  As  before  noticed,  the  valleys  of  these  rivers  admit  of 
the  ready  extension  of  railways  far  into  the  interior,  and  by  conse- 
quence of  the  opening-up  of  the  water-power  to  use.  The  water- 
power  of  even  the  St.  Croix  will  upon  the  completion  of  the  Euro- 
pean and  North  American  Railway  be  brought  within  sixteen 
hours  of  Boston.  That  of  the  Saco  is  now  within  four  hours  of  the 
same  point,  of  the  Androscoggin  within  six,  of  the  Kennebec  with- 
in eight,  of  the  Penobscot  within  twelve  hours. 

It  is  evident  therefore  that  as  regards  acce$8  to  our  own  commer- 
cial centres  by  rail,  steamer,  or  coaster,  the  water-power  manu- 
facturers of  this  State  are  and  will  be  advantageously  located. 
Herein,  not  in  a  location  territorially  central,  consists  the  real 
economical  accessibility  of  power,  and  its  value  as  affected  by 
position. 
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TtenMBMAMv  The  manu&ctarine  system  of  Maine  will  be  in  close 
of  MaiMoon.  proximity  to  those  or  rather  that  of  New  HampBhire, 
tbaioTtharert  MasBacfanBetts,  Gonnecticnt  and  Rhode  Island.  This 
land.  in  Tory  important  respects  will  prove  of  great  aaraa- 

tage,  especially  in  the  earlier  stages  of  our  manufactoring  develop- 
ment ;  economical  connection  with  other  series  of  establishments 
being  highly  promotive  of  manufacturing  prosperity ;  and  in  all 
stages  of  development  the  relation  in  question  will  constitate  an 
important  advantage. 

soflttiatrttaie-  In  fine,  there  is  no  district  in  the  country  or  in  the 
°^  world,  possesoed  of  any  considerable  amount  of  unim- 

proved and  availaUe  water-power,  that  can  be  for  a  moment  com- 
pared with  Maine  in  point  of  short  and  cheap  access  to  the  great 
centres  of  supply  and  demand.  The  remotest  water-power  upon 
the  Southern  Slope  of  the  State  is  not  half  so  far  from  first-lass 
harbors  as  the  city  of  Pittsburg,  and  not  twice  as  far  tiierefrom 
as  ihe  manufacturing  towns  of  western  Massachusetts  are  from 
Boston. 


CHAPTER   XIII. 

CONCLUSION    OF    PART    I. 


Becapitauttoa  The  vlcw  hereinbefore  given  of  the  physical  conditions 
fcvS^*wlier-  of  the  State  which  more  closely  affect  its  water-power, 
'^^'**''  general  as  it  has  necessarily  been,  is  certainly  such  as 

would  beforehand  warrant  the  expectation  of  very  unusual  meas- 
ures and  unusual  availability  of  manufacturing  power  within  oar 
limits.  The  location  of  the  State  amid  surrounding  seas ;  its 
extent  of  surface;  the  disposition  of  its  slopes;  its  geological 
structure ;  its  Surface  forms  and  extensive  forests ;  its  grand  sys- 
tem of  lakes,  with  their  uniform  connection  with  the  rivers  and 
susceptibility  of  reservoir  improvement ;  the  low  annual  tempera- 
ture, and  especially  low  summer  temperature,  which  at  once 
reduces  evaporation  and  contributes  to  vigorous  labor ;  the  ^nds 
of  the  State,  as  a  whole,  maritime  in  character ;  the  copious  rain- 
foil,  with  its  uniform  distribution  throughout  the  year  and  difiiision 
over  the  whole  State ;  the  late  lingering  of  the  snow  in  Spring ;  the 
small  per  cent,  of  evaporation,  resulting  from  the  low  temperature, 
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from  the  number  of  rainy,  snowy,  and  cloudy  days ;  ihe  conse- 
quent large  residuum  of  water  for  removal  by  rivers,  and  which 
our  favorable  surface  forms  detenifine  to  be  removed  by  rivers — 
taken  together,  constitnte  a  sum  of  favorable  conditions,  which, 
it  is  confidently  believed,  no  other  equal  area  on  the  globe  can 
surpass  or  indeed  can  so  much  as  equal.  Other  districts  may 
have  and  certainly  do  have  some  one  or  more  of  the  advantageous 
features  more  decidedly  developed  than  Maine,  but  none  can  par- 
allel fuUy,  as  is  believed,  their  combined  series. 

When  to  the  foregoing  the  considerations  are  added  of  the  hig^ 
salubrity  of  the  climate  and  its  adaptedness  to  nkauufacturing 
industry,  of  the  superiority  of  water-power  over  steam-power  in 
economy,  and  of  the  favorable  situation  of  our  power  with  refer- 
ence to  the  oommerciil  routes  and  centers  of  the  world,  the  up- 
building of  a  great  system  of  manu^turing  in  our  midst  would 
seem  to  be  inevitable,  a  question  only  of^time  and  of  proper  exhi- 
bition of  our  resources. 


The  view  b^forof  given  still  further  goes  to  show  nagMiaad 
that  no  other  avocation,  which  is  of  sufficient  scope  nwof 


and  pennanence  to  afford  basis  for  the  employment  of  great  popu- 
lations, through  which  general  and  widely  diffused  opulence  may 
be  attained,  flourishing  cities  and  towns  builded,  not  upon  the 
coast  merely  or  navigable  rivers,  but  over  a  large  portion  of  the 
State,  and  through  which  we  can  ever  hope  to  take  a  stand  side 
by  side  with  the  flourishing  and  weathy  ooaui^unities  adjacent — ^is 
available  to  our  hand  at  all  commensurate  in  promise  with,  or  so 
open  to  advantageous  prosecution  above  all  competitors  as,  manu- 
£Etcturing — ^manu&cturing  by  water-power.  It  is  true  whatever 
facilities  for  commerce  the  mere  circumstance  of  excellent  harbors, 
and  harbors  in  large  numbers  can  furnish,  we  possess ;  but  other 
States  have  harbors  which  if  not  equal  to  ours,  are  adequate  to 
all  required  purposes,  and  are  the  seats  already  of  extensive 
traffic — ^traffic  that  does  not  readily  change  its  direction  or  its 
marts.  Without  derogating  aught  from  our  agricultural  capabili- 
ties, it  is  sufficient  to  say  that  our  attractions  in  that  sphere  are  at 
present  and  bid  fiur  to  be  far  some  time  to  come,  unless  assisted  from 
extraneous  sources,  outweighed  by  those  of  the  central  districts 
of  the  oountxy ,  a  disability  which  all  the  New  England  States  labor 
under  in  common,  and  that  accordingly  no  considerable  increase 
of  our  population  and  wealth  is  to  be  looked  for  from  this  source 
alone  and  by  itself.    Our  stores  of  lumber  are  great  but  they  are 
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not  ezhauBdesB ;  no  wealthy  and  stable  communitiefi  are  or  ctv 
can  be  created  on  the  basis  of  this  resource.  Onr  minerals  sxe, 
it  is  quite  safe  to  assume,  not\)f  such  sort  as  promise  any  largy, 
increase  of  wealth  in  and  through  their  development.  Shipbuild-i 
ing,  an  important  occupation,  is  in  a  measure  precarious  and  ii 
necessarily  limited  in  its  amount — ^limited,  that  is  to  say,  a?  the, 
employment  of  a  whole  State. 

onrownpeo-  It  IS  important  to  notice,  therefore,  that  to  a  large 
to  m^raSdtur^  oztent  OUT  oum  population  cim,  when  once  a  beginning 
*^'  is  made,  be  counted  upon  for  interest,  investment,  and 

service  in  manufacturing  operations,  the  local  temptations  in  other 
directions  being  not  strong,  and  general  employment  for  the  vshok 
year,  and  to  the  great  majority  of  our  workers  not  being  afforded 
and  not  being  susceptible  of  profitable  prosecution,  outside  of  man- 
ufacturing avocations.  As  compared  with  the  occupants  of  States 
whose  soil  is  more  generally  and  exuberantly  fertile  and  whose 
agricultural  capacities  are  therefore  naturally  larger,  or  of  States 
whose  vast  mineral  treasures  invite  and  command  labor,  we  can, 
other  things  being  equal,  engage  in  manufacturing  to  decided  ad- 
vantage  and  as  it  were  naturally,  and  tsan  cooperate  more  zealonslj 
and  with  greater  singleness  of  aim  with  the  capitalist  who  comes 
amongst  us  to  make  use  of  our  "  hitherto  neglected  waters.'' 
oargnmite.  The  people  of  tho  State  may  justly  oongpratalate 
bAottibte.  themselves  upon  the  fact,  and  invite  the  attention  of 
those  living  elsewhere  to  the  fact,  that  our  grand  resource  is  of  s 
kind  that  will  never  fail  or  become  materially  modified,  because  it 
is  based  upon  the  unchanging  features  and  sustained  by  the  per- 
petually recuperative  processes  of  nature.  It  can  never  fail  so 
long  as  the  Oulf  Stream  fiows,  so  long  as  the  Mediterranean  of 
Mexico  exhales  its  vapors,  so  long  as  our  interior  districts  are 
upheaved  upon  the  shoulders  of  the  White  Mountain  plateau,  so 
long  as  the  waters  of  Umbagog,  Moosehead,  Sebago,  Ghesuncook, 
and  the  Schoodic  lakes,  with  hundreds  more,  fall  through  hundreds 
of  feet,  over  hundreds  of  waterfalls,  in  iron-bound  channels,  and 
at  last  through  magnificent  harbors,  to  the  sea. 
Tbii  gnod  re.  This  g^ud  resouTce  is  not  mere  inert  material  but  is 
■^^"^  '^^*^'  power,  the  swiftest  creator  of  wealth,  the  most  impor 
tunato  demand  of  all  active  civilizations,  power  that  once  ntilised 
may  be  made  productive,  in  the  long  run  of  time,  of  greater 
opulence  thau  can  be  gathered  from  any  mines  of  iron  or  coal,  or 
reservoirs  of  oil,  or  placers  or  lodes  of  precious  metab,  found  m 
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any  equal  area  in  this  conntiyi  resoiuroes  that  ultimately  fail,  and 
many  of  them  speedily  Ml,  In  the  oivffisalion  of  to-day  mechan- 
ical power  in  an  available  shape  aTlow  cost  is  bot  another  name 
and  form  for  wealth. 

Hence  it  is  that  Lowell,  operating  9,000  horse-  im  ptodactiTe 
powers  of  watei^power,  has  already  a  population  of  ^^^' 
40,000;  Fall  Biver,  operating  1,600  horse-powers  of  water  and 
4,300  of  steam,  has  a  population  of  28,000,  and  a  valuation  of 
$16,300,000 ;  Lawrence,  with  a  power  nearly  equal  to  Lowell,  has 
a  population  of  about  30,000 ;  Biddeford  and  Saco,  with  3,750 
gross  horse-power,  150,000  spindles,  show  a  population  of  16^000. 
Forty-two  hundred  horse-powers  in  operation  at  Lewiston  have 
already  gathered  a  population  of  22,000,  and  $8,000,000  valuation. 
And  in  general,  it  is  found  that  for  each  100,000  spindles  a  popu- 
lation can  be  counted  upon  of  10,000 ;  or  in  c»ther  terms  a  popular 
tion  of  1,000  to  each  166  horse-powers  employed  in  cotton  manu- 
facture. This  at  least  where  the  power  is  employed  to  good 
advantage  and  time  is  given  for  it  to  exert  its  fall  effect, — a  longer 
period  of  years  for  the  greater  part  than  our  American  mimufac- 
taring  towns  have  yet  had. 

The  people  of  the  State  may  with  propriety  account  wiuow  water- 
for  and  extenuate  to  the  general  public  the  pastnon-  E^I^Lm^^- 
use  of  our  water-power  and  our  consequent  inability  '''''^^* 
to  improve  it  so  rapidly  as  is  desirable,  by  reference  to  the  dis- 
tarbances  connected  with  the  ''  Northeastern  Boundary,"  which 
for  many  years  discouraged  immigration  and  improvements ;  by 
reference  also  to  the  ignorant  and  bigoted  State  policy  formerly 
for  a  long  time  in  the  ascendant,  which  virtually  forbade  such 
combinations  of  capital  as  alone  could  and  can  improve  power  of 
each  magnitude ;  and  by  reference  to  the  preposterous  and  guilty 
neglect  of  the  State  to  ascertain  and  advertise  its  resources. 

In  contrast  with  that  former  ruinous  legislation  we  ^£^  ^ 
are  now  able  to  show  upon  our  statute  books  the  most  bigi^  &▼<»»> 
liberal  provisions  for  the  encouragement  of  manufac-  taring, 
taring  industry ;  first,  in  the  matter  of  exemption  of  new  manu- 
facturing establishments  from  taxation ;  second,  in  the  exceedingly 
favorable  provisions  relating  to  flowage;    thirdly,  in  allowing 
towns  to  subscribe  to  the  stock  of  manuiiACturing  enterprises. 

Finally,  in  all  parts  of  the  State,  and  amongst  aU  PitbueinterMt 

in  and  desire  for 

classes  of  our  population,  the  utmost  anxiety  is  felt  mumCMtorw. 
that  our  abundant  water-power  shall  be  put  to  use.    We  feel  that 
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in  a  peculiar  maimer  liiiis  ia  o«r  grand  reaoiuoe,  and  that  onr  pi 
perity  IB  dependeni  vpoA  its  development.  We  are  dispoaed 
all  means  in  oiur  power»«^y  Ikvoring  legialation,  belli  State  J 
municipal,  by  local  and  substantial  co5peration»  and  by  friend 
dispositiona  upon  all  handii  to  make  our  State  acoeptable  i 
residence  and  investment  to  the  employers  of  watery  ower  in  i^ 
form. 


• 


PAET  II. 


^m» 


e  PriiLcipal  Biver  Systems  of  Maine. 


DIVISION  I. 

The  Primary  or  Interior  Systems. 


CHAPTER   XIV. 

INTRODUOTOBT    OBSEBVATIONS. 


There  are  5,151  etreams  in  Maine  represented  upon  The 
the   State  map.    l^ieee   ramifying  into  innumerable 
branches  thread  the  surface  of  the  State  with  a  fine  network 
of  brooks  and  rivnlets,  so  .that  in  all  parts  it  seems  alive  and  in 
motion  with  running  waters — a  distinctive  and  characteristic  fea- 
ture, which  strikes  the  attention  of  the  stranger  and  the  traveller. 

As  is  remarked  in  Past  I.,  the  character  of  this  nie  riven 
Report  requires  the  rivers  of  the  State  to  be  treated  themwivM. 
with  more  formality  and  at  greater  length  than  its  other  hydro- 
graphic  features.     Accordingly  they  are  made   the  subject  of 
distinct  discussion  in  this  the  second  Part  of  the  Report. 

A  river  system  comprehends  both  the  river  and  its  Definition  or 
basin — ^the  drainage  area  and  the  drainage  stream.  Bystcm. 
There  are,  accordingly,  as  many  river  systems  in  the  State  as 
there  are  rivers.     In  a  Report  of  this  size  only  a  few  of  these  can 
be  made  subjects  of  particular  consideration,  and  these  in  respect 
to  only  those  features  which  bear  most  closely  upon  water-power. 

As  refirards  the  river  basins  the  features  referred  to  uading  ite- 

tnies  of  the 

are  as  follows:    Position;   form;  linear  and  square  river  twins, 
dimensions ;  elevation ;  disposition  of  slopes,  both  riverward  and 
seaward;  geological  structure;  surface  aspect  and  materials,  in- 
cluding vegetation ;  and  the  amount  of  rainfall. 

As  respects  the  rivers,  the  features  necessary  to  be  Lewitng  ite- 
put  in  relief  are  their  course;  magnitude,  including  riven, 
length  and  volume ;  constancy  of  volume ;  reservoirs,  both  natural 
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and  artificial ;  slope  or  rapidity  of  descent  seaward,  especially  h 
their  wat6r-power  portion. 

The  water-  The  ono  feature  of  the  rivers,  howoTor,  which  in  ai 

ebewhere.  inquiiy  into  their  water-power  stands  first  in  the  order 
of  importance,  namely — ^the  number,  location,  size  and  character 
of  their  folia  and  rapids,  is  made  the  subject  of  a  separate  Past 
of  the  general  discussion.  The  necessity  of  this  will  be  evident, 
when  it  is  consider^  that  very  many  powers  of  importance  are 
found  upon  streams  that  cannot  receive  attention  in  our  necessarilT 
brief  review  of  the  principal  river  systems. 


CHAPTER   XV. 

THE    SYSTEM    OF    THE    SACO. 


Section  1. — ^The  Saoo  Basik. 

iigggifif^  The  drainage  district  of  the  Saco  is  situated  in  ih 

southeast  part  of  the  State,  covering  the  belt  of  com.- 
try  betwixt  the  White  Mountains  and  their  southwesterly  extet- 
sions,  and  the  sea.  It  is,  therefore,  in  close  proximity  to  tk 
seaboard,  and  to  the  great  manufacturing  district  of  New  Englan: 
exterior  to  the  State.  The  west  and  northwest  portion  of  the  basi 
is  located  in  New  Hampshire, 
form.  t^^®  Map.]     Gradually  widening  fi'om  its  southeast 

point  interiorward  for  twenty  miles,  thence  to  it* 
northern  boundary  of  nearly  uniform  width,  with  the  large  propor- 
tion of  the  drainage  territory  on  the  right  bank  of  the  main  stream 
nfamnaioitf.  Greatest  length,  which  is  on  the  line  from  the  oceat 

to  Mt.  Washington,  about  T4  miles.  Greatest  breadth, 
across  the  head  of  the  basin,  *  about  30  miles.  Area  or  square 
dimensions,  800  square  miles  in  Maine,  600  square  miles  in  Ne7 
Hampshire;  total,  1,400  square  miles.  Of  this  all  but  about t^ 
square  miles  situated  below  the  Saco  falls,  is  tributary  to  tb^ 
water-power  of  the  main  river. 
xteTitiaii.  '^^  height  of  the  following  points  is  given  by  Mr. 

John  F.  Anderson,  Engineer  olf  the  Western  Division 
of  the  Hydrographic  Survey : 


DiT.  L] 


TRB  BAOO. 


7S 


gets 


Aathoritki^ 


Hall*!  BvTBgr  «f  flMo  BiT«r  BaOnwd  M«rk«d  H. 
Wadiworth'i  SurTey  of  8mo  Rif«r  BtJlroad  mftrkod  V. 
AnderfDn'i  Survey  of  Fori.  M  Bodi.  Bailroftd  msrkoA  A. 
Gimol'f  Sarrey  of  Port.  A  OgdooBbnrg  RMlroad  marked  Gr. 
Guyot'a  Paper  npoa  the  AppelaohlaB  STStem  marked  G. 


high  tide. 


MUee. 


8  4-10 

9  6-10 
U 

16  7.10 

20 

SI  6-10 

t1  7-100 

SO  22-100 

34 

341-4 

35 

39 
42 
UM 

48 

66 
62 

62  3-4 

63  1-2 
651-4 
6616-100 

67  9-10 

68  89-100 
70  1-10 
70  94-100 
72  72-100 
74  12-100 

74  11.100 

75  57-100 

76  9-100 

78  3-10 

79  23-100 
79  8-10 
79  86-100 

81 1-10 

81  73-100 

82  2-10 

82  72-100 


LOOALITDB. 


Initial  pointy  the  center  of  the  Portland,  Saoo  and  Portf- 
movth  Railroad  track,  400  feet  east  of  8aeo  Depot,  amniBed 
and  oompsted  height,  (H.) 

Saoo  river,  about  400  feet  aboTO  Salmon  Ealli,  (H.) 

Port.  A  Roeh.  BaUroad  eroming  abore  Bar  MUli,  <A.) 

Below  Moderation  Mills,  (H.) 

AboTO  Moderation  Milli,  (H.) 

Top  of  a  «<honebadi*  ridge»(H.) 

litUeOnipee,  (H.) 

Half  mile  ifvit  of  Sleep  naU,(H.) 

Saoo  river,  qiarter  mile  abore  Goold'a  Ialand»  (H.) 

Great  Onipee,  (W.) 

Foot  of  Great  lallf,  Saoo  river.  (W.) 

Head  of  Gnat  Fkllfl,  Saoo  river,  low  water,  (W.) 

Head  of  Great  AOla,  Saoo  river,  high  water,  (W.) 

Saoo  river  at  Hiram  bridge,  low  water,  (W.) 

Saoo  river,  400  feet  above  low  water,  (H.) 

T«Q  Mile  brook,  (H.) 

Shepard'f  river,  near  Brownfleld  Centre,  (H.) 

Pfyebnrg,  on  plaint,  (H.) 

Fiyebarg,  near  village,  (H.) 

Sooth  Conway  poet  cAce,  (G. ) 

Kotth  Conway 

Croesing  of  road  jnnotion  of  Bllis  A  Saoo  river  (G.)  water  (Gr.) 

Saoo  river,  (Gr.) 
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Water  In  Saoo  rirer,  (Gr.) . 
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TTnderpinning  old  Crawford  hovae,  (Gr.). 

Old  Ciawford  honae  or  Davia  tavern,  (G.) . 

Water  in  Saoo  river,  (Gr.) 

«       •<         <•         •< 
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CC 


Underpinning  of  Wniey  Honae,  (Gr.). 

WilleyHonae,  (G.) 

Water  in  Saoo  river,  (Gr.) 
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The  Kotah,  <G.) 

Crawford  Honae,  (G.) 

Hollia  Centre, 

Weymoath'a,  near  weat  line  of  HoUl*,, 
Hanaon'a  near  Waterboro*  Centre, 
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The  mean  elevation  of  the  barin  as  a  whole,  is  below  that  of  the 
^ndroscoggin,  bnt  above  that  of  any  other  river  district  of  ivfaicfa 
a  proportionally  large  part  is  situated  so  near  the  sea.  Its  npper 
section  covers  an  important  portion  of  the  highest  mass  of  land 
(the  White-mountain  plateau)  of  any  considerable  extent,  east  of 
the  highlands  of  the  Bocky  mountains;  with  the  exception  of  a 
limited  tract  in  North  Carolina. 
OMiogtai  The  entire  basin  is  occupied  with  granite,  or  gneiss 

scarcely  distinguishable  from  granite,  with  patches  of 
mica  schist  here  and  there.    In  all  parts  of  the  district  stone  of 
good  quality  for  construction  pu:q>oBes  is  abundant.    A  quarry  of 
excellent  granite  has  been  worked  extensively  at  Biddeford. 
smflMw  The  district  is  in  its  northwest  part  exceedingly 

mountainous  in  its  topographical  features;  thence 
southeastward  it  subsides  successively  into  hilly,  undulating,  and 
finally  qidte  level  surfaces  near  the  sea.  The  great  body  of  put 
verized  material  lying  above  the  bed  rock,  is,  as  returns  to  inter- 
rogatories indicate,  made  up  of  sand  and  gravel  with  sandy  and 
gravelly  loams.  The  lower  portion  of  the  basin  is  quite  thor- 
oughly denuded  of  forests.  The  upper  half  is  still  heavily 
wooded,  being  cleared  only  upon  the  intervales  of  the  streams 
and  the  more  cultivable  portions.  "Probably  fuU  half  of  the 
entire  district  is  still  wilderness."'*' 
n^i^i^n  Estimated  from  the  average  for  the  State,  135,000,- 

000,000  cubic  feet  yearly.  The  downfall  is  probably 
somewhat  in  excess  of  the  mean  for  the  State,  owing  to  the 
influence  of  the  mountains  and  the  lower  latitude  of  the  basin; 
but  the  amount  of  excess,  if  any,  is  not  known,  and  is  accordingly 
not  represented  in  the  figures.  , 

Section  2.— The  Saoo  Biver. 

Q^^gg^  The  mean  direction  of  the  Saco  is  <  southeast.     The 

chief  deviation  from  this  course  occurs  at  Fryeburg, 
where  it  originally,  and  prior  to  the  construction  of  a  ''cut'' 
across  an  enclosed  peninsula,  traversed,  and  to  this  day  in  part 
traverses,  an  extensive  loop  or  curve,  and  finally  leaves  the  town 
only  about  four  miles  from  the  point  of  access.  Otherwise,  and 
excepting  mere  local  sinuosities,  it  follows  nearly  the  shortest 
line  from  the  mountains  to  the  sea. 

Hon.  Jofepb  Hobwn,  Saoo. 
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Tbe  prmcipd  aiBMiils  are  the  foUowii^: 

Num. 

Wheve  leetlred* 

VktMB  the  right  bunk, { 

little  Oirfpee, 
Greet  OBripee, 
Upper  KeMtf» 
Greet  Oold» 

filBliictca. 

OoraiaL. 

Ayeborg. 

Stowe. 

AtHii  the  l«ft  iNuik, 

Hi 


litae  Oi>ipee», 
Greet  Onipee,. 
Upper  Keour,.. 
Greet  Gold,... 


Baioi. 


milee. 


17 

J7 

n 

12 


BneMi» 

milee. 


■q.  milee. 


16 

18 

8 

7 


182 

240 

62 

60 


LMiglh* 

milee. 


30 
8S 
U 
12 


oherge,  enbio  ftet. 


7,100,000,000 
9,800,000,000 
2,400,000,000 
2,340,000,000 


The  length  of  the  streams  as  given  above  does  not  inclade  their 
local  windings. 

The  Saco  in  its  upper  part  is  drawn  around  the  sonthem  slope 
of  the  White-mountain  cluster  in  such  a  manner  as  to  cany  off  a 
considerable  part  of  the  surplus  waters  that  would  otherwise  be 
discharged  by  the  Menimao ;  this  contributes  largely  to  its  an* 
nual  delivery,  but  not  to  its  uniformity  of  volume  at  different 
seasons. 

Of  the  main  river  from  its  sources  amongst  the  j^gog,^ 
mountains  to  the  sea,  not  including  the  minuter  wind* 
ings,  about  95  miles,  25  miles  of  which,  more  or  less,  are  in  New 
Hampshire.    The  main  water-power  section  of  the  river  is  about 
35  miles  long,  from  Hiram  Falls  to  the  tide.    The  stream  is  about 
600  feet  wide  in  the  vicinity  of  Saoo. 

The  yearly  discharge,  estimated  at  40  per  cent,  of  y^^,„^ 
the  annual  precipitation,  is,  from  the  entire  basin  both 
within  and  beyond  State,  about  54,000,000,000  cubic  feet. 

Excessive  in  the  upper  part,  owing  to  the  mountain-  veriensMtf 
ous  character  of  the  country.  The  lower  portion  of  ™^ 
the  river  likewise  fluctuates  widely  in  its  mass  of  water  at  different 
seasons,  though  much  less  than  the  upper,  owing,  first,  to  the 
narrowness  of  the  "  Oates/^ — ^the  passage  at  Hiram  Falls — ^which 
dams  back  the  mountain  water  over  extensive  intervales  and 
marshes  above ;  owing,  secondly,  to  the  comparative  levelness  of 
the  lower  portion  of  the  basin ;  and,  thirdly,  to  the  improvement 
of  the  lakes  and  ponds  for  storage. 

In  the  drouth  of  summer  nearly  40,000  cubic  feet  per  minute  for 
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eleven  hourB  a  day  are  commanded  at  fhaoo,  Of  18,(MM  cnUc  ^t 

per  minnte  for  the  whole  twenty-four  hours.  The  low  run  con* 
tinned  day  and  night  throughout  the  year  would  .cany  off  over 
9,000,000,000  cubio  feet,  or  about  one-sixth  of  the  estimated 
deliyery  of  the  river  for  the  year.  The  volume  at  low  water  can 
be  increased  two  or  three  fold  by  the  use  of  the  reservoirs  of  the 
river. 

The  discharge  of  the  river  in  ordinary  freshets,  eight  feet  on  the 
middle  dam  at  Saco,  is  about  1,950,000  cubic  feet  per  minute. 
Ten  feet  are  alleged  to  be  found  on  the  dam  in  extreme  freshets. 

The  range  from  lowest  to  highest  water  at  various  points  ia  as 
follows : 


IiOGALinM. 

Fe^t. 

i     ii ;                                     = 

LooAumu 

Iwt. 

ItemfMK. ........ 

StDlO 

7 
8 
6 

Bonny  BmcIo  fidli* ......... 

s 

Union  fklii, 

Groat  fkllB.  Hiram 

w 

fblnwi^  fidlf , 

Yrjthm  Centra 

ToU  bridge,  Fryelraiy 

14 

BnrMiUg&Uf, 

11.60 

Slope. 


The  range  in  feet  above  the  Great  Mis  is  not  a  feir  expression 
of  the  volume  of  the  river  in  that  section  in  time  of  flood,  the 

« 

water  being  diffused  over  an  immense  expanse  of  low  land  as 
before  noticed,  and  of  course  proportionately  reduced  in  elevation. 

The  descent  of  the  river  in  Maine  is  moderately 

steep,  being  from  the  State  line  at  Fryeburg,  6T  miles 
to  the  tide  at  Biddeford,  450  feet,  or  about  seven  feet  to  the  mfle, 
which  gives  an  average  angular  depression  of  4'.8  per  mile.  The 
current  is  generally  moderate,  the  greater  part  of  the  descent 
taking  place  in  sudden  breaks  or  falls.  The  level  of  tide  is 
reached  about  four  miles  from  the  coast,  at  Biddeford,  and  there 
by  a  comparatively  abrupt  pitch  of  40  feet. 

The  slope  in  the  35  miles  constituting  the  principal  water-power 
portion  of  the  river,  from  Biddeford  to  Hiram  Great  Falls,  is  at 
the  rate  of  9.8  feet  per  mile,  corresponding  to  an  angular  descent 
of  O'.S  per  mile.  In  this  portion  it  is  a  succession  of  rapids  and 
fells,  and  offers  numerous  sites  for  manufecturing  of  the  highest 
value. 
^1^  The  total  number  of  lakes  in  the  portion  of  the  Saco 

basin  situated  in  Maine,  and  represented  on  the  Stale 
map,  is  Y5,  or  more  than  twice  the  number  due  to  the  average  for 
the  whole  State.  The  small  ponds  are  undoubtedly  more  fully 
represented  on  the  map  for  the  thickly  settled  than  for  the  wilde^ 
nesB  portions  of  the  State.    The  lakes  are  small  compared  with 
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the  ay^mge  for  Maine,  and  there  are  none  elricily  first-olaes  in 
eise. 

PRINCIPAL  RK8BBV0IB8  OF  THB  8A00  AND  ITS  TBIBUTABIBB. 


»-. 

OnuNoMwltii 

MOftiAnoMrt 
mlltf. 

Pl<ttMlt 

tkoncoin 
ftoi. 

AddltioiMl 

•lomgo  fooil* 

Moinlboi. 

ITflfrq*  OOHd. 

LiUloOnipooriT., 
do        ^ 
do          do    ' 
do          do 
do          do 
do          do 
do          do 
do          do 
do          do 

0.60 
0.76 
0.60 
0.80 
0.46 
0.60 
0.76 
2.60 
1.76 

0 

Dim. 

8 

4 

*• 

laoag      •*     

Matett  poimU 

Poaxoo        •«    

fwmtj     *•    

loioie 

Tbmor       ** 

AdMB/       **    

Baloh  pond,  vith  llowigo,. 
littlo  OMlpot  pond, 

4 

8.S0 

Nmho. 


Bpootoolo  poads, 

Golooid'f  pond, 

BiekHofd     <« 

Spmoo        **    »•••••..•• 

l4>Td'8  "       

l?ro?lnoo  pond,  (h«  m.]«.  .  • 
PinoriTor  "  "  .... 
OMipoo  •«  "  .... 
VMiooi  pondf  kIbvlMy  lo 
(Mpoe  pond, 

TwoIto  pondf, 


Qnnfc  Owlpiorlr., 


Oonneotod  with 


Approzfannto 
nnnlniqanre 


do 
do 
do 
do 
do 
do 
do 

do 


do 
do 
do 
do 
do 
do 
do 

do 


OJO 
0.80 
0.60 
0.40 
0.60 
1.76 

7.00 

4.00 


16.26 


ftongoln 
fottt 


8 

10 

8 

6 

10  or  12 

*  12 


AddMonU 
itonco  HmmI- 

Uolnftofet 


8 

0 
t 
4 


Nnoio. 


Borkorpond, 
Qioit  Hanoockpond, 
Ifiddlo      •«       •« 
littlo        **       •* 
Sninll  pwidt  omniwtHd. 
Ttfocmi  pond, 

IiOTOU      <«      

Pleanntpond 

KosrW       «    

fjomm  KoMtf  pond, 

trppor  Kear    *<    

Tho  EIto  Kenr  pondf, .. . 
KimboU  pond, 
CSinrlff 


wik 


'WftUEOr'f    **     [H.H.] 


T««i^p«idi.rmof..r 


with 


Bnoo  xlTOf , 


do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

infqnnio 
mOff. 


4.60 


4.60 
2.00 
1.00 
0.60 
200 
6.00 
060 
1.76 
1.00 
0.60 
1.00 


24.26 


ftonco  in 
ftttt 


6 

4 


Dnm. 


Dnm. 

Dnm. 
Dnm. 


9"iboi  dnm* 


ftomgo  feoflblo 
in«Ml.t 


2 
8 


Gonld  hftTO 
DMntadbio. 
AU  onn  bo  flowod. 
Sorent  Ibot,  with 
flowngo. 

BoTunI  noi« 

$  [AC** 

8,  with  lane  flow* 
6 

(  BoFornl  8mI  with 
Inrgo  HowfKO. 


*  Blanki,  m  above,  indicate  that  the  atoiage  has  not  been  leporled. 
1 8ton«p  ef  iheOreat  Oailvpee.ieported  b7 1«i<hflr  U^ 
t  BConge  lepofted  chiefly  inr  B>  v.  raningtoo,  Iiq.,  of  Frjcburg. 
^Irower  Seear  pond  ean  be  flcvtd  alx  to  twelve  fcet,  oovtrlDf  rts  wq^mn 
BMdowa.  ZheeoitfBrdfaHiwonkinot«iDnd|l/NW. 
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The  foregoing  41  ponds  with  their  aasociated  flowage  sum  4fi,h) 
square  miles  of  sarfieice.  It  is  obvious  therefore  that  the  low  nn 
of  the  river,  and  by  consequence  its  manufacturing  capacity,  cm 
be  increased  very  greatly.  The  lowlands  above  the  Oreat  FdJi 
could  be  converted  into  an  enormous  reservoir,  though  at  consid- 
erable expense  for  damages. 

The  sum  total  of  lake  surface  connected  with  the  Saco,  as  coc- 
puted  from  the  State  and  county  maps,  is  55  square  mfles  in  MaintJ 
29  in  New  Hampshire,  84  in  all,  or  one  square  mile  to  each  1%M 
square  miles  of  basin.  The  lakes  average  0.75  of  a  square  mik 
each  in  extent. 

Forty  hours  are  required  for  the  passage  of  water  from  Ossipee 
pond  to  Saco  in  an  ordinary  stage  of  the  river. 

Power  on  thk  Lowui  SsonoN  or  thx  Saoo. 

If  the  mean  volume  of  water  that,  in  the  present  condition  of 
its  reservoirs,  can  be  oqmmanded  on  the  Saco  river  from  Hinc 
Falls  to  the  tide,  be  assumed  to  be  27,000  cubic  feet  per  minnit, 
for  eleven  hours  a  day,  in  the  low  run  of  summer,  the  gross  power 
developed  in  the  343  feet  of  &11,  is  17,498  horse-power  for  ik 
hours  specified,  or  699,720  spindles.  A  large  proportion  of  this 
power  can  be  economically  improved,  the  opportunities  for  dam^ 
canals,  and  mills  being  unusually  (food.  The  judicious  use  of  the 
reservoirs  would  undoubtedly  increase  this  amount  of  power  b; 
two  hundred  per  cent. 

The  Saco  is  crossed  by  two  railroads  in  its  lower  section,  oo> 
necting  with  Boston  and  Portland. 

The  river  is  navigable  to  the  foot  of  the  Saco  foils,  but  is  close^i 
by  ice  about  three  and  a  half  months  yearly. 
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CHAPTER   XVI. 

THE  SYSTBM  OP  THE  ANDROSCOGGIN. 


Section  1. — ^Ths  Andboscoooin  Basin. 

The  drainage  district  of  the  Androscoggin  occupies  i^p^rtion. 
the  region  of  country  lying  between  the  sea  on  the 
southeast,  and  the  northerly  outposts  of  the  White  Mountains  on 
the  northwest.    It  is  in  its  southern  part  separated  from  the  Saco 
basin  by  the  hydrographic  area  of  the  Presumpscot  and  Royal, 
but  in  the  northern  is  conterminous  with  it.  ^       • 

[See  Map.]    Expanded  laterally  in  the  central  por-  j^^^^^ 
tion  and  tapering  to  a  point  at  each  extreme.    As  a 
whole  elongated,  and  with  the  head  waters,  therefore  at  a  consid- 
erable remove  from  the  ocean. 

Greatest  length,  from  the  ocean  to  the  remotest  D|„,jog|oi^ 
sources  of  the  river,  110  miles;  greatest  breadth, 
from  Randolph,  N.  H.,  to  Fayette,  Me.,  70  miles.  Square  dimen- 
sions, in  Maine,  about  2,750  square  miles ;  in  New  Haimpshire, 
about  850  square  miles ;  total,  3,600  square  miles.  Of  this  nearly 
the  whole  is  located  above  the  lowest  mill  privilege,  and  contri- 
butes to  the  water-power  of  the  main  river. 

Considerably  greater   than    of  any    other   hydro-  ^e^^a^ 
graphic  district  in  the  State,  a  large  proportion  of  the 
northern  part  of  the  basin  being  uplifted  upon  the  northerly  oi&eta 
of  the  White  mountains  and  their  subjacent  and  outlying  highlandfl. 

The  following  points,  it  will  be  noticed,  are  situated  mainly 
upon  the  river  or  upon  railroads,  and  are  therefore  considerably 
below  the  level  of  the  surrounding  districts.  The  figures  denote 
height  above  tide : 


IfOOAums 


DuTflfo  Janetloa, 

Aolmrn  (itetion) 

Lnriston       **      

Iioodo  •«      ,,,,,. 

Meohaaie  Ikllf  (statioo) 

Oxford  (stetfoD) 

SftBt  lavenMn  (itatloB) 

Sooth  Pub  ** 

Look's  MUb  ** 

Head  of  Rnnlbid  MIt,  aboml . . . 

Bathd  (itaUon) < 


J. 


180 
SIO 
»2 
UO 

no 
sio 

860 
S70 
710 
600 
640 


LooALimt. 


AndroflOOffgin  lirer  at  Bethel,.. 

White's  O&ner, 

Month  Pleenot  rirer,  aboat. . . 

State  line,  (G.  T.  R.  oroiBbig).. 

Gorham  itatioa  (m.  h.) 

Head  of  Berlin  SUls,  (m.  h.)  . . 
Head  of  Androiooggin  iiT«r,. . . 
N.  B.  head  of  MagaUowaj  riT.» 
N.  W.        ««          "  «• 

UmbagogUkei, l,S66lo 


Eeel. 


630 
659 
OSS 

700 
690 
802 
1,048 
3,000 
1,640 
S,917 
Mil 


W  Am  MWBE  iff  MAINB.  fTAn  I| 

The  high  general  elevation  of  this  district  combined  with  ii 
brokenness  of  surface,  secures  a  yeiy  large  amount  of  power  upcj 
the  streams,  in  proportion  to  its  extent  and  its  vplume  of  annoj 
discharge.  I 

Qecdogieai  Ouciss  is  prevalent  at  the  outfall  of  the  river ;  theiK3 

'^'*'^*^°^  north  to  Jay  mica  schist,  with  abundant  granite  on  i^ 

right  bank.  From  Jay  northward,  granite  and  gneiss,  with  d^ 
slate  about  the  Umbagog  lakes.  Qood  building  stone  abnndai 
in  all  parts  of  the  basin,  as  detailed  in  Part  III.  of  this  Report 

Surface  aspect,  hilly  in  the  lower  third ;  excessiv^ 
broken  and  mountainous  in  the  upper  two-thirds,  ^ 
narrow  intervales  and  limited  level  tracts  interspersed. 

Surface  materials,  indicated  as  follows,  in  response  to  inquiries 
some  of  the  towns  specifying  two  or  more  of  the  forms  as  abu^ 
dant: 


Qrayel. 

Sud. 

Sandy  Lomh. 

I^oam. 

CUjLoam. 

CUj. 

8 

8 

8 

6 

1 

I 

Showing  a  preponderance  of  coarse  soil  and  one  admitting  1h 
rapid  absorption  and  transmission  of  water. 

£.  S.  Goe,  Esq.,  of  Bangor,  a  most  competent  authority,  judge) 
1,480  square  miles  of  the  basin  lying  north  of  the  river  and  wtsi 
of  Bumford,  in  both  Maine  and  New  Hampshire,  to  be  still  coveiei 
with  forests.  This  is  considerably  over  one-third  of  the  wk^ 
drainage  territory,  without  any  account  of  the  large  amount  d 
forest  below  Rumford  on  both  sides  of  the  river.  Undoubtedly 
considerably  over  half  still  remains  in  the  wilderness  state. 
2^1^^  The  yearly  precipitation  of  moisture  upon  this  basii* 

including  both  the  Maine  and  New  Hampshire  portioL:! 
thereof,  is  estimated  as  nearly  338,000,000,000  cubic  feet.  The$6 
figures  are  based  upon  an  assumed  average  downfall  of  forty4wi 
inches,  the  influence  of  the  mountains  being  disregarded  becaose 
not  asoertained. 

Section  2. — ^Thb  Aksboscogoin  Eivee. 

0^^^  West  of  south  in  the  northern  part,  east  in  t^ 

central,  southeast  in  the  lower,  as  a  whole  nonit- 
southeast. 


n  'I , » it:: 


The  principal  tributaries  are  as  given  below : 
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Afflneoli. 


Rromthe 


rightbukk,  I 


From  the  left  bank,. 


UtHe  ABdroeOQgglii»,. 

Twenty  Mile, 

Sftbettus, 

DeMl, 

WebVe 

oinnf  • • 

miu, 


Auban. 

Tamer. 

Lisbon. 


Uizfleld. 

Mezioo. 

Ramford. 


Kane. 


Little  Androseoggin, 

Twaaty-Mile*. 

SabftUna, 

Deed 

Wobb'e» 

Bwift, 

BIli«, 


Basiv. 


Length, 
milee. 


SO 
1» 
16 
S3 
17 
2) 
18 


Breadth, 
miles 


15 

18 

7 

ft 

11 

8 

13 


Area, 
aq  miles. 


280 
IftO 
76 
86 
135 
133 
150 


Stbbam. 


Length,  I    Bitimated  dia- 
miles,    'eharge,  eabie  feet. 


40 
26 

28 
23 
24 
26 


10,920,000,000 
6,860,000,000 
2.935,000,000 
8,300»000,000 
5,265.000,000 
5,187,000,000 
6,850,000,000 


The  figures  for  the  two  streams  which  unite  and  form  the 
Androscoggin  are  as  follows,  those  for  the  Outlet  Stream  being  for 
tlie  whole  TTmbagog-lake  system : 


BT&iBii 

Basix. 

SlBHAM. 

Length, 
miles. 

Breadth, 
miles. 

Area, 
sq.  miles, 

Length, 
mi&. 

Bstimated  dis- 
obarge,  onbio  feet. 

If amllowaT 

87 
60 

18 

20 

400 
600 

60 
63 

16,600,000,000 
19,500,000,000 

OnUet  Stream, 

The  Androscoggin  takes  its  origin  and  is  entitled  to  its  name, 
only  from  the  point  of  confluence  of  the  Magalloway  and  Umba- 
gog-lake  waters.  The  number  of  streams  in  the  system,  repre- 
sented on  the  State  map,  is  669,  of  which  543  are  in  Maine  and 
126  in  New  Hampshire. 

Of  the  Androscoggin  proper,  167  miles ;  from  the  j^^^^g^^ 
remotest  sources  of  the  Magalloway,  SCO  miles ;  66 
miles  of  its  length  are  in  New  Hampshire.    Its  most  valuable 
water-power  section,  from  Rumford  falld  to  the  tide,  is  T5  miles 
long ;.  but  in  fact  it  is  a  water-power  rirer  in  its  whole  length  from 
the  lakes  to  Brunswick,  150  miles. 

The  estimated  discharge  from  the  basin  for  the  year  y^<^^^j^ 
amounts  to  135,000,000,000  cubic  feet.    Of  this  nearly 
the  whole  is  tributary  to  the  working  power  of  the  river,  all  in  fact 
except  a  small  quantity  passed  into  it  below  the  Brunswick  falls. 

6 
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variiitioM  This  river,  like  the  Saco,  belongs  to  the  class  of 

of  volume.  variable  rather  than  of  constant  rivers,  as  regards  its 
mass  of  water  at  different  seasons  of  the  year.  This  is  due  to  the 
excessively  mountainous  character  of  the  upper  portion  of  its 
catchment  basin,  together  with  the  bareness  of  a  considerable 
part  of  the  mountain  surfaces.  Hence  it  rises  rapidly,  and  falls 
away  rapidly,  runs  hi^h  in  spring  freshets  and  low  in  summer 
drouths.  This  at  least  is  naturally  its  character,  and  aside  from 
modifications  effected  by  artificial  iniprovements,  and  especially 
its  character  aboyo  the  Rumford  falls. 

Below  the  falls,  however,  it  is  materially  altered.  The  channel 
at  the  pass  of  the  falls  is  only  ninety  feet  wide,  and  accordingly, 
like  the  "Gates"  at  Hiram  falls  on  the  Saco,  dams  back  the 
volume  of  freshets,  producing  a  great  rise  above,  but  equalizing 
the  flow  below.  Hence  the  chief  manufacturing  portion  of  the 
river  is  in  a  manner  protected  against  the  chance  of  destructive 
rises  of  water. 

The  natural  inconstancy  of  the  river  is  already  to  a  consider- 
able extent  overcome,  and  can  be  to  a  far  higher  degree,  by  the 
use  of  its  great  reservoirs  for  storage  purposes,  and  this  at  little 
expense.  Further  remarks  upon  this  will  presently  be  made  iit 
another  connection. 

Mr.  Lockwood  reports  the  low  run  at  Lewiston  at  94,000  cubic 
feet  per  minute,  for  eleven  hours  a  day,  or  42,000  per  minute  for 
the  twenty-four  hours.  The  low  run  at  Brunswick — ^to  which  over 
400  square  miles  more  of  territory  are  tributary,  and  streams 
which  are  largely  improved  for  manufJEu^turing,  and  therefore  com- 
paratively furnished  at  low  water — is  not  far  from  125,000  cubic 
feet  per  minute,  eleven  hours  a  day,  or  5*7,000  per  minute  for  the 
whole  twenty-four  hours.  The  low.  run  continued  day  and  night 
throughout  the  year  would  carry  off  about  20.3  billions  of  cubic 
feet,  or  less  than  one-fourth  of  the  estimated  total  annual  discharge 
of  the  river.  So  flEtvorable  an  exhibit  is  due  in  part  to  the  reserve 
of  water  for  manufacturing  purposes. 

The  range  from  lowest  to  highest  water  at  several  points  ap- 
pears in  the  table  annexed : 


LooalitiM. 

Feet. 

1 

1                  Iiooalities. 

Feet. 

Bniniiwiok  falls.. ....... ...« ...« 

10 

8 
7 
8 

Rnoiftwd  Iklls. 

20 

Lewicion      "    

Bethel,  f ATentce) 

52 

Lisbon         "    

Bethel,  (estrame) 

28 

Tjlyermoro    **     • 
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Prom  the  point  where  the  waters  of  the  Magalloway  ^ 
and  the  Umbagog  lakes  coalesce  and  give  origin  to  the 
Androscoggin,  to  the  tide  at  Brunswick,  is  a  distance  of  150  miles, 
with  a  fall  of  1,256  feet.  The  mean  slope,  therefore,  is  8.33  feet 
to  the  mile,  corresponding  to  an  angular  depression  of  5'.5  circular 
measurement  per  mile.  The  current  is  generally  swift,  but  like 
that  of  the  Saco,  is  gentle  or  even  languid  in  parts  for  considerable 
distances,  as  above  Rumford  &lls,  the  greater  proportion  of  the 
whole  descent  accomplishing  itself  in  steep  rapids  and  in  numerous 
and  comparatively  profound  falls. 

The  slope  of  the  river  in  its  main  water-power  section,  from 
Rumford  falls  to  the  tide,  a  distance  of  T5  miles  and  a  fall  of  600 
feet,  is  eight  feet  to  the  mile,  or  5'. 2  circular  measurement. 

As  respects  the  number  of  lakes  the  Androscoggin  j^^ 
system,  as  represented  on  the  State  map,  falls  some- 
what below  the  average  for  the  State,  the  enumeration  for  the 
Maine  portion  being  133,  and  for  the  New  Hampshire  portion  15, 
a  total  of  148 ;  whereas  the  number  proportioned  to  its  area  would 
be  195.  A  large  number  of  small  ponds  scattered  throughout  the 
mountainous  portion  of  the  basin  are  not  represented  upon  the 
map.  These  afford  local  power  of  value  and  contnbute  to  the 
uniformity  of  the  main  stream,  and  will  do  so  in  still  higher  degree 
when  put  to  use  as  reservoirs. 

PRINCIPAL  RESERVOIRS  OF  THB  ANDROSCOOaiN  AND  ITS  TRIBUTARIES. 


Name. 

Connected  with 

Approximate 

area  in  sqaare 

miles. 

Present 

storage  in 

feet* 

Additional 
storage  feasi- 
ble in  feet.* 

TaTlor  Dond 

Little  Andro8*n  Ht., 
do               do 
do              do 
do              do 
do              do 
do              do 
do               do 
do               do 
do              do 
do               do 
do               do 
do               do 
do               do 
do              do 
do               do 
do              do 
do              do 
do              do 
do               do 

2.00 
0.85 
0.56 
0.60 
1.25 
•8.00 
1.40 
0  76 
0.80 
0.25 
2.50 
0.30 
0.30 
0.30 
0.35 
0.65 
0.60 
0.30 
0.36 

4 
4 
4 
4 

No  dam. 
6 
Dam. 
9 

No  dam. 

il 

0 

No  dam. 

16 

No  dam 

No  dam. 

Dam. 

Dam. 

Dam. 

t 

4 

Upper  Range  pond, 

MiddleRaoge    «•    

lK>wer  Range     **    

Tripp                 «•    

Thompson          "     

Hogan  and  Green  ponds, . . 
SfttordaT  nond. 

Mooee         «*    

10 

Matthews  "     

Great  Penneanwaaaa  pond, 
^orth  Dond. 

[lam  fiat. 
15|  and  on  a 

Little  Fenneeseirassa  pond. 
Sand  pond, 

10 

Moose.  (Paris)  pond 

Mud  and  Hioks  ponds 

Bryant's  nond. 

Seyeral  feet. 

Several  feet. 

Might  be  im- 

[proved. 

Indian       **     ........... 

TwiteheU  "    

Twenty-one  ponds, 

- 

21.90 

- 

- 

*  Stonge  Off  the  Little  Androscoggin  riTer,  reported  by  S.  V.  Waterman  and  Isaac  Farrington,  Bsqs., 
of  Mechanic  Vails.  Messrs.  W.  wad  V.  Jndge  the  ponds  connected  with  the  rirer  to  sum  28  square 
mttcs  of  sorfttfe. 

t  maaks,  as  shove^  indicets  that  the  stonge  has  not  besn  rcpcrted. 
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PBINCIPAL  BIBBRTOIRS  OF  THE  ANDROSOOGGIN  AND  ITS  TBIBUTABIE& 


Name. 

Oonneeted  with 

Approziinate 

area  In  square 
mUei. 

Present 

storage  In 

feet. 

A4ditioaaI 

stonce  fead^ 

is  feet. 

PtoMant  nond. 

Twenty  MUe  dr., 
do              do 
do             do 
do             do 
do              do 
do              do 
do              do 
do              do 

0.60 
0.S0 
1.05 
0.M 
0.75 
0.80 
0  85 
0.26 

Dam. 
Dam. 

B 

4 
S 

« 

Bratian'i  •*     • 

Bear          ••            

Boath         " 

,^^ 

North        ««     

Bangermook  pond, 

lalirador  [2]  ponds, 

Pleasant  (Somner)  pond,. . 

0 
0.7O  aq.  miki 
[eanbelknni 

Nine  oonds. 

4.65 

Name. 

Oonneeted  with 

Appfozbnate 

arsa  in  square 

miles. 

Pkeeent 

storage  in 

feet 

Aditttional 
stance  feaa^ 
inlbet. 

Androaooggin  pond 

Wind's  Dond 

Dead  river, 

do       do 

do       do 

do       do 

do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

6.75 

1.00 

IM 

f.20 

2.25 
3.10 
0.80 
0.25 
1.25 
0.25 
0.85 

0 

6to8 

etes 

6to8 

4 
8 
Dam. 

"8 
Dam. 

6,withlazge 

2to4sbjeBtti^ 
down  ootlflt 

2to4,b7eQtt% 
down  oatleL 

itod.byoitti^ 

downoatkL 

Seroml  feet. 

T|Qf««ioiv*s  Dond. 

Pond  aboFo  Lovvjoy's, .... 
Orotohed  nond 

Parker's     "    

i 

David's       •*    

Tilton's       «•    

Pljing        "     

Kimball's  «•    

Mt.  Vemoii  pond, 

SeiTenl  net. 

Kleren  ponds, 

- 

16.20 

- 

.. 

fame. 


Webb's  pond, 

Bwift-river  ponds  (three  in 

townships,)...? 

ICIlis  pond, ,^ 

Little  Ellis  pond, 

Six  ponds 


Oonneeted  with 


Approximate 
area  in  square 
mUes. 


Webb's  river, 


Swift 

EUis 

do 


do 
do 
do 


8.00 

2.25 
1.25 
0.85 


7.85 


Present 

storage  in 

Ibet. 


Dam. 
Dam. 


Addidona] 
storage  fiaasibk 
in  feet 


*  Blanks  not  reported. 
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PBINCtPAL  RB8EBV0IB8  GF  THB  AKBROOOOGGIS  AND  ITS  TBIBtTTABIBS. 


Nmb«« 


Bdbttttiu  pond, 

Wllion      ««    

Iiittl«  WUna  pond, 

Bates  poDd, 

Long      ** 

Boiuid    **    /..... 

MoosehlU  pood, 

Whitney      "     

Foraet         **    

Worthley    ««     

Oo]iooid<2)  pQiidi» 

North  "    

Bonih  ««    

Bnnaide  <•    [h.h.]. 

Umbftgog, 

WelokenobMOok  ud  th« 

pond  below,t 

Moleohaiikeiiiiink,t  -. 

Mooseloemagqatio 

Capeaptie 

Baagely  lake, 

Qnimby  pond, 

Gall  (S)  pondi, 

Long  pond, 

VanoQs  small  nonds, 

Pannaohane  lake, 

John's  pond,. 

Kennebago  pond, 


ITiirty-six  ponds,. 


OoikiMeted  with 


Androeoo'gln  rlr.. 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 


Magalloway  river, 
Kennebago    do 
do  do 


Approzlmate 

PNeent 

nrealasqaare 

storage  In 

mUes. 

feet.* 

4.00 

'Dam. 

3.00 

8 

O.M 

Dam. 

0.S0 

m. 

0S5 

4to6 

0.26 

4to6 

0.26 

. 

1.00 

Dam. 

0.26 

Dam. 

200 

8 

0.66 

.. 

0.86 

mm 

0.80 

• 

1.60 

w 

18.00' 

14 

11.16 

12 

10.00 

80 

12 

21.00 

14 

8.00 

14 

U.OO 

•4 

0.40 

.. 

080 

mm 

1.00 

^ 

1.00 

• 

3.60 

» 

1.60 

mm 

4.00 

- 

106.86 

MB 

Additional 

storage  feasibia 

infsel.* 


2or8 


2 
2 

[bj  flowUig. 
OukbeuK 


5,  by  flowing. 
Several  feet. 
4 


4 
4 

10 


SeTeial  feet. 


The  foregoing  88  principal  lakes  and  ponds  sum  156.25  square 
miles  in  surface. 

The  aggregate  of  lake  surface  in  the  Androscoggin  basin,  esti- 
mated from  the  map,  is  218  square  miles ;  or  one  square  mile  to 
each  seventeen  square  miles  of  basin.  The  average  size  of  the 
lakes  is  1.48  square  miles,  or  nearly  twice  the  average  for  the  Saco 
basin. 

The  tTmbagog  serieSi  comprising  four,  or,  as  some-  TheUmbi«og 
times  divided,  six  large  lakes,  have  an  area,  as  com-  "*^** 
puted  from  the  map,  of  seventy-seven  square  miles.    The  several 
lakes  of  the  system  are  not  upon  the  same  level,  as  shown  in  the 
table  annexed : 


^MHB^*^^ri 


Naow. 


Umbagog, 

KSehaidson 

Mooeelnomagantie, . 
Rangely 


DIstaaoe  fh>m  the 
preceding  lake. 


6  miles,. 

1  mile,. . 

2  miles. 


Height  above 
tide  in  Ibet. 


1,266 
1,466 
1,486 
1,611 


Differenoe  of 
level  in  feet. 


200 
80 
26 


*8tonige  of  ti»e appcr  poctton  of  the  Androeeogght  reported  liy  S.  B.  Coe,  Afaner  Toothsker  and 
others.  , 

t  MotoahankMinmk  end  Welokieiiebeoook  sie  sonaetiinm  dused  together  as  Klcbaidson  lake. 
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They  have  been  converted  into  reservoirs  under  conditions  as 
follows : 


Name. 

Height  of  dam. 

Greatest  head  of  water. 

TTmbiiffOff. .... 

Fourteen  feet. 
Sixteen      " 
Twenty      " 
Ten            " 

Fourteen  feet. 

Richardflon ...■ 

Twelve         " 

Moofleluoinaffiuitio. 

Fourteen      ** 

Rangeljr, 

Four            " 

The  lowest  dam  in  the  Umbagog  series  is  at  Enrol,  N.  H.,  and 
is  below  the  junction  of  the  Magalloway  and  the  Outlet  stream. 
By  its  means  the  former  is  at  high  stages  of  water  backed  into 
Umbagog  lake  and  thus  made  tributary  to  its  storage.  The  area 
tributary  to  the  whole  system  is  about  900  square  miles,  including 
the  Magalloway  country,  and  the  surface  being  mountainous  and 
heavily  wooded,  its  drainage  is  great. 

The  mean  head  raised  upon  the  lakes  by  the  present  dams  is 
eleven  feet,  whfch  involves  the  storage  of  nearly  24,000,000,000 
cubic  feet  of  water.  The  lakes  always  fill  to  their  utmost  capacity 
in  the  spring,  and  in  the  fall  usually  rise  about  two  feet,  the  gates 
of  the  dams  being  left  open.  The  three  principal  dams  have  in 
addition  to  the  gates,  waterways  averaging  thirty  feet  wide  by 
six  feet  deep. 

The  water  reserved  as  above  stated,  if  reduced  one-fourth  by 

« 

evaporation  and  infiltration  on  its  way  to  the  tide,  would  yield  in 
the  total  descent  of  1,256  feet,  a  gross  power  of  200,000  horse,  for 
eleven  hours  a  day,  312  days  a  year.  Upon  the  "  Lewiston  falls" 
alone  it  would  yield  about  9,000  horse-power  for  the  same  time, 
more  than  doubling  the  present  power.  But  in  fact  the  storage 
could  be  used  in  six  months,  if  so  required,  the  natural  run  of  the 
river  sufficing  for  the  other  six. 

The  "Black  The  Black  branch  of  Ellis  river  approaches  at  its 

northwest  extreme  within  a  short  distance  of  Richard- 
son lake  of  the  Umbagog  series.  A  survey  was  made  in  the  year 
1866  by  Noah  Barker,  Esq.,  late  State  Land  Agent,  with  a  view  to 
determining  the  feasibility,  at  reasonable  expense,  of  a  cut  from 
lake  to  branch,  of  such  dimensions  as  to  admit  of  the  running  of 
lumber,  and  the  diversion  of  the  waters  of  the  upper  five  lakes,  or 
a  part  thereof,  from  their  natural  discharge  into  Umbagog  lake, 
directly  into  Black  branch,  and  thence  into  Ellis  river  and  the 
Androscoggin. 

Mr.  Barker  reports  the  distance  from  the  southeastern  extremity 
of  the  lake  to  a  point  of  equal  elevation  on  the  branch,  5,200  feet. 
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Mazimnm  depth  of  excavation  required,  (the  ordinary  level  of  the 
lake  being  assumed  as  the  datum-line,)  28.32  feet.  Total  amount 
of  excavation,  151,255  cubic  yards.  Whether  any  part  of  the 
uxider-stratum  is  ledge  was  not  ascertained. 

At  the  low  stage  of  the  river,  water  from  ITmbi^og  lake  reaches 
Lewiston  in  from  thirty-six  to  forty-eight  hours.*  The  time  occu- 
pied varies  with  the  lowness  of  the  river  and  the  volume  liberated 
from  the  reservoir. 

Power  on  the  Lower  Section  of  the  Androscoggin. 

If  the  mean  volume  of  water  that  can,  in  the  present  state  of  its 
reservoirs,  be  commanded  on  the  river,  in  the  low  run  of  summer, 
from  Rumford  falls  to  the  tide,  be  assumed  to  be  75,000  cubic  feet 
per  minute,  for  eleven  hours  a  day,  the  total  power  of  this  section 
of  the  river  is  85,200  horse-power,  gross  measurement,  for  tbe 
hours  specified,  or  3,'74'7,600  spindles.  What  proportion  of  this 
power  can  be  economically  appropriated,  it  is  not  possible  now  to 
determine ;  the  proportion  is,  however,  unquestionably  unusually 
large,  owing  to  the  fftvorable  conditions  of  the  bottom  and  banks, 
and  the  advantageous  character  of  the  falls  and  rapids  with  refer- 
ence to  improvement.    Not  an  eighth  part  of  it  is  now  used. 

The  water-power  of  this  river  from  the  tide  to  Jay  inclusive,  is 
already  furnished  with  excellent  railroad  communication  close  at 
hand,  and  from  Bethel  to  the  State  line  the  Grand  Trunk  follows 
the  immediate  bank  of  the  river.  Indeed,  no  portion  of  the  river 
below  the  State  line  is  far  removed  from  railroads.  It  is  naviga* 
ble  to  the  foot  of  the  lowest  fallB,  for  smaU  craft,  for  about  two* 
thirds  the  year. 

*S.  B.  Bewoe  k  Co. 
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CHAPTER   XVn. 

THS   SYSTEM    OF  THE   KENNEBEC. 


Loeatlon. 


Dimooddons* 


Section  1. — ^The  EIsnkebso  Basin. 

The  basin  of  the  Kennebec  lies  next  east  of  that  of  the 
Androscoggin,  and  extends  from  it  nearly  to  the  mid 
longitudes  of  the  State,  and  from  the  highest  latitade  of  Moosehead 
lake  to  the  sea. 

[See  Map.] 

Length,  145  miles ;  breadth,  t5  mflies ;  area,  5,800 
square  miles.  It  lies  wholly  within  the  limits  of  the 
State.  About  450  square  miles  are  drained  into  the  river  below 
the  Augusta  faUs. 

Less  than  that  of  the  Androscoggin,  owing  to  its 
further  removal  from  the  White-mountain  higfaland 
At  the  same  time,  midway  the  basin,  north  and  south,  there  occur 
in  isolated  peaks,  Saddleback,  Abraham,  Bigekm,  etc.,  the  loftiest 
elevations  in  Maine  except  Katahdin. 

The  following  table  indicates  the  general  rise  of  the  surfaoe  from 
the  tide  at  Augusta  to  the  head  of  the  basin.  The  points  design 
nated  are,  however,  lower  than  the  districts  l^  which  they  are 
respectively  surrounded,  since  they  are  situated  near  or  upon  the 
river: 


■Berttion. 


IiooAums. 

Feet. 

« 

LOOALRIBB. 

Fbei. 

Foot  of  Tioonio  baj 

86 

76 

91 

107 

120 

220 

187.75 
166.60 

283.20 
816 

Mooeehead  lake,  (about) .... 
Long  pond,  (Moose  river), . . 
Wood  Dond 

1,028 
1.094 
1,094 
1,094 
1,610 

Ken'beo  at  Kendall's  MiUf  dam, 
Head  of  EendaU's  Mills  rips,. . 
WateniUe  fstation) 

Attean  nond 

Kendall's  MUls  (sUtion), 

Skowl^effaif  nlain. . . .  r .... .... 

Parlin  pond, 

Moose  rirer,  at  mouth  of  N. 
W.  branoh, » 

Surfaoe  of  Ken.  fIt.  nnder  Nor- 

1,844 
1,810 
1,868 
2,069 
1,950 
8,118 

ridgewook  bridge,  Jane,  '68,* 
Same  point  in  freshet,  1832,* . . 
Snrfooe  at  top  of  dam  at  Madi- 
son bridge,* 

Valley  of  Sandy  sCiMun 

Sonroe  of  Sandy  stream, .... 
Sonroe  of  Wood  stream, 

Height  of  Lake  EmUy 

8.  W.  head  Moose  river 

Caiatnnk  faUs,*  head  of, 

*  B.  &  Walen,  DlTlsion  Bngineer,  Somerset  B.  B.,  at  the  request  of  OoL  A.  W.  Wlkte,  Chief 
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In  the  following  table,  the  elevfttion  of  places  Bomewhat  remoyed 
from  the  main  river  is  given : 


LooAinnB. 


MoDnumth  (afeftfeioD)» 

Winihrop  "        

BeMifi«M  **        

Belgnde  •*        

West  Watenrllle  (itfttion), 

Clinton  (station), 

Hnmhani      •*       ....•..• 
Farmingtoa  **       


270 
213 
820 
260 
243 
128 
168 
441 


LoGAUini. 


fl^w^M  yllltgf , 

Pittsfleld  (station) 

11011  pUft  *'  ......... 

JBait  Nowpoity  •..•••••...«• 

Dexter, 

Thondike,. 

Unity, 

Moniaon  Oonen,  OUnton, . . 


Feet. 


At  Hunter's  mlUt,. 

At  Bnmhain, 

At  UbbT*!  mills,.. 


HEIGHTS  OF  THB  BBBASnOOOE  BIVBB.* 

118 


134 

218 


MooM  pond, • 

Little  pond  aboTe  Ifoote  pond,. 
Onenme  above, 


228 
202 
192 
261 

422 
498 
194 
216 


2U 
260 
801 


HEIGHTS  ON  THE  BELFAST  AND 

266 
276 
187 


Plymouth  bog 

Plymonth  Tillage, 

Me.  Gen.  R.  B.  in  Plymonth  tU., 
Ea£t  Braneh  Sebastloook  rlTer  In 

]>etrolt  Tillage 

CSarleton's  mill  p<md,  Troy, 

Green's  Comers 

Cbaee's  Corners,  near  Unity  tU.,. 
Abbotf  s  smamit,  Knox, 


169 

187 
270 
207 
623 


MOOBBHBAD  LAKE  BAILWAY.f 

Boundary  of  Thomdike  A  Jaek- 
son,  baek  of  Peaee  hUl 618 

Sparrow's  ledge,  Thomdike,. . .       614 

In  the  road  E.  of  Harmon's  Cor. 
(near  Morton's),  Thomdike,.       482 

Head  of  ParsonsP  tmlley,  Thom- 
dike,         410 

Cofin  notoh,  Thomdike, 698 


The  prevailing  rock  from  the  mouth  of  the  river  to  oeoiockei 
Gardiner  upon  both  slopes  is  gneiss,  mica  schist  occu- 
pying a  considerable  portioni  however^  of  the  right  bank.  From 
Gardiner  northward,  mica  schist — ^running  into  clay  slate  in  spots 
and  elsewhere  into  gneiss,  and  broken  by  intrusions  of  granite^  as 
at  Hallowell  and  Augusta  for  example — prevails  as  far  as  Concord 
and  Bingham,  where  clay  slate  is  alone  or  chiefly  exhibited.  The 
slate  occupies  the  north  part  of  the  basin,  with  the  exception  of 
a  belt  of  sandstone  west,  and  a  district  of  granite  east  of  Moose- 
head  lake.  In  nearly  all  parts  of  the  basin  granite  of  sufficientty 
good  quality  for  ordinary  building  purposes  is  to  be  had  near  at 
hand.  The  granite  of  Hallowell  is  one  of  the  best  building  stones 
in  the  world,  of  great  solidity,  and  almost  marble-like  in  appear- 
ance when  dressed. 

Hilly  from  the  sea  north  60  miles.    In  lower  Somer-  snrftoe 
set  county  the  Jiills  subside  into  low  undulations.  ®**™******^ 
About  the  confluence  of  Dead  river,  mountains  close  in  upon  the 
river,  and  cover  the  whole  breadth  of  the  basin.    In  the  vicinity 
of  Moosehead  lake  the  mountains  recede  or  disappear,  and  the 
valley  opeus  into  a  broad,  plain  countiy.    The  northeast  part  of 


*  From  a  waxrey  tor  a  proposed  canal,  by  Jemw  Hill,  0.  K.  Does.,  1887. 

t  Bepocted  by  A.  L.  MortfBier,  0. 1.,  firam  a  Prellmlaaiy  florrcy  by  CoL  A.  W.  WDdee,  C.  E 


do 
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the  bafiin  is  very  rough,  being  covered  "with  the  easterly  offset^  •: 
the  White  Mountains.  As  a  whole  the  topograhpical  aspeti  :^ 
the  district  is  broken  and  diversified. 

Towns  have  reported  their  prevalent  surface  materials  a.s  !1- 
lows: 


Grarel. 

SaDd. 

Sandy  Loam. 

Loam. 

QayLoam. 

GUj. 

6 

6 

1 

14 

4 

• 

Showing  a  marked  preponderance  of  finely  pulverized  and  watr.r- 
retaining  soil.  Sands  and  gravels  are  probably  more  abundant  k 
the  northern  and  mountainous  districts. 

The  proportion  of  forest-covered  surfaces  still  remaining  up:: 
the  basin  is  judged  to  be  not  less  than  3,800  square  miles,  or  tw.- 
thirds  of  its  whole  extent.* 

The  annual  sum  of  rainfall  due  to  the  area  of  tli 
hydrographic  district,  is  666,000,000,000  cubic  feet. 


R^fafttll 


Ooune. 


Section  2. — ^The  Kennebec  RrrER. 

South — diversified  by  a*  sweep  to  the  west  in  iir 
northern  part,  an  abrupt  diversion  to  the  east  in  tly 
central,  and  a  gradual  recovery  of  westing  in  the  southern. 
Affluents,  The  principal  tributaries  are  the  following : 


From  the  right  baak,< 


Vkom  the  Mt  h$ok, i 


Cobbosseeoontee, 

BmerBOD, 

Sandy, 

Dead, 
Moose, 
Sebastioook, 
WeMeransett, 


Whara  reeeired. 


Gardiner, 
WatenriUe, 

Starka, 


Bowtown, 
Mooeehead  lake, 
Window, 
Skowhegan. 


Name. 


Oobbosseeoontee, 

Smerson, 

Saady, 

Oarrabaiaett, . . . 

Dead, 

Uooee, 

Sebaetioook 

WeflMnuiMtt, . . 


BAsur. 

Length, 

Breadth, 

Area, 

Length, 

mUes. 

mUei. 

•q.mUea. 

mUea. 

S6 

16 

1»5 

36 

20 

15 

186 

42 

40 

23 

610 

60 

S6 

24 

290 

43 

41 

40 

832 

64 

48 

24 

650 

70 

60 

27 

710 

59 

22 

8 

110 

26 

Snauv. 


Estimated  dir 
charge,  evbie  fet 


7,7eO,OM,«'5* 
7,3OO,O00.(!')il 

19,890,000,0'^> 

U,310,OW.OW 

32,448,00(1,0* 

25,860,000,* 

27,690,000,^^ 

4,290,000,0* 


*  J.  M.  Haines,  Ifiiq. 
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Ab  appears  above,  tiie  Kennebeo  draws  the  far  greater  propor- 
tion of  its  waters  from  the  west.  The  riyer  is,  in  fsu^t,  a  sort  of 
catch-water  conduit  running  across  the  outfalls  of  the  drainage 
valleys  leading  to  it  from  the  White  Mountain  upland.  There  are 
1^084  streams  in  the  system,  represented  upon  the  State  map. 
The  Kennebec  is  entitled  to  its  name  frx)m  Moosehead  lake  to  the 
sea.    Moose  river  is  rather  a  tributary  than  a  continuation. 

From  Moosehead  lake  to  the  ocean,  including  the  ^^^q^^ 
more  considerable  winding^,  166  miles.  From  the 
source  of  Moose  river  to  the  sea,  227  miles.  The  gprand  water- 
power  section  of  the  river,  from  Moosehead  to  Augusta,  is  112 
miles  long,  in  other  words  its  whole  length  to  the  tide.  The 
average  width  of  the  river  at  Aug^ta,  mean  of  four  points,  is  760 
feet. 

The  estimated  annual  discharge  of  the  river  is,  in  y^^^^^ 
cubic  feet,  226,000,000,000.      Of  this  about  26,000- 
000,000  cubic  feet  fall  into  the  main  river  below  the  Augusta  Mis, 
and  is  productive  of  important  power  on  its  passage  to  the  river, 
as  on  the  Cobbosseecontee. 

In  the  summer  of  1866  Col.  DeWitt  found  180,000  vwiatioDsor   - 
cubic  feet  per  minute  passing  Augusta  at  the  time  of  ^  "^ 
lowest  run,  for  the  whole  24  hours. 

The  above  figure  is  based  upon  measurements  made  in  the 
summer  of  1866  only.  During  that  season  the  rainfall  was  con- 
siderably in  excess  of  the  ordinary  mean  for  that  part  of  the  year. 
The  following  table  furnished  by  R.  H.  Oardiner,  Esq.,  gives  the 
receipt  of  moisture  at  Oardiner  for  five  months  of  1866,  and  the 
mean  moisture  for  the  same  months  for  80  years  : 


1866. 

May, ....r 

June, 

July,  

Aagurt, 

September, 


It  appears  therefore  that  the  receipt  of  moisture  at  this  point, 
and  probably  throughout  the  Kennebec  basin,  for  the  designated 
five  months,  exceeded  the  average  by  4.6  inches,  or  by  twenty*five 
per  cent. 
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Taking  acoonnt  of  JxjIj,  August  and  September  alone,  the  ordi> 
narj  extreme  diy  months,  the  exceaa  is  about  thirty-three  per 
cent.  It  is  reas(»ial>le  to  suppose,  therefore,  that  the  delivery  of 
the  Eennebeo  river  for  the  ordinary  diy  months  of  that  somma 
was  greatly  in  exeess  of  its  ddivery  for  the  diy  months  of  somma 
in  the  average  of  years.  Yet  in  the  severest  drouths  the  ordinary 
feet  flow  at  Augusta  will  probably  be  found  to  be  78,000  cubic 
per  minute  for  the  24  hours,  or  170,000  cubic  feet  per  miaute  for 
11  hours  a  day.  The  low  run,  at  Augusta,  continued  throughout 
the  jrear,  would  carry  off  nearly  40  bOUon  cubic  feet,  or  one-fiflli  of 
the  estimated  total  annual  flow  at  that  point. 

The  mean  flow  for  the  whole  summer  season  of  1866  was  found 
to  be  175,500  cubic  feet  per  minute.  This  being  for  the  whole  sum- 
mer season  was  not  so  much  in  excess  of  the  average  as  was  the  ex- 
treme low  run.'  It  is  a  low  estimate  that  the  average  wiD 
be  found  to  be  122,350  cubic  feet  per  minute  for  the  twenty-foni 
hours,  or  293,640  cubic  feet  for  11  hours  a  day. 

Ool.  DeWitt  computes  the  volume  of  water  passing  the  Au- 
gusta dam  in  time  of  freshet,  as  follows : 


D^ih  oa  the  dam. 

Cubic  feet  pw  miiiate. 

6  flMi. .^ •••  «»•. ....  •••«  •«>. 

1,931,904 

3,199^9S 

W    M.WVJ  .•••    ««••    «•••    ...•    .••«    M*.    ••••    *•*•    *•••    *.*•    ••••    ••-. 

7        («                                                                             V 

Prom  five  to  seven  feet  on  the  dam  are  usually  observed ;  ten 
feet  are  alleged  to  have  been  seen  once  during  the  past  twenty 
years. 

The  average  range  from  lowest  to  highest  water  at  various 
points,  is  exhibited  in  the  following  table : 


LOOAUfOB 


Augusta  dftm, 

WatervlUa, 

Somenet  Mllb, 

EendairgMill 

Skowhegan,  abo^e  the  fiUls,. 


7 
8 
8 
8 
13 


LooAurm. 


Skowbogaa,  below  the  fUls, 

Norridgewook,. 

Madison  bridge 

OarratankfkUs,... • 


18 
15  to  10 


The  absolute  range  is  greater  than  upon  the  Saco  and  Andros- 
coggin, as  would  be  anticipated  from  the  larger  size  of  the  river 
It  is  greater  in  the  upper  section  of  the  river  than  below ;  bat  it  is 
at  no  point  so  suddenly  reduced,  as  below  Bumford  fiJls  on  the 
Androscoggin,  and  Hiram  falls  on  the  Saco.  As  a  whole,  the 
river  is  moderately  constant  in  its  volume  in  its  natural  state,  and 
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is  capable  of  being  made  by  reBervoir  improvement  practically 
uniform  thronghout  the  year,  to  the  requirements  at  least  of  enor- 
mons  manufacturing.  This  riyer,  in  common  with  the  Saco  and 
Androscoggin,  is  affected  with  its  chief  variations  of  volume,  by 
and  on  account  of  the  mountainous  character  of  the  upper  portion 
of  its  tributary  area.  And,  as  on  those  rivers,  the  range  of  variar 
tion  is  reduced  by  the  immense  expanse  of  lake  suriace  connected 
with  it,  and  the  forests  in  possession  of  so  considerable  a  part  of 
the  tributary  countiy. 

The  descent  of  the  river  from  Moosehead  lake  to  th^ 
tide  is  about  1,023  feet,*  the  distance  being  112  miles. 
This  gives  a  mean  descent  9.1  feet  to  the  mile,  or  6'.9  circular 
measurement,  throughout  the  water-power  portion  of  the  river, 
or  its  whole  leng^  to  the  tide.  This  is  a  greater  fall  than  any 
other  large  river  in  the  State  has,  concentrated  into  a  proportion* 
ally  short  distance. 

Whether  the  power  due  to  this  amount  of  fall  is  susceptible  of 
economical  improvement  in  equal  measure  with  that  of  the  Andros- 
coggin and  Saco,  may  perhaps  be  questioned.  Five  hundred  feet 
of  the  fidl,  more  or  less,  are  distributed  to  the  twenty-eight  miles 
betwixt  the  Forks  and  the  outlet  dam  of  the  lake.  Accordingly 
the  river  for  an  important  part  of  this  distance  is  a  torrent,  walled 
in  by  steep  precipices  of  rock  from  twenty  to  fifty  feet  in  height. 
so  that  only  a  part  of  the  power  could  be  put  to  use  without 
excessive  outlay.  The  power  below  the  Forks  is  unsurpassed  as 
respects  feasibility  of  improvement.  The  slope  of  the  river  from 
Wood  pond  on  Moose  river  to  tide  water  is  about  6.5  feet  to  the 
mile. 

The  lacustrine  system  of  the  Kennebec,  as  exhibited  j^^^^ 
on  the  State  map,  shows  811  lakes  and  ponds.    The 
number  due  to  the  size  of  the  basin,  according  to  the  mean  distri- 
bution of  lakes  throughout  the  State,  is  290,  so  that  the  numerical 
excess  is  about  seven  per  cent. 

*  Tbk  flgnre  fscatiinaled  ft«m  ttie  hdghtor  Wood  pond,  u  given  upon  CoL  Gnlum'B  Uftp  of  tin 
N.  S.  Boondaiy,  vti.,  1,0M  feet 


M  WATBR  FOWn  OP  MAIOTB.  IPi«  J 

PMNGIPAL  RESBRVOIRS  OF  THE  KENNBBBC  AND  ITS  TBIBUTARIS;. 


Nana. 


Soovrpond .,... 

Long    *'     

Chwat    "     

Biohmond  pond, 

MoGrath       •«     

Utae  «     

Bast  «     

North  and  Little  ponds,. . 

Nine  ponds, 


Conneoted 
with 


Bmenoosfni, 

do        do 


do 

do 
do 
do 
do 
do 


do 

do 
do 
•do 
do 
do 


Approximate 

areaiBsqvare 

miles. 


Present 

stoimge  in 

feet. 


5.15 

4to5 

4.85 

lto2 

9.00 

Dm. 

0.85 

• 

0.75 

«. 

0.35 

~. 

2.50 

8 

4.00 

^ 

27.45 

^ 

AddiUcBft! 
•tora^  f eeaki 

in  fieeL 


4,  with  lsi|eflii. 


Name. 

j 

Approximate 
Conneotod    area  in  square 
with        ,      miles. 

Present 

storage  in 

feet. 

Additioos] 
storage  (ea&ij 
infect. 

B<Mf  pond,. 

Sandy  river. ;            1-00 

Dam. 

7 

Dam. 

2 
0 
Dam. 

Clear- Water  pond, 

Nororofls          ••      

Ghesterrine,  6  small  ponds, 
Wilson's  nond 

do       do 
do       do 
do       do 
do       do 

do       do 
do        do 
do       do 
do       do 
do       do 

1.75 
0.S5 
2.00 
1.25 

1.00 
0.20 
1.00 
1.25 
0.S0 

3 
[oa  (:z 
4  or  5  mn  held 
Can  raise  2  ft  m 

North        **      

lower  ootifltit 
CSaa  raise  d&n^i 

Tkylor       «•      

[lower  ocL'» 
Sevsfalfeet. 

5 

Sandj  river,  4  ponds, 

Lnf  kin  nond 

fijlvester  *«    

Eighteen  pond^, 

- 

10.10 

—     • 

- 

Nama. 


Fkhi  pond,, 
Sandy  ««     , 
Bmbden  pond,. 
Hanoock 
Spruce 
BU>we, 

Gilman's    «* 
Jttdkins     «* 
Bntler 
I^^rtei's 
Tufts 
Dntton 

Jemsalem  *'     

Middle  Oarrying-plaoe^ 
pond, * 


«« 

(C 

<< 


<« 
«c 

«( 
« 


Foorteen  ponds, , 


Qurabassett 
do      rirer. 


Conneoted 
with 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do       do 


Approximate 

area  in  square 

miles. 


0.60 
0.40 
S.50 
1.00 
0.35 
0.70 
0.50 
0.75 
0.40 
1.00 
0.50 
0.20 
0.30 

0  80 


10.20 


Ptesent 

itorage  in 

feet.t 


4 

4 


Dam. 

Dam. 

1 
Dam. 

Dam. 


8 


AddltioBiI 
storage  feuiKt 
infeett 

4 

SeTwalfest 

8 


4       [enlfe^ 
Oanberuiedffr- 
SeToral  feet 
Sereralfeet. 

SeToralfiNt. 


*  Stonge  of  SmerKm  stresm  reported  by  John  Ayer,  Esq. 

t  Blanks,  storage  not  reported. 

i  Btonge  of  the  Oerrabossett  reported  by  Colwnbos  Steward,  Bki. 
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Name. 

Gonneoted 

with. 

Approximate 

area  in  square 

milee. 

Present 

storage  in 

feet.* 

Additional 

storage  feadble 

in  feet.* 

Snencor  Dond 

Dead  river. 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 

do       do 

do       do 
do       do 

5.00 
0  50 
i.OO 
1.00 
2.00 

3.00 

• 

2.00 

1.00 

1.25 
5.00 

8 

4 

'So.  6,  R.  7,  pond, 

Great               «•     

••King  ud  Bartlett"  pond, 
Looff  Dond.. 

6 
Considerftble. 

ft 

Flaff-StaS'  Dond 

5  to  6     'Mam  fMfliKlii. 

Carrjing  PUee,  the  largeit 
pond, 

8 

6 

••Jim,"  No  l.R.V.f.Co 
pood, 

2 

Timbrook,  No.    2,    R.    ^, 
Dond 

% 

r&ii. 

Chain,  3  ponds 

8      -2:   ons  A^m  Aomm 

Twelre  poods, 

- 

2i75 

- 

■. 

Name. 


BrA59aa  lake, 

Mietrj',  No.  2,  K.  7.,  pond, 

Parlin  pond, 

Longt      "      

Mood       *«      

'<  Little  Big  Wood**  pond,. 
Atteon  pond, 

Holeb      ••      

Ibomdike,  2  ponds, 

Eleven  ponds, 


Connected   i Approximate 
with.        area  in  sqoare 
I       miles. 


Mooso  river, 
do       do 


do 

do 
do 
do 
do 

do 

do 


do 
do 
do 
do 
do 

do 

do 


6.00 

150 
2.75 
8.00 
3.00 
1.35 
5.00 


Present 

storage  in 

feet.* 

iNodam. 
'2  or  more. 
!5,  formerly. 
No  dam. 
•No  dam. 
!  7 

No  dam. 


3.00    JNodam. 

1 

1.00    .One,  6  feet. 


3160 


Additional 

storage  feasible 

in  feet.* 


Can  be  raised. 
8 

8,  with  ease. 

8,  by  dam  at  oat- 
[let  of  Long  pd. 

8,  by  dam  at  out- 
let of  Lone  pd. 

Oftn  be  raised  by  a 
dam  at  Holeb  lis. 

The  other  ean  be 
raised  6  feet. 


Name. 


?hina  pond, 

?atte's,     "     

'jovcjoy 's  pond, 

5»ndy  «•     

TwcDty-Five  Mile  pood,... 

Triton  Bog, 

>ly  month  pund,  with  flow- 

»g«, 

(kinoer's  pond, 

;tet«on  •*  

Newport  "  

V>rinnft  *•  

>cxter  «*  


Connected 
with. 


Sebasticook 
do     river, 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


Approximate 

area  in  sqoare 

miles. 


6.  SO 
0.85 
0  70 
0  95 
4.25 
1.75 

3.00 
0.70 
2.50 
7.50 
0.60 
3.00 


Present 

storage  In 

feet. 


6 


6 
2 


10 

I 
8 


Additional 

storage  feasible 

in  feet. 


-      [lei. 

2,  by  lowering  out* 

i,  on  3.60 'square 

[milea. 


Several  feet. 


^  Stomge  of  Moose  and  Dead  rivers  reported  diieflf  by  Sx-Gov«mor  Gobam. 
^  The  dam  formerly  one  and  a  half  miles  below  the  oattet  of  this  pond,  flowed  Long,  Wood,  and 
kUcan  poods  4  feet. 
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Connected 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 

storage  in 

storage  feambtoii 

miles. 

feet. 

feet. 

Palmyra,  8  ponds, 

fitnaiii's  Dond.t .  t .......  r  * 

Sebastioook 

0.60 

_ 

* 

[river, 
do       do 

0.80 

^ 

^ 

Indian,  with  flowage, 

2.60 

Bam. 

— 

Little  Indian  pond, 

do       do 

036 

- 

- 

Weymonth        **     

do       do 

0.40 

- 

.    [daa. 

Rogers'             •*     

do      •do 

0.90 

- 

Oui  have  a  high 

Mill                 "    

do       do 

1.10 

- 

[mofe. 

Moose              *<    

do       do 

•9.60 

4 

SsTOTal  feet,  10  « 

Stafford             «•    

do       do 

0.36 

- 

— 

fltarblrd            «     ..v.... 

do       do 

0.86 

i- 

— 

Barker's           «    

do       do 

0.36 

te 

— 

Twenty-fbnr  ponds, . . . 

- 

48.30 

- 

— 

Name. 

Conneoted 
with 

Approximate 

area  in  square 

miles 

Present 

storage  in 

ftet.t 

Addltiooal 

storage  feasible 

infeekf 

Madison  pond. ....... .... 

Wessemnsett 
do     river; 

do       do 
do       do 

8.00 
1.00 

0  76 
0.60 

7 
No  dam. 
No  dam. 

No  dam. 

6 

8 

Wentworth  pond,  ) 
Baker's          "      J 

Wyman,        "         

Weeks*          ••         

10 
Osn    be    made  s 
good  reservoir. 
9 

'  Five  ponds 

_ 

6.36 

. 

>. 

Name. 


Webber  pond, 

Three-mile  pond, 

Stblej  and  Morrill  pond,. . 

Long  pond, • 

Austin,  6  ponds, 

Robinson's  pond, 

Pleasant        •«     

Mores  Bog  Stream  pond, 

Ovratunk, 

Otter,  2  ponds, 

Chase,  3  ponds 

Mosquito  pond,  in  Forks  pi. 

Moxie,       «•      

Lower  Baker  pond, 

Blaek-Stream,  low^r  pond,. 
Blaek-Stream,  upper    '* 

Pieroe  pond, 

Lower  Oarrylng-plaeea .... 

Cold<43tream  pond, 

Ohase's-Stream  pond, 

Indian  pond 

Mooeehead  lake, 


Conneeted 
with. 


Eennebeo 
do      river, 


do 

do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 

area  in  square 

miles. 


110 
2.00 
3.00 
0.96 
8.20 
076 
3.16 


060 
100 
1.00 
7.00 
1.00 
125 
0.60 
8.60 
1.00 
1.25 
0.60 
•  6.00 
120.00 


Prssent  • 
storage  in 
feet. 


6 
8 


8 
0 


12 

8 


storage 
in 


10,  OB  MonilL 
AU< 


8 


12 
8 

2 
2 


High  dam. 

12 

[oatlet. 
4,b7eatti]igdov8 


*The  Bekctmen  of  Hartlaod  report  the  area  at  twelve  eqiuure  nSlea,  sad  that  (he 
rsiaed  20  feet  without  changing  the  ehsmofil  of  diaohafgtt. 
tSionge  reported  by  Wm.  H.  McfswghHn,  Biq. 
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PRINCIPAL  BKBRVOIBS  OF  THE  ESNNBBBC  AND  ITS  TRIBUTARIES. 


Namob 

Connected 
with 

Approximate 

area  in  square 

milef. 

Present 

stora^  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Lower  Roaob  poiid» 

Middle    «        ««     

Upper     "       *•     

Tomhegan         '*     

Speooer             ••     

Weetem  Oatiei»  3  ponds,. . 

Kennebee 

[river, 
do       do 
do       do 
do       do 
do       do 

6.00 
3.60 
3.00 
0.76 
1.60 
1.36 

8 

0 

Poor  dam. 

No  dam. 

4 

Dam  feasible. 

4 

0 

6 

Iblrty-dx  pondf, 

~ 

173.36 

— 

• 

The  following  lakes  and  ponds  are  discharged  into  the  tide  waters 
of  the  Kennebec  below  Augusta.  The  Cobbosseecontee  series^ 
support  water-powers  of  unsurpassed  excellence,  as  at  Gardiner 
and  Winthrop : 


Name. 


Pleasant  pood, 

let  Pnrgatory  pond, 

^d        «*  ««      

3d        "  "      

Coehnewagan     "     

Wilson's  "      

CobboBseeeoDtee  Ot.  pond.. 

Narrows  pond, 

South  "     

NoTtb,        "    

Garleton      **    

Greely        •' 

Sanborn's    "    

Desert        «    

Jimmy's     "    

mieen  ponds, 

Neqnosset  pond, 

Worromontogns  pond, 

Small  ponds  in  Aagnsta,. . . 
Great  Swamp  in  Dresden,. . 

Sgbt  ponds 


Oonneoted 
with. 


Cobbosseeoon- 
[tee  river. 


do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 

Present 

area  in  square 

storage  in 

miles. 

feet.* 

1.60' 

4 

0.70 

8 

060 

ZHmi. 

0.20 

- 

1.00 

7 

0.90 

4 

8.00 

4 

0.90 

_ 

1.96 

3 

3.00 

• 

0.40 

_ 

0.86 

. 

0.30 

0 

030 

.. 

0.30 

- 

20.90 

- 

Additional 

storsge  feasible 

in  feet.* 

3,  by  higher  dams  4k 
3  by  eutting  down 
the  "Rips"  and 
"Hasards"  ledge. 
The  three  Purgatory 
ponds  can  be  raised 
8  feet  and  drawn 
down  4  feet. 
0 
0(T) 
Can  draw  down  and 
[add  six  feet. 
3 


Can  be  flowed. 


Kennebee  riv. 
do       do 
do       do 
do       do 

0.80 
1.76 
1.60 
0.90 

Bam. 

10 

mm 

4.96 

m. 

The  foregoing.  152  principal  reservoirs  of  the  Kennebec  and 
tributaries  sum  357.15  square  miles.  The  total  lake  and  pond 
surface  contained  in  the  Kennebec  basin  is  about  450  square  miles, 
or  one  square  mile  to  each  12.9  square  miles  of  tributary  country. 
The  lakes  average  1.44  square  miles  each  in  extent. 

*  Storags  of  the  Cobbosseeoontee  reportsd  by  B.  H.  Gardiner,  Bmi* 
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MooMhead  lake.  Mooschead  lake  is  36  X  12  mileSi  and  coTerel* 
square  viiles.  It  is  of  such  depth  as  to  be  crossed  t] 
steamboats  from  end  to  end.  The  inflow  in  the  spring  alouei 
usually  about  seven  feet.  The  dam  now  commands  a  head  of  eigl 
feet  over  the  entire  surface,  and  by  cutting^  down  the  channel,  tri 
or  twelve  feet  can  be  had.  This  head«  it  is  estimated,  the  {,U 
square  miles  of  tributary  country  will  yield  nearly  or  quite  evei] 
year.  The  reserve  is  now  used  for  only  log-driving  purposes,  as  the!^ 
is  no  demand  for  it  for  manufacturing  uses.  It  is  a  reservoir  of  te 
markable  character,  situated  at  the  head  of  a  great  river,  proiiisei) 
supplied,  held  at  a  great  elevation  above  tide,  and  commaDded  :<) 
a  comparatively  inexpensive  dam.  At  the  lowest  estimate  it  vj 
add  two  hundred  per  cent,  to  the  low-run  power  of  the  KennebK 
river.  Lake  Winnepiseogee  in  New  Hampshire,  the  grand  feede 
of  the  Merrimac,  holds  a  storage  of  40  inches  upon  *12  square  mil'* 
of  water  surface. 

The  Penobscot  river  off  the  northwest  angle  of  the  lake  is  80I^ 
what  higher  than  the  surface  of  the  latter.  It  has  been  proper: 
(and  a  charter  for  the  purpose  was  sought  from  the  Legislature  i: 
1839)  to  cut  a  canal  so  as  to  unite  the  waters,  for  the  purpose.  9 
was  then  contemplated,  of  running  timber  into  the  Kennek 
waters,  and  thereby  avoiding  the  "long,  difficult  and  expoi.siff 
driving''  down  the  Penobscot.  This  canal  was  to  be  called tli 
Seehoomook  Sluiceway,  The  distance  from  Meadow  pond,  whiclitf 
connected  and  lies  on  the  same  level  with  the  river,  to  a  streia 
emptying  into  the  lake,  is  4,210  feet.  The  lake  is  11.36  fed 
below  the  pond.  The  deepest  part  of  the  cut  would  be  58.iJi 
feet,  the  land  being  in  general  very  favorable  for  excavation.  1^ 
charter  was  not  granted  on  account  of  opposition  from  the  Feool^ 
scot  region. 

It  is  evident  that  advantage  of  the  peculiar  conditions  refend 
to,  might  be  taken  for  other  and  far  more  important  purposes  tint 
those  had  in  view  in  1839.  The  waters  of  the  Penobscot  migbth 
turned  into  the  lake  in  flood  time,  and  in  time  of  drouth  drawn  i 
into  the  Penobscot  again  by  a  canal  from  the  northeast  angle  of  tlie 
lake  which  is  several  feet  higher  than  the  river  off  against  it,  fntf 
which  it  is  separated  by  only  three  miles  of  low  land.  To  vW 
extent  Moosehead  could  be  made  a  reservoir  to  a  greater  dejA 
than  12  feet  without  dykes  to  prevent  overflow,  I  am  not  able  to 
learn. 

At  the  season  of  low  water  it  requires  from  12  to  18  hours  i<^ 
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the  swell  consequent  upon  hoisting  the  gates  at  the  outlet  of 
Indian  pond  (an  expansion  of  the  river  helow  Moosehead)  to  reach 
Skowhegan.*  In  July,  1867,  the  gates  being  opened  at  2  o'clock 
A.  M.,  the  wave  reached  that  point,  in  general,  from  3  to  4  o'clock 
P.  M. ;  the  rise  was  eight  to  twelve  inches.  J.  M.  Haynes,  Esq., 
Treasurer  Kennebec  Land  and  Lumber  Company,  states  the  time 
required  for  the  wave  to  reach  Augusta  from  the  dam  at  the  lake 
(not  Indian  pond)  to  be  40  hours ;  that  the  time  varies  three  hours 
according  as  the  wind  (if  strong)  is  favorable  or  adverse,  and  five 
hours  according  as  the  river  is  high  or  low.  The  wave  is  nine 
hours  in  passing  from  the  lake  dam  to  Indian-pond  dam,  the  ex* 
pansion  of  the  pond  surface  necessitating  a  larger  time  for  percep- 
tible rise. 

Power  on  the  Lower  Section  of  the  Kennebec. 

If  the  mean  volume  of  water  that  can  be  commanded  upon  the 
river  from  Carratunk  falls  to  Augusta  be  assumed  to  be  forty  per 
cent,  less  than  at  Augusta,  or  170,000  cubic  feet  per  minute  for  11 
hours  a  day,  for  the  low  summer  run,  the  gross  power  upon  this 
portion  of  the  river,  for  the  hours  specified,  is  101,000  horsOi  or 
4,040,000  spindles.  An  utterly  insignificant  part  of  the  power  is 
now  used,  and  at  no  point  are  works  now  constructed  of  sufficient 
magnitude  to  hold  back  any  considerable  amount  of  water  in  the 
hours  of  non-use. 

Bailxoads  are  already  in  operation  as  far  north  as  Skowhegan 
and  are  being  constructed  to  Carratunk  falls,  with  a  view  to  con- 
tinuation to  Moosehead  lake. 

The  river  is  navigable  to  Augusta  for  small  vessels,  and  above 
to  Waterville,  by  lighters,  these  being  "locked"  over  the  Au- 
gusta fall.  The  records  of  Hon.  R.  H.  Gardiner  show  that  from 
1789  to  1865  the  river  opened  to  navigation  twenty-one  times  in 
March  and  fifty-five  times  in  April,  the  mean  period  of  opening 
being  April  6,  and  of  closing  December  12. 

*  WUUmh  Pbllbrlck,  Bki.,  Skowhegan. 
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CHAPTER   XVIII. 

THE    SYSTEM    OF    THE    PENOBSCOT. 


Location.. 


Section  1. — The  Penobscot  Basin. 

The  hydrographic  district  of  the  Penobscot  lies  next 

east  of  that  of  the  Kennebec,  and  is  expanded  over  and 

contained  within  the  east-central  and  northern  portions   of  the 

great  Southern  Slope.     No  part  of  the  basin  extends  beyond  the 

boundaries  of  the  State. 

Fom.  '^^^  Penobscot  is  the  only  great  fluviatile  district  in 

Maine,  which  illustrates  in  its  actual  configuration  the 
geographical  ideal  of  the  river  basin — appearing  as  a  mere  point 
at  the  mouth  of  the  stream,  thence,  interior-ward,  expanding 
symmetrically  upon  both  sides  of  the  central  channel,  presentJy 
embranching  into  subordinate  basins,  themselves  disposed  likewise 
symmetrically  about  tributary  streams,  and  themselves  yet  further 
breaking  up  into  still  smaller  basins  located  upon  still  smaller 
tributaries,  until  the  whole  takes  on  the  similitude  of  a  mighty 
tree,  that  from  one  tnmk  ramifies  into  innumerable  branches,  and 
from  one  grand  aorta  divaricates  into  numberless  arteries  and 
veins,  by  which,  upon  occasion,  its  entire  volume  of  fluids  in  con- 
ducted to  and  poured  into  a  comimon  channel  of  circulation  and 
discharge. 

DimeDsions.  Greatest  length,  from  north  to  south,  160  miles; 

greatest  breadth,  115  miles ;  area  8,200  square  miles, 
— considerably  the  largest  river  district  contained  wholly  in  the 
State.  Eight  hundred  square  miles  discharge  their  surplus  water 
into  the  main  river  below  its  lowest  water-power,  at  Bangor. 

BievatiofL  '^^  Pcnobscot  couutry  is  less  elevated  above  the  sea 

than  the  Kennebec,  and  considerably  less  than  the 
Androscoggin,  as  results  from  the  subsidence  of  the  whole  State 
surface  from  west  to  east,  before  remarked.  The  northern  portion 
is  however  quite  elevated,  the  divide  having  a  mean  heig^ht  of 
1,085  feet.  The  loftiest  portion  of  the  basin  is  at  the  head  waters 
of  the  main  river  (west  branch) — ^from  1,600  to  2,000  feet. 
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In  the  table  following,  -the  height  above  tide  of  points  either 
immediately  adjacent  to  the  river,  or  on  the  river  itself,  is  given : 


LooAums. 


Fool  of  CorponttioB  dam^yMsle, 
Top  "  •*         •« 

Foot  of  Ajer*!  IklU,  Orono,. . . . 

«(  «(  C( 


Stinwster,  in  Orooo  TiHage, . . . 
Foot  of  fftUs  at  Qroat  Works, 

Oldtown, 

Head  of  fkUs  at  Great  Worki, 

Oldtown, 

Foot  of  fUls  at  Dwinal'8  mills, 

Oldtown, 

Head  of  falls  at  Dwinal^s  mills, 

Oldtown, 

Foot  of  falls  at  Dwinal's  miUs, 

Milford 

Head  of  fUls  at  Dwinal's  miUs, 

MUford 

Pftssadnmkeaff  riTsr, ! . 

Hattanawoook  stream, 


LooAurm. 


Winn  (small  stream  at  B.  R 

crossing), 

Mattawamkeag  riTor, 

Pamednmoook  and  the  Twin 

lakes,  about 

Ibree  miles  below  Ripogenns 

lake, 

Mattagamon  lake,  about.... 

Ripogenns  lake,.. .% 

Ohesunoook  lake, 

Penobscot,  off  northeast  angle 

of  Moosehead  lake, 

Penobscot,  off  north  west  anglo 

of  Moosehead  lake 

Penobscot  in  Sand  baj,  1612  to 

Penobscot  head,  No.  6,  R.  19, 

"  "     No.  6,  R.  18, 

**       lake,  head  of  8.  W. 

branch 


Veet. 


aio 

190 

500 

663 
850 

878 
900 

1,000 

1,034 
2,100 
1,808 
1,742 

1,509 


Heights  on  European  &  North  American  Railway  at  crossings, 
as  specified  below : 


LocAJjrnsB. 


Mattakeunk  stream, 

Gordon  brook, 

Mattagordus  stream, 

Mud  Point         *«      

Divide  between  Mattawamkeag 
and  Baskahegan  waters 


LocAUTm. 


Hot  brook, 

Baskahegan  stream  five  miles 

below  the  lake, 

Forks  of  Crooked  brook, .... 
Oftiais  and  Houlton  road,. . . . 


Feet. 


417 

870 
366 
412 


Heights  on  the  Maine  Oentnl  Railroad. 

Heights  on  a  trial  route  from  Waterrille  to 
Bangor,  via  Dexter. 

LOCAMTIBS. 

Feet. 

LocALrnas. 

Feet. 

Hermon  station.. 

140 
149 
250 

West  Garland 

350 

Cannal        "      

Etna           "      

Bast  of  North  branch, 

Ii9Tant, 

201 
132 

Kendoskeag  stream 

110 

HEIGHTS  ON  THE  BANGOR  AND  PISCATAQUIS  RAILROAD.* 


LocALims. 


Grade  E.  A  N.  A.  depot  in 
Oldtown,  aboot, 

Average  low  water  at  Black 
Island  (Pea  Cove)  Penobscot, 

Freshet  height,  Penobsoot,  .... 

lAke  Boyd,  Orneville 

Omeville  summit  grade, 

Low  water  at  Piscataqnls  cross- 
ing, about  40  rods  above  the 
mouth  of  Sebee  stream 


Feet. 


106 

106 
114 
303 
336 


271 


LocAurns. 

Feet. 

Piscataqais  river  (low  water) 
opposite     Randall     Hall's 
nlaoe  in  Sebeo.. 

280 

Dopot  grade,  Fozoroft 

Head  of  Foxoroft  dam  (esti- 
mated,)   

374 
370 

*  Beported  bj  L.  H.  Baton,  Bes.  Eng.,  tram  a  survey  by  Col.  A.  W.  Wildes,  C.  B. 
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HBI0HTS  ON  A  CANAL  R0T7TB.* 


Localities. 


GoUford  Yillsgo,  70  feet  aboye 
Sebastioook  main  stream  be- 
tween Cambridge  and  Riplej, 
aboatf 


366 


14  miles  abore  GoUford,  (13 

feet  to  the  mile,) 

Shirley  mills,  aboaL ........ 


567 
941 


HEIGHTS  ON  THE  BELFAST  AND  M006BHEAD  RAILBOAD.f 

High  tide  at  Belikst i  0    |i    Dixmont  Notflh, i  680 

Webb*8  ledge.  Brooks, |  360    ll    Dizmont  Centre, 44S 


ELEVATIONS  ON  AND  NEAR  THE  DIVIDE  OF  THE  PENOBSCOT  AND  ST.  JOHN 


WATBRfl.t 


Lewis's  on  Flih  River  road.  No. 
7,R.6, 

Between  Milnokett  and  Se-  > 
boois  lakes, > 

Divide  between  lake  Pomgoo- 
qnamoo  and  the  Aroostook 
waters.  No.  7,  R.  11 

Water  shed  ridge  east  of  Cham- 
berlain lake,  on  line  of  Nos. 
6and7,R.  11, 

Telos  canal 

Two  miles  south  of  Telos  oanal. 

Between  Telos  and  Casabezis 
lakes, 

Heights  between  Mad  pondi 
and  Umbazooksos  lake, . . .  i 

Canquomgomoo  lake,  about,  . 

Heights    between    AUagnash 
and   the    Couquomgomosis  * 
lakes, 


Heights  about  Horn  pond,  No. 
8,  R.  16,  at  the  head  of< 
Wadleigh  brook, 

Divide,  Nos.  6,  and  7,  R.  16,  | ; 


1,084 

778 

1,119 


1,049 


1,134 

914 

1,126 

1,029 
1,034 
1,006 
988 
930 
1,860 
1.710 
1,223 
1,076 
1,734 
1,836 
1,609 
1,736 
1,633 
1,612 
1,760 


Thenoe  south-southwest  to 
the  south  line  of  No.  4,  < 
R.  17,. .» 


Height  of  ridge,  Nos.  5  and 
6,R.  17 


Portage,  No.  6,  R.  17». 


Heights  along  the  north- 
west head  waters  of  the< 
Penobscot 


Portage  lake,  west  of  Penob- 
soot  lake  and  west  of  boon 
dary 


2,130 
1,780 
1,972 
1,701 
2.200 
1,879 
1,699 
1,591 
1,870 
1,999 
1,732 
1,694 
1,617 
1,492 
1,742 
1,6a 
1,707 
1,658 
1,803 
1,888 
2,012 
1,996 
1,867 
1,600 
1,800 


1,546 


Geological 
relations. 


Gneiss  predominates  as  far  north  as  Frankfort  and 
Backsport,  with  schists,  granite  and  limestone  inte^ 
mingled.  Thence  northward  to  the  Piscataquis,  mica  schist  pre- 
vails, with  granite  about  the  Passadumkeag.  North  of  the  Piscata- 
quis, clay  slate ;  but  on  the  left  bank  of  the  Penobscot,  schist 
obtains  to  some  distance  north  of  the  Mattawamkeag,  where  clav 
slate  is  struck.  This  last  mentioned  form  of  rock  occupies  much 
the  larger  proportion  of  the  northern  part  of  the  basin,  with 
granite  abundant  about  Katahdin,  with  sandstone  northeast  of 


*  DocnmentB,  1837.    James  Hall,  G.  E. 

t  Reported  by  A.  L.  Mortimer,  Res.  Eng.,  from  a  surrey  by  Col.  A.  W.  WUdee,  C.  E. 

r  From  CoL  Qrahsm^s  map  of  N.  E.  Boundary. 
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Moosehead  lake,  and  mica  BoliiBt  at  the  head  of  the  main  river, 
^west  branch.  Slaty  rocks  are  largely  in  excess  of  ail  other  forms, 
and  by  far  the  most  important,  as  locally  of  unsurpassed  quality 
for  roofing  purposes. 

The  basin  of  the  Penobscot  is  mountainous  from  the  sorhoe 
sea  to  above  the  head  of  tide ;  thence  northward,  gently  ^  °^ 
undulating,  to,  into,  and  throughout  the  region  of  the  east  and 
Mattawamkeag  branches,  until  it  is  insensibly  blended  with  the 
valley  of  the  Aroostook.  On  the  main  river,  above  Nicatou,  it  is 
more  broken,  and  is  singularly  diversified  with  lakes,  ponds, 
swamps,  streams,  hills,  valleys  and  d0tached  peaks.  The  Katahdin 
mountains,  the  highest  in  Maine,  affording  a  prospect  characteristic 
and  sublime  from  the  vast  breadth  of  level  country  overlooked, 
lie  upon  the  left  bank.  Further  west  the  valley  becomes  merged 
v^th  that  of  the  Kennebec  on  the  south  and  the  AUaguash  on  the 
north,  and  terminates  on  the  northwest  at  the  highland  boundaries 
of  the  State  and  in  the  swamps  and  lagoons  which  form  the  com- 
mon reservoir  of  the  St.  John  and  Penobscot.  As  a  whole  the 
valley  is  uniform  in  its  topographical  features. 

The  surface  materials  prevailing  in  this  district,  or  rather  in  the 
small  part  of  it  occupied,  and  from  which  returns  have  been 
received,  are  as  follows,  as  indicated  by  responses  to  inquiries : 


GraTel. 

Sand. 

Sand  J  Loam. 

LoAm. 

Olaj  Loam. 

Clay. 

16 

7 

3 

16 

6 

16 

Showing  that  soils  retentive  of  water  are  considerably  in  excess 
in  the  portions  reported. 

Including  the  unbroken  wilderness  about  the  head  waters,  and 
the  wooded  tracts  of  the  nominally  cleared  districts,  probably  about 
two-thirds  of  the  basin  are  still  forest-covered. 

The  sum  of  annual  deposition  upon  the  Penobscot  it^i^ft^ 
basin,  is  estimated  at  199,500,000,000.  cubic  feet 

Section  2. — The  Penobscot  Riter. 

As  a  whole,  east  of  south ;  so,  at  least,  all  the  branches  (j^,^,^ 
of  the  river  ^nd  the  movement  of  the  combined  waters 
being  taken  into  account. 

The  so-called  west  branch  is  properly  only  the  con-  jj^^,^^ 
tinuation  of  the  main  river ;  it  is  the  upper  Penobscot ; 
a  name  applicable  to  the  stream  from  the  Mattawamkeag  to  the 
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''  Forks^'  in  Pittston  township,  where  the  Penobscot  takes  origin. 
The  lower  Penobscot  extends  from  the  Mattawamkeag  to  Penobficot 
bay. 

The  east  branch,  so  called,  should  be  known  as  the  MfUtagamonf* 
after  and  in  common  with  the  lake  from  which  it  issues  and  the 
mountain  in  its  vicinity.  The  various  terms,  west  branch,  east 
branch,  northwest  branch,  etc.,  should  be  reserved  for  use  about 
the  head  waters  of  the  river,  where  indeed  they  are  already  applied. 
When  used  in  both  the  mid  and  upper  section  they  involve  its 
nomenclature  in  confusion. 

The  principal  tributaries  of  the  Penobscot  are  subjoined: 


From  the  right  hank,, 
From  the  left  bank, . , 


Eendnskeag, 

Pashaw, 

Pisoataqaifl, 

Paasadamkeag, 

Mattawamkeag, 

MattagamoD, 


Where  reooiTed. 


Bangor. 

Oldtown. 

Howland. 

Passadumkeag. 

Mattawamkeag. 

Nioaton. 


Name. 


Kendnskeag, . . . 

Pashaw, 

Piscataquis, .... 
Passadamkeag,.. 
Mattawamkeag, 
Mattagamon, .  . 


Basut. 


Length, 
miles. 


27 
23 
55 
27 
64 
50 


Breadth, 
miies. 


13 
12 
34 
20 
30 
33 


Area, 
sq.  miles. 


190 

200 
1,276 

320 
1,375 

841 


Stbbaii. 


Length , 
miles. 


34 
26 
71 
35 
85 
63 


Estimated  dit- 
eharge,  oubie  feet 


7,410 
7,800 
50,960 
12,480 
53,625 
32,799 


,000.060 
,000,000 
,000,000 
,000,000 
,000,000 
,000,000 


Several  of  the  tributaries  of  these  rivers  are  so  large  as  to 
require  independent  notice. 


Bianoh  of 

Babiv. 

Stbbam. 

Name. 

Length, 
miles. 

Breadth, 
miles. 

Area, 
sq.  miles. 

Length, 
miles. 

Estimated  dis- 
char^,  oubie  ft 

Pleasant, 

Sebeo 

Pisoataqnis, 
Mattawamkeag 

<c 
■  (( 

34 
33 
31 
22 
30 

14 
13 
11 
12 
8 

235 
250 
180 
198 
185 

40 
42 
34 
S3 
32 

9,165.000,000 
9,750,000.000 

Molonkas,  

Baskahegan, .... 
East  Branch, 

7,020,000,000 
7,722,000,OW 
7,215,0O0,0(K) 

The  west  branch  of  the  Mattawamkeag,  so  called,  is  simply  and 
properly  the  upper  Mattawamkeag, — ^is  the  upper  section  of  the 
main  river.    It  drains  a  considerably  larger  area  of  country  than 


*  As  suggested  bj  Frot  0.  H.  HltoboodL. 
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the  east  branch.  There  are  1,604  streams  represented  on  the  State 
map  in  the  Penobscot  system.  The  word  Piscataquis  means 
"Branch,"  in  Indian,  and  Nicatou  signifies  "Crotch.''  The 
Mattawamkeag  is  300  feet  wide  at  its  mouth,  and  the  Penobscot 
500  feet  wide  at  the  same  point.  The  Piscataquis  is  about  250 
feet  wide  for  25  miles  above  its  mouth.  The  mean  width  of  the 
Penobscot  for  some  miles  above  Bangor  is  about  800  feet. 

The  Penobscot  from  the  confluence  of  the  Mattawam-  ^^^Qg^, 
kcag  to  the  open  sea  is  about  120  miles  long ;  from  the 
junction  of  the  Mattagamon  to  the  sea  about  182  miles ;  from  its 
extreme  head  waters  about  260  miles,  or  including  the  local  wind- 
ings, 300  miles.  The  main  water-power  section  extends  from  lake 
Chesuncook  to  Bangor,  120  miles,  the  fall  being  000  feet ;  or,  via 
the  Mattagamon,  from  lake  Mattagamon  to  Bangor,  115  miles,  and 
a  fall  of  about  850  feet. 

The  annual  discharge  of  the  Penobscot  is  estimated  y^i,^,^^ 
as  319,800,000,000  cubic  feet.     Of  this  about  31,000,- 
000,000  are  received  below  the  lowest  mill  privilege,  yielding  on 
its  passage  to  the  river  important  power. 

The  Penobscot  naturally,  and  without  the  assistance  TariAdouoff 
of  man,  holds  a  position  amongst  the  most  highly 
favored  rivers  of  the  State  in  respect  to  uniformity  of  volume  at 
different  seasons  of  the  year.  This  is  due  in  part  to  the  extent  of 
its  tributary  area,  in  virtue  of  which  the  contributions  of  the 
various  branches  do  not  reach  its  chief  manufacturing  sites  at  the 
same  time.  It  is  due  also  to  the  more  uniform  surface  aspect  of 
the  basin,  in  respect  to  which  it  has  the  decided  advantage  over 
the  Saco,  Androscoggin  and  Kennebec ;  it  is  due  also,  in  com- 
mon with  the  other  large  rivers  of  the  State,  to  its  extensive 
system  of  lakes  and  the  vast  breadth  of  forests  upon  its  drainage 
surfaces. 

H.  F.  Mills,  C.  E.,  estimating  for  the  very  dry  seasons  of  '64 
and  '65,  reports  IIT  thousand  cubic  feet  per  minute  in  vse  at 
Bangor  for  manufacturing,  in  addition  to  what  was  employed  in 
passing  rafts  at  the  sluice,  the  amount  of  which  he  could  not 
arrive  at,  and  expresses  the  judgment  that  the  total  amount  was  at 
least  25  per  cent,  in  excess  of  the  above  figures,  or  146,250  cubic 
feet. 

Assuming  the  minumum  run  at  Bangor  at  146,250  cubic  feet  per 
minute,  the  total  low-run  delivery  of  the  river  at  its  mouth  is  not 
far  from  160,000  cubic  feet  per  minute  for  the  24  hours.    This  con- 
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tinued  day  and  night  throughout  the  year,  would  convey  off  ahont 
82.5  billion  cubic  feet,  or  somewhat  over  one-fourth  of  the  esti- 
mated total  annual  deliTCry. 

The  mean  run  for  the  summer  at  Bangor,  estimated  from  the 
lowest  run  with  such  ratio  of  excess  thereover  as  has  been  found 
to  obtain  on  the  Kennebec  at  Augusta,  is  about  194,000  cubic  feet 
per  minute  for  the  24  hours. 

Mr.  Mills  also  reports  5,T60,000  cubic  feet  per  minute  passing 
Treat's  falls  at  Bangor  in  a  "heavy  freshet.'^  [The  discharge  of 
the  Connecticut  at  Turner's  falls  in  the  winter  of  1866,  varied,  as 
Mr.  Francis  states,  from  800,000  to  600,000  cubic  feet  per  minute.] 
The  figures  indicate  relatively  less  variation  than  occurs  on  tbe 
Keimebec ;  there  undoubtedly  is  considerably  less  than  upon  the 
Saoo  and  Androscoggin,  relatively  to  the  areas  drained. 

The  range  from  lowest  to  highest  water  appears  in  the  following 
table.  The  absolute  range  is  of  course  greater  than  upon  tk 
smaller  rivers,  but  a  proportionally  greater  range  is  not  to  be 
inferred  from  this  fact.  The  absolute  range  is,  however,  tbe  inci- 
dent that  bears  upon  the  manufacturing  character  of  the  stream, 
sinoe  the  location  of  mills  is  in  a  measure  determined  by  it : 


Locality. 

Feat. 

LooaUty. 

Feat 

Bftogor 

12 
9 

Oldtown  falls 

11 

Blaok  Xsland.  Pea  Cot«. 

Island  faoids 

u 

0iope. 


The  descent  of  the  river  from  the  Mattawamkeag, 
where  its  elevation  above  tide  is  about  190  feet,  tc- 
Bangor,  a  distance  of  51  miles,  is  at  the  rate  of  3.3  feet  to  tb» 
mile,  or  2^.1  mile  in  angular  measurement.  Of  this  fall  92  feet  an? 
found  in  the  first  twelve  miles  above  Bangor,  and  accordinglT 
above  this  point — Milford — ^the  river  is  mainly  navigable,  the  chief 
interruption  being  the  Piscataquis  rips  at  Howland.  From  lake 
Chesuncook  the  depression  of  the  surface  to  the  tide  is  about  7.5 
feet  to  the  mile,  or  4'. 8 ;  from  lake  Mattagamon,  about  7.3  feet  to 
the  mile.  The  slope  of  the  whole  river  from  its  remotest  sources  t*- 
its  mouth  is  a  little  below  six  feet  to  the  mile  on  the  average. 
y^^^^  The  number  of  lakes  and  ponds  in  the  basin  of  tbe 

Penobscot,  represented  upon  the  State  map,  is  -467. 
The  number  due  to  its  comparative  extent  is  385 ;  so  the  per  cent. 
of  numerical  excess  is  about  twenty-one. 
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Nan*. 

Ok)mieoted 

with 

Appfozlmate 

area  in  eqnare 

mUes. 

Preeent 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

:.ittle  Sebooris  lake, 

Sndleas               "     

>oiid  north  of  Bndlen, . . . 
>oiid  northeast  of  *' 
Schoodio  lake 

PiBoataqnis  rlT. 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do          do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

lAO 

i.26 
1.10 
1.20 
16.00 
12.00 
0.70 
0.60 

8.00 
0.90 
1.26 
036 
1.10 
2.26 
1.26 
U.OO 
1.00 
3.00 
200 
0.40 
2.00 
2.26 
8.00 
1.00 
2.00 
8.00 

■    1 
t 

6 
6 

10 
Dams. 

Bam. 

6 

Poor  dam. 
Dam. 

0 

7 

4 
7,  upon  2  sq 
miles. 

t 
8 

>eboeia    •«       

!)over  nond 

More  llMsiM#. 

larlow.  2  Donds 

Oan  ant  down 

^iimbiirT  nond 

ontlet. 
More  feeMblA. 

iangerviUe  ponds, 

Mner  nond. 

Dam  fMurtble. 

Jpper  Piper  pond, 

^peetaole         •'     

iiover  Bbeeme  '*    

Jpper       "      "    , 

>ebeolake 

Ckn  haTe  dam. 
10 

4    • 

jonfg  Doodjt. 

4 

"•*'**o  I"'**"»*r ••••• •• 

>hip      »*    ± 

10 

Sebron  pond 

kf  ODSon  nond 

3owdoin  GoUege,3  ponde,. 
i¥il£on  Dond 

HflWIVIftl     TfMt»a 

lonston  "     

>ondinB,  R.  11, 

Said  Mountain  pond, 

Shirley  boes. 

4 

Oan  be  made  im- 

mense reser'rs. 

Thirty  pondi  or  more, 

. 

86  90 

— 

Name. 

Oonneeted 
with 

Approximate 

area  in  square 

miles. 

Preeent 

storage  in 

ffBet§ 

Additional 

storage  fbasibto 

in  feet.§ 

3old  Stream  pond, 

seeond  Cold  Stream  pond, . 

:near  Water  pond, 

Bscatassis,  2  ponds, 

s&ponao  Dond. 

Passadamkeag 
do        river., 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

6.00 
0.96 
0.80 
1.40 
1.30 
1.70 
0.26 
0.20 
1.00 
1.00 

0.60 
0.20 
10.00 
2.00 
2.00 
1.00 
0.16 
0.80 

A  po<ff  dam. 
8 
8 
8,  both. 

7,  good  dam. 
6,  Sie  larger. 

6,  good  dam. 

{flows  all. 

8,  one  dam 

10,  good  dam. 

7,  mod.  good 
dam.>       9 
6,  mod.  good 
dam.]       6 

10  feet  oonld  be 
[held. 

Uadagasoal  pond, 

2  ponds  aboTe  Madagasoal, 
Sorinff  nond 

- 

jps '"a  4'*'  *•♦•  ••••  •«.•  ••»• 

So.Z       ••     

First  Pistol  lake 

Second,  Third  and  Ponrth 
PUtol  lakes 

Porter  nond 

S^ioatons  lake 

^bamgamook  or  West  lake, 
[)ack  lake 

- 

3arbens  lake 

Toombs     •*    

(Vare  nond. 

_ 

Twenty-two  ponds, . . . 

81.26 

- 

- 

*  Storage  of  the  FfKeteqnls  reported  In  pert  by  Menn.  Cslvla  end  Lather  ChaBBberlaln. 
t  Blanks,  as  abore,  indicate  that  the  storage  has  not  been  reported. 
t  Ship  pond  and  Long  pond  when  flowed  will  cover  teyeral  hundred  acres  of  swamp  land. 
§  Storage  of  the  Passadnmkeag  reported  by  Joseph  W.  Porter,  Esq.,  of  Barlington,  with  a  map  of 
the  poods  and  streams. 
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PBINOIPAL  RBSBBVOIRS  OF  TH9  PBNOB800T  AND  ITS  TBIBUTARIBS. 


Name. 

Oonneoted 
with 

Approximate 

areainaqnare 

miles. 

Present 

storage  in 

feet. 

Additional 
storage  leasibit 
infbet. 

Mattakennk  pond, 

Mnd                "     

Molnnkns       **     

Benediota       «     

Maokwaoook  **     

Wjtopitlook    «     

Bouth  pond.  No.  3,  B.  4, . . 
Hot  brook,        ««        « 

Baskaheftan  lake 

Pond  in  No.  3,  R.  3, 

Mattawamkeag  lake 

Oariboa  pond,  Isl.  Fls.  pi., 
Pond  in  oentre  IjI.  Fls.  pL, 
Pleaiant  lake. 

Mattawamkeag 
do        [river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 

do           do 

1.50 
0.60 
3.00 
0.76 
1.00 
3.25 
0.76 
3.60 
18  00 
1.00 
6.60 
1.60 
1.00 
3.60 
1.25 
2.60 
2.26 

1.26 

2.60 

Dam. 

_    • 

~  12 

6 

8 

Gaa  be  made  a 
great  reservcir. 

Oan  be  mades 
great  reserroir. 

Oan  hare  naaj 

-  [feet 

Sketioook  ♦*     

Bi)auldinff*8  lake 

Rookabema    **    ....  r ... . 

SeTeral  feet  it 

Mnd   lake,  aboTe  Rooka- 
bema lake, 

littla  ezpees. 

Small  pondfl  in  Rookabema 
nlantation 

|f >«■■■  (■■■Hwaa,  ••..   ....   .... 

Twentj-one  ponds,. . . . 

- 

63.36 

— 

. 

Name. 

Oonneoted 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.t 

Additional 

storage  feaaUe 
in  feetf 

Salmon-stream  pond, 

Eatahdin             <*      

Pond  in  No.  4,  R.  7, 

Bowlin  nond.  .• 

Mattagamon 
do        [river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 

2.00 
0.66 
1.50 
1.10 
0.85 
5.00 
2.25 
1,76 
0.90 
1,00 
1.00 
0.80 
2.26 
1.30 
1.00 
1.10 
1.10 
i.75 
3.00 
3.00 
1.60 
3.00 

1.50 

0 

"  10 
10 
6 
Dam  12  ft. 
Several  feet. 
Dam  7  feet. 
Dam  10  ft. 

6to6 
5  to  6 
5  to6 

0 

10 

Several  feet. 

Several  feeL 

Upper  Bowlin,  2  ponds, . . . 

Mattagamon  lake, 

Mattagamonsis  lake, 

Third  lake, 

Several  feet. 

Fonrth  lake. 

Flowage  above  Fourth  lake. 
Snake  pond,  in  No.  7,  R.  11, 
Big  Leadbetter  pond,    " 

Lower  Shin  pond, 

Upper  Shin    "      

Pond  in  No.  6,  R.  7, 

First  lake, 

12  to  20 

Second  lake.  . . .  t  .... .... 

Seboois   "      

6  ponds  in  No.  6,  R.  8,.. . . 
SfnrafrffW  lake. 

- 

Wassattiquoiok  pond,  .... 
Webster  lake, 

- 

Hudson  and  Wadleigh  brook 
reserToirs. 

Twentj-eight  ponds, . . 

- 

42.30  * 

- 

— 

*  storage  reported  maSnly  by  BCesaxs.  E.  S.  Ooe  and  Daniel  Barker,  of  Bangor. 
t  Blanks,  not  reported. 
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NaiiM* 


haw  lake,  •  • 

rd        •*     

le  Piuhaw  pond, .... 

d  pond, 

kerel  pond,  in  Alton, 

hols  pond 

ris        ••      

[brook's  pond, 

ttanaweook  pond,- . . . 

oked  pond, 

som      "      

per       ««      

ad  in  Noa.  2  and  3,  east 

>f  Chester, 

itamiseontifl  pond, . 
nrer  Mattamiseontii, 
nbolaese  pond,  .... 

Dg  ««        .... 

rlbou  «•     

Qtre  ««     

tdankeank  pond,  . . 
ilMemio        **   .... 

akish  lake, 

ad         «•    .-... 

nth  Twin  lake 

»rth  Twin    "    

ittaceunk   l»ke,  in  Mo- 

iaokas, 

-Mary  npper  lUce, 
-Marj  middle  " 
-Mary  lower    •■ 
imedamoook     ** 
ilinokett  *< 

Uahdin  pond,  in  No.2,R.» 
ntpond  inNo.2,  R.  10, 
eond  pond,  ** 

lird      «•  " 

khmakanta  lake, 

Bsnntabant     "     

lurdnahonk    *'     

Tepondain  A,  R.  11,... 
raobaeot  pond,  in  No.  1, 
R.  U, 
uee  ponds  west  of  Kuu- 

kanta  lake, 

ipogenos  lake, 

ipogenoa  pond, 

uibott  lake 

pper  Caribou  lake, 

•gged  «•     

^esQDOook         ••     

ttck  pond, 

luabezis  lake, 

mbaiooksu  lake, 

ongley,  in  No.  6,  R.  13,. 

lack  pond, 

baliowlake, 

oland 


t( 


Oonneoted 
with. 


PenobeeotriTer, 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do, 

do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 

• 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 
aroainaqnare 
miles. 


8.00 
1,76 
0.90 
0.76 
0.60 
3.00 
0.90 
0.90 
1.30 
0.70 
0.40 
1.20 

4.60 
2.00 
0.90 
0.66 
1.00 
0.86 
0.30 
1.00 
2.60 
1.76 
0.76 
3.00 
3.25 

2.60 
8.00 
2.60 
8.00 
16.00 
18.00 
2.00 
0.76 
1.00 
2.60 
3.00 
3.76 
8.76 
4.76 

1.00 

2.60 
2.00 
4.00 
6.60 
1.00 
4.00 
22.00 
200 
2.00 
2.26 
1.60 
1.00 
2.60 
0.76 


Present 
storage  in 

feet.* 


-    t 


Dam. 


Dam. 
Dam. 
Dam. 
Dam. 


Dam. 
Dam. 
Dam. 
Dam. 


Sereral  feet  X 
Dam  of  16  ft. 


Serena  feet  t 


8 
4to6 
0 
Dammed  in 
part. 

2flowed4to6 


Dam,  12  to  13 
SoTeral  feet. 
6to6 
0 
Dam,  7  ftet. 


Additional 

storage  feasible 

in  feet.* 

6 
-      t 

Oan  be  flowed  3 
[ft.  orer  1.76 
[square  miles. 


A  12-fbot  dam 
[feasible. 
3 
3 


3 

10  to  12 


Low  banks  abt. 
[the  outlet. 


*  Stocage  reported  Bieialy  bjr  B.  8.  Cos,  1|H| ,  of  Bangor 
t  Blanks,  not  reported. 
1 97  ttis  Noilli  Twin  dam. 
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Nam. 

Oonneetad 
with 

Approximate 

areainsqoare 

miles. 

Present 

storage  in 

feet.* 

AdditioittI 
atorage  fieiaUe 
in  feet.* 

GauqQomgomoo  pood,. . . . . 

Portage  pond, 

DaeeeU    «*      

Penobsoot  river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do          do 

do           do 

do           do 

do           do 

do           do 

10.00 
1.25 
1.00 
0.75 
S.OO 
1.25 
1.50 
0.76 
1.00 
6.00 
1.00 
0.90 

'   1.00 

L25 
1.60 
1.60 
150 

0 

0 

0 
0 

0 
5to6 

0 

Ontlet   «a  be 
[lowered  m- 
[ecatfeeL 

Pond  abore  Daggett, 

toOB           <«        

Two  ponds  above  Loon,  . . . 
Hard.  2  Dondi 

DamfieaiiUe. 

WadleigQ  pond, 

Pine  Stream,  2  ponds,  .... 
Lobster  Dond 

0 

Rossell     *•     

Lather     •«     

^ 

Nolhedas  Dond. .......... 

^ 

2  ponds.  No.  3,  R.  3,  north 
of  Thomdike  township, . 

2  ponds  in  Bald  Mountain 
townshipi-  ........•«  T .  r 

- 

PenobsDot  lake,  in   Ham- 
mond township, 

3  ponds  in  No.  9,  north  of 
Hammond  township 

- 

JBighty*fo«r  ponds, . . . 

- 

182.40 

- 

The  foregoing  185  lakes  and  ponds  have  a  combined  surface  i-f 
395.20  square  miles,  substantially  the  whole  of  which  is  suscepti- 
ble of  use  for  storage  purposes,  and  is  tributary  to  the  watfr- 
power  of  the  lower  main  Penobscot. 

In  addition  to  the  above,  the  following  lakes,  which  naturallj 
belong  to  the  Allaguash  System,  have,  for  practical  purposes, 
in  lumbering  and  of  water  supply,  been  added  to  the  Penobscot 
series  by  means  of  dams,  canals^  etc. 

PRINCIPAL  RESERVOIRS   ARTIFICIALLY    TRIBUTARY   TO    THE    WilBB. 

POWER  OF  THE  PENOBSCOT. 


Name. 


Teloe  lake, 

Telosinis  lake, 

Chamberlain  lake, 

Leadbetter       ** 

Big  Leadbetter  bog, 

Mad  pond,  with  liowage,  in 

No.  6, 

Doddle  Brook  flowaga, .... 

AUagnash  lake, 

Mod  pond,  in  No.  9,  R.  15, 


Nina 


Connected, 
with 


Mattagamon 
do         river, 
do  do 

do  do 

do  do 


do 
do 
do 
do 


do 
do 
do 
do 


Approximate 

area  in  sqnare 

mUes. 


2.76 
1.00 
20  00 
060 
0.76 

2.10 
0.90 
9.00 
2.00 


a9.oo 


Present 

storage  in 

feet.f 


10 

10 

10 

8 

Plowed, 

6-foot  dam. 
8-foot  dam. 
4 


AddiUootl 
storage  fewiUs 
inlNtt 


Swreiaby** 


*  Storage  reported  mainly  by  B.  8.  Ooe,  BM|.,  ef  Baogor. 
t  Stonge  reported  by  Mesm.  S.  &  Cee  and  BaaM  ~ 


IV.   I.] 


XHl  PUf  OB800T. 


HI 


The  foUowiBg  lakes  and  ponds  are  tributaiy  to  the  main  river 
elow  the  lowest  fall  thereon,  namely,  at  Bangor,  and  support  very 
aluable  water-powers  on  their  outlet  streams : 

>RrNCIPAL  BB3IRY0IB8  TRIBUTART  TO  THB  PBN0B800T  TIDB  WATBy. 


Kame. 


ilamoomo  pond, 

ralg'8  «•     

'oddy  "     

'iU  «<     

(aoksport,  6  ponda, 

(rower  pond, 

^ield'8     ««     

lermon  pond,* 

£tn»  '*      

i*itober,  Andrewi,  eto., . . . . 

Camden  pondt,  niiM, 

}ooee  poBd 

White's  "     

?ieroe*>  ««     

talker's  pond, 


Tbirtj  ponda,  or  mora. 


Conneotad 
with 


raoooaooi 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


rirar, 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximata 
araa  in  aqoare 
mllaa. 


1.90 
O.iO 
5.36 
300 
2.00 
3.90 
0.60 
1.16 
1.00 
4.00 
3.10 
S.OO 
1.00 

3.00 


31.40 


Praaant 

storage  in 

feat. 


Dam. 


9 


1  dam. 
10 


Dam. 

Stored  In  part 
Dam. 
9 
9 
4 


Additional 

storage  faaatble 

in  feet. 


Can  have  higher 
Can  be  made< 
[paeioni 
[roira. 

4 
Many  feat. 
2 


This  gives  a  grand  total  of  462.10  square  miles  of  reservoir 
surface  tributary  to  the  water-power  of  the  Penobscot  and  its 
affluents,  224  of  the  principal  lakes  and  ponds  out  of  the  whole  467 
alone  being  taken  into  the  account. 

The  following  lakes  and  ponds  naturally  connected  with  the 
Allaguash  series,  are  by  means  of  locks  and  canals  made  available 
in  the  lumbering  operations  of  the  Penobscot,  though  not  tributary 
to  its  volume  of  water  to  any  extent : 

LAKES  ABTIFIGIAIXT  TRIBUTART  TO  THB  LUMBBRING  OPERATIONS  Of 

THB  PENOBSCOT. 


Indian  pond, 
Pomgeewabem  lake. 
Heron  lake,  in  No.  10, 
Heron  lake,  in  No.  8, 
CbnrchiU  lake. 


Spider  lake, 
Pleaaant  leke, 
Soper  pond, 

Pomgocqnamoe,  S  ponds. 
Mod  pond,  in  No.  9,  R.  13. 


These  ponds  have  a  combined  sur&ce  of  42. T 5  square  miles. 
The  extent  of  the  several  ponds  and  the  flowage  thereon  are 
given  in  the  table  of  reservoirs  connected  with  the  Allaguash 

The  aggregate  area  of  the  lakes  belonging  to  the  Penobscot 


nver. 


*  "HeraooB  pond,  wtth  Ihe  foor  otiieri  oeDDeotod,  eover  at  leart  8.76  iqiiaxe  miles,  and  ean  ha 
flowed  3  1-2  Ibet.  There  are  1,600  aerea  off  swamp  land  boidering  die  poodi  that  can  be  conferted 
«to  MMrvDir  at  trilling  espaMa.*' 
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syetem,  estimated  from  the  maps,  is  585  eqaare  miles,  or  1  square 
mile  to  each  14.0  equate  miles  of  basin.  The  lakes  average  I.IS 
square  miles  dach  in  area. 

Teioi  canaL  '^^^  artificial  connectiou  of  the  AUaguash  and  Penob- 

scot waters,  above  mentioned,  is  on  this  wise  : — ^Web- 
ster lake  is  the  last  naturaXly  belonging  to  the  Penobscot  on  the 
Mattagamon  branch.  A  canal  has  however  been  constnicteJ 
between  Webster  and  Telos,  and  by  means  of  a  dam  at  the 
northern  end  of  Chamberlain  lake, — ^its  natural  outlet,  the  water 
is  turned  through  Telosinis  and  Telos,  these  being  on  the  same 
level  with  Chamberlain,  into  the  Penobscot.  Thus  the  eurplo? 
waters  of  39  square  miles  of  reservoir  surface,  are,  as  shoin: 
by  the  table  before  given,  made  tributary  to  the  reserve 
supplies  of  the  Penobscot.  The  Telos  canal  also  has  a  dam 
12  feet  in  height,  which  controls  the  flow  of  waters  from  the 
lakes  above.  The  flow  from  Chamberlain  lake,  when  logs  aie 
not  being  driven,  is  about  equal  at  each  outlet. 

Still  further :  a  dam  of  20  feet  head  at  the  natural  outlet,  the 
northern  end,  of  Churchill  lake,  flows  that  lake,  and  Pomgocquahen 
and  Heron  lakes,  but  not  to  the  level  of  Chamberlain  lake.  A^ 
cordingly  these  lakes  with  those  connected,  as  shown  in  the  tabk 
before  given,  do  not  contribute  their  waters  to  the  Penobscot 
By  means  of  a  lock,  however,  logs  are  driven  up  into  Chamberlair. 
and  thence  down  the  Penobscot.  The  lock  is  temporarily  out  of 
repair  and  is  not  used. 
Bmnmary  view       It  will  be  sccu  that  no  sin£:le  lake  or  compact  and 

of  the  Penob-  ^  '^ 

■cot  rwenroirs,  closely  Connected  series  of  lakes  in  the  Penobscot  sys- 
tem, can  compare  on  terms  of  equality  with  the  Umbago^  series 
on  the  Androscoggin  or  Moosehead  on  the  Kennebec ;  much  less, 
relatively  to  the  size  of  the  rivers,  with  the  Schoodic  series  on  the 
St.  Croix,  the  Eagle  lakes  on  the  Fish  river,  or  Sebago  on  the 
Presumpscot — as  a  reservoir  of  water-power  material.  Relatively 
to  the  size  of  the  basin  and  of  the  the  main  drainage  stream,  the 
leading  lakes  are  smaller ;  they  are  scattered  one  from  another  aed 
cannot  be  commanded  by  so  few  artiflcial  constructions. 

It  is  therefore  in  a  peculiar  sense  and  emphatically  true  of  the 
Penobscot,  that  its  full  capacity  as  a  water-power  river  will  t-e 
realized  only,  as  the  actual  occupation  of  the  interior  districts  of 
the  State  shall  render  possible  the  improvement  for  local  purpo^^es 
of  the  power  of  the  very  numerous  streams  and  small  lakes 
situated  around  and  constituting  its  head  waters.    It  will  be  onlj 
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when  this  has  been  effected  that  the  powers  upon  the  main  stream 
and  its  chief  afflnents  will  reach  their  highest  efficiency. 

The  conntry  about  many  of  the  Penobscot  lakes,  as  F«MibDHf  of 
in  the  district  from  Nicaton  to  Ohesnncook  lake,  and  voin. 
on  the  Mattagamon,  is  low  and  flat,  so  that  upon  moderate  eleva- 
tions of  their  surface  very  large  tracts  are  overflowed.  Thousands 
of  acres  are  even  by  the  present  use  of  the  lakes  for  storage 
submerged  the  greater  part  of  the  year,  as  for  example  between 
lakes  Mattagamon  and  Mattagamonsis.  This  indicates  very  un- 
usual facilities  for  artificial  reservoirs.  The  cost  of  flowage  will 
continue  to  be  for  an  indefinite  period  merely  nominal.  There  are 
also  quite  extensive  low  and  swampy  tracts  upon  the  upper 
sections  of  the  river  that  can  readily  be  converted  into  artificial 
reserve  basins  at  low  cost,  whenever  manufacturing  necessities 
shall  require  it.  So  that  the  low  run  of  the  river  can  be 
indefinitely  increased  and  its  manufacturing  capacities  in  pro- 
portion, whenever  the  expense  shall  be  justified. 

The  passage  of  water  to  Bangor  from  the  great  lakes  on  the 
upper  Penobscot,  Pamedumcook,  Milinokett  and  Chesuncook,  is 
accomplished  in  forty  to  fifty  hours ;  from  Mattagamon  lake  on  the 
Mattagamon  in  forty-five  to  fifty-five  hours. 


Power  on  thi  Penobsoot. 

The  section  of  the  upper  Penobscot  between  Chesun-  onthe  upper 
cook  lake  and  the  mouth  of  the  Mattawamkeag  com-  ^^**~**' 
bines  in  unusual  degree  the  grand  requisites  of  water-power — 
namely,  great  reservoirs  close  at  hand  and  a  large  amount  of  fall, 
and  will  in  time  become  the  site  of  very  great  manufacturing 
industry.  The  total  descent  is  not  far  from  seven  hundred  feet, 
and  is  broken  by  numerous  falls  and  steep  rapids  that  can  be  im- 
proved at  small  expense.  The  lakes  lying  upon  the  river  in  the 
region  are  of  large  size  and  can  be  used  to  any  amount  for  reser- 
voirs. The  area  tributary  to  the  lakes  is  so  great  that  any  required 
head  of  storage  can  be  secured  upon  them,  and  the  river  thus  be 
made  constant  to  the  demands  of  enormous  manufacturing. 

The  Mattagamon,  likewise,  has  a  great  amount  of  fall  below  the 
lake  of  the  same  name,  and.  will  draw  from  this  lake  and  its  feeders, 
including  the  reservoirs  artificially  connected  with  it,  vast  supplies 
of  water. 

8 


o&theioww         The  volume  of  the  river  in  the  vicinity  of  BaM 

sectioQof  the       .     ,  ^         ,  ^«  r%rrx  •    »  •     ^  •  /^.i 

peoobfloot        being  afifiomea  at  146,250  cnnc  feet  per  minnte  fort^ 
tweniy-fonr  hours,  at  the  period  of  extreme  low  nm^  the  pofiEJ 
in  the  ninety-two  feet  &U  from  Milford  to  Bangor,  would  be  56, 
horse-power  gross,  or  2,224,000  spindles,  for  eleven  honn 
diem.    Bnt  a  small  portion  of  this  power  is  employed,  the 
not  being  of  sufficient  height  to  hold  the  water  back  in  the  ho 
of  non-use.    The  long  tract  of  dead  water  above  Milford  williiE 
nish  the  power  with  an  immense  reservoir  close  at  hand. 
Meaofl  or  A  railroad  runs  by  the  side  of  the  power  in  qnes^ 

'^'^^  and  i»  constructing  to  Wiim«  thus  opening  up  tk 

entire  lower  section  of  the  river. 

A  record  covering  the  period  from  181$  to  1806,  shows  thatik 
earliest  opening  to  navigalion  of  the  Penobscot  at  Bangor^  fortk 
period,  was  on  March  21,  and  that  during  the  whole  timeieg» 
tered  it  opened  in  January  and  Febmaiy  but  once — namely,  i 
1831,  on  January  9.  The  river  remains  frown  over  for  oneIi& 
dred  and  twenty-4ve  days  yearly  on  the  average. 


CHAPTER   XIX. 

THE  SYSTEM  OP  THE  ST.  CROIX. 


Section  1. — Thb  St.  Cboix  Basik. 

In  the  southeast  corner  of  the  State  in  part,  and  J: 
part  in  the  southwest  portion  of  the  British  province  i 
New  Brunswick. 
porm.  [See  Map.] 

Length,  70  miles ;  breadth^  50  miles ;  area,  ^^ 
square  miles  in  Maine,  375  square  miles  in  the  adjaceoi 
province;  total,  1,175  square  miles.  Of  this  all  but  about 2S 
square  miles  contributes  to  the  main  river  above  the  lowest  nii^ 
privilege. 

EtoTBtioD.  '^^^  ^®  *^^  least  elevated  of  all  the  drainage  disbif^ 

on  the  Southern  Slope  of  the  State  which  extends^ 
far  into  the  interior.  The  following  table  from  which  a  comply* 
profile  of  the  river  might  be  constructed,  indicates  in  its  two  w 
hand  columns  of  figures  the  elevations  of  the  river  at  di§r^ 
points.  The  country  about  is  of  course  higher  than  the  stream,!)^ 
how  much,  there  are  no  data  at  hand  for  determining. 
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The  elevation  of  the  following  lakes  on  the  west  branch,  is 
esHmaied  from  the  knoum  elevation  of  the  lakes  in  the  above  table  :* 


Pooampni  Uk«, 106  fttt. 

SjaledobeiB     <*    130 

Upper  Chftln  «    160 

SjsledobdMia  Uke, 140 

Junior  lake, 116 

Bottle     •<     113 

Cag         "     110 

Horaeehoe 120 


Seraggly  lake» 116  feet. 

PleMant     ««     166  " 

Oliibrd       ••     63  «' 

Tomah        ««     162  " 

West  Miuqii^ah  lake, 72  *■ 

Hneqiiaah  •<     112  *« 

Ozboook  «•     160  " 


The  St.  Croix  at  the  junction  of  the  west  branch  is  elevated  165 
feet  11  inches  above  tide  at  Calais.  The  tide  at  Calais  flows  eight 
feet.  The  monument  at  the  extreme  head  waters  is  elevated 
Ooo  leet. 

Granite  prevails  as  fSsir  north  as  Baileyville,  sue-  oeoiogtoti 
ceeded  by  mica  schist,  which  obtains,  witii  a  narrow        ^°** 
belt  of  clay  slate  interjected,  to  the  Chiputneticook  lakes.    These 
lie  in  a  region  of  granite  touching  mica  schist  in  the  northwest. 

Sur&ce  forms,  undulating  to  hilly,  with  mountains  of  BartuM 
moderate  height  about  the  head  waters  of  the  lake  ^     ^^' 
chains.    "  Four  fifths  of  the  basin  are  covered  with  forests,  which 
consist  largely  of  heavy  valuable  timber.^'f 

Upon  the  Maine  portion  of  the  basin,  77,000,000,000  Baiafldi. 
cubic  feet ;  upon  the  provincial  portion,  85,000,000,000  cubic  feet ; 
total,  112,000,000,000  cubic  feet. 


Section  2. — Ths  St.  Croix  IbvEB. 

Southeast.  Coane. 

The  river  is  formed  by  two  branches,  the  northern  or  ^^^g^^^ 
eastern,  called  the  Upper  St.  Croix  or  Chiputneticook 
river,  the  outlet  of  the  Chiputneticook  lakes;  and  the  western, 
called  the  Eennebasis  river,  which  discharges  the  Kennebasis 
lakes.  Both  streams  are  in  proportion  to  their  length  wide  and 
voluminous,  being  in  fact  in  a  manner  simply  attenuated  extensions 
of  the  lakes.  There  are  186  streams  in  the  system,  represented 
upon  the  State  map. 

From  the  head  of  North  lake,  at  the  mouth  of  Menu-  j^^ 
ment  brook,  to  Passamaquoddy  bay  is  about  9f  miles 
by  the  course  of  the  river.    The  Kennebasis  river  is  42  miles  long 
from  its  extreme  head  waters  to  the  Chiputneticook  river,  to  the 


*  0M»r  Pike,  Etq.,  of  Prinooton,  aoUiority. 
t  L.  L.  Lowdljliq.,  Oaleis. 
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bay  76  miles.    The  main  water-power  eection  lA  42  mflee  long  on 

the  north  branch,  and  22  on  the  west  branch. 

Volume  Annual  discharge  estimated  at  44,800,000,000  cnbic 

feet.  Nearly  all  is  tributary  to  the  power  of  the  main 
river.  The  stream  is  five  hundred  feet  wide  for  ten  miles  above 
tide. 

YwiaOov  of  Naturally  small,  and  capable  of  becoming  less  than 
Toiame.  upon  any  other  of  the  large  rivers  of  the  State.    Indeed 

only  two  rivers,  the  Presumpscot  and  the  Fish,  can  challenge  com- 
parison with  the  St.  Oroix  in  this  regard.  Almost  its  entire  flow 
is  derived  from  lakes,  and  lakes  readily  improved  as  reservoirs. 
The  land  bordering  the  river  and  its  tributaries  is  to  a  large  extent 
low,  and  forms  temporary  receptacles  for  the  volume  of  freshets, 
preventing  excessive  rises  upon  the  river  itself. 

As  regards  the  range  from  lowest  to  highest  water,  Anson  in  his 
survey,  which  took  place  in  an  extraordinary  drouth  in  1838,  noted 
the  summer  level  at  numerous  points  *l  feet  9  inches  below  the 
very  highest  freshet  marks.  This  is  probably  the  greatest  range 
ever  occurring,  and  is  comparatively  small. 
^  The  fall  from  the  lower  Ohiputneticook  lake  to  the 

tide,  a  distance  of  54  miles,  is  382  feet,  1  feet  to  the 
mile,  or  4'.5  by  circular  measurement.  The  faHl  from  Kennebasis 
Orand  lake  on  the  west  branch,  to  the  tide,  is  2tl  feet,  or  6.8  feet 
to  the  mile,  or  4M.  Big  lake  of  the  Kennebasis  series  is  189  feet 
above  tide,  or  82  feet  below  Grand  lake  of  the  same  series, 
j^j^^^  The  lacustrine  system  of  the  St.  Croix  is  of  reaUy 

remarkable  development  even  for  this  State,  and  as 
contrasted  with  average  lake  districts  of  equal  extent  elsewhere  in 
the  country,  or  in  other  countries,  may  justly  be  regarded  as  quite 
extraordinary.  The  north  branch  of  the  river  for  a  half  of  its 
length  is  a  continuous  lake,  highly  elongated,  and  with  its  irregu- 
larities of  form  simulating  the  windings  of  a  river.  The  west 
branch  through  five-sixths  of  its  length  is  likewise  lake,  broken 
somewhat  into  separate  members,  and  branching  out  into  many 
connected  ponds.  So  that  the  river  might  almost  justly  be  de- 
scribed as  a  lake  in  motion. 

The  total  number  of  lakes  in  the  system  is  sixty-one,  or  three 
above  the  proportion  due  to  the  size  of  the  basin. 


DiT.  L] 
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Kama. 


Lawej's  lake, 

Long         "    

Big  »    

Grand       ««    

Pooampiu  lake 

Maehiat       ••    

Sysledobsifl  "    

Bysledobeiisb  lake, 

Honeihoe  «    

Ozbrook,  •«    

Shaw  «    

Junior  "    

Mill-priTilege   «    

Scraggly  **    

Pleaaaat  *'    

Dnok  "    

Chain,  2  lakee, 

LitUe  RiTer  lake, ^. 

West  Hiuqiiaah  lake, 

Mnsqnaah  *'    

Farrer's  •«    

Tomah,  3  lakee, 

GLifibrdi      «•     

Twenty-two  lakee, 


Approximate 

Preient 

area  in  sqnare 

storage  in 

miles. 

feet.* 

0.86 

SUghi.t 

1.26 

•c 

14.00 

«< 

17.00 

Ik.  dm.1   8 
Gtt.hyiPnd 

2.60 

2.00 

8 

7.00 

8 

4.00 

3 

0.76 

6 

1.00 

3 

1.75 

^ 

6.00 

_ 

0.75 

« 

300 

. 

2.00 

4 

0.76 

4 

1.60 

4 

0.80 

3 

3.00 

4 

1.26 

7 

0.76 

4 

2.00 

Dam. 

2.00 

6 

76.90 

^^ 

Additional 

storage  feasible 

in  feet.* 

8 
6 
10 
Seveial  feet. 


6,  with  flowage. 

4 


Name. 

Oonaeeted  with 

Approximate 

areaiasqoare 

miles 

Present 

storage  In 

feet. 

Additional 

storage  feasible 

in  feet. 

Chipatnetloook  lower  lake, 
Chipatnetieook  Grand    ** 
North  lake.  - .  -  r  - , ,  t  - , 

Chipatnetloook 
do      branch, 
do           do 
do           do 
do          do 

27.00 

26.00 

3.60 

2.00 

0.76 

Dam  16  ft. 
head]   6 
3 

4 

Biigbt. 

- 

T^mborfs  lake. ...... .... 

Enoch          *•     

Fire  lakes, 

«. 

68.25 

_ 

. 

Eleven  lakes  and  ponds  belonging  to  the  latter  series  are  located 
wholly  in  New  Brunswick,  and  the  largest  two  of  the  same  series 
constitute  in  their  whole  length  a  part  of  the  eastern  State  boun- 
dary. 

The  name  Schoodic  which  in  the  Indian  tongue  denotes  low 
swampy  ground,  is  applied  to  the  St.  Croix  region  in  general,  in- 
cluding its  chains  of  lakes  and  its  streams. 

The  sum  total  of  lacustrine  surfeces  in  the  system  is  estimated 
not  less  than  150  square  miles,  or  one  square  mile  to  each  6.5 


*  Storage  reported  by  William  H.  Boardman,  Oscar  Pike,  and  others. 
t  Dam  flows  Lewey's,  Long  and  Big  lakes. 
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square  miles  of  basin.  A  proportion  so  remarkable  places  the  St. 
Croix  at  once  and  without  controversy  in  the  foremost  position 
amongst  the  large  rivers  of  the  State  as  a  manufacturing  stream, 
so  far  as  respects  natural  reservoirs,  and  in  proportion  to  its  magni- 
tude and  its  area  of  basin.  The  lakes  average  2.95  square  miles 
each  in  surface,  or  more  than  twice  the  mean  for  any  of  the  other 
large  systems  on  the  Southern  Slope. 

The  power  on  the  main  river  from  below  the  junction  of  the 
West  and  North  branches  is  already  for  the  greater  part  well 
accommodated  with  railroad  communication.  The  navigable  por- 
tion of  the  river,  below  Calais,  is  closed  by  ice  two  months 
and  twenty-live  days. 


CHAPTER    XX. 

THE  SYSTEM  OF  THE  ST.  JOHN  IN  MAINE, 


Section  1, — The  St.  John  Basin  in  Maine. 

Location.  ^^  *^®  extreme  northern  part  of  the  State,  occupying 

all  our  domain  north  of  the  Penobscot  district,   and 
constituting  the  upper  portion  of  the  right  bank  of  the  river  St. 
John,  with  a  small  strip  of  the  upper  left  bank. 
j,^j^  Consolidated,  and  least  broken  in  contour  of  all  the 

great  river  districts  in  the  State. 
DimfinBiona.  Greatest  length — across  its  southern  border — 117 

miles ;  greatest  breadth,  90  miles  ;  square  dimensions, 
'7,400  miles ;  the  area  of  the  whole  St.  John  basin  is  26,000  square 
miles. 
Bieration.  Noxt  to  the  Audroscoggiu  this  is  the  most  elevated 

drainage  area  in  Maine.  But  its  height  is  due  to  a 
considerable  altitude  over  its  whole  extent,  rather  than  to  an 
extreme  elevation  in  any  part.  It  is,  therefore,  indicative  and 
productive  of  less  fall  and  power  on  the  streams,  than  are  found 
upon  equal  areas  of  the  Southern  Slope. 


DXT.  I.] 
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The  following  details  of  elevation  are  appended:* 


LOCAIilTUBS. 

Monnmont  at  wiiroe  of  St  Oroiz, 
Alder  brook,  at  eastern  bonodazy, 
Mud        •*  ««  *• 

Wirley    «*  "  " 

Parks  HiU, 

South   braooh  Mediumakaag,  at 

eastam  boundary, 

North  branob  Meduznakaag,  at 

eaatem  bouDdary, 

Dead  stream,  at  eastern  boundary, 
Pre«iiie  Isle  river,  *<  ** 

Region  of  Man  Hill, 

Giaarqoit  river,  at  eaitaim  bonn- 

^rj, 

River  Bes  Chntes,  at  eastern  bonn- 

dary, 

Gamp  brook,  at  eastern  boondary, 
Tobiqne  road         «'             «• 
Aroostook  river     **             *< 
Umestone  river,  at  eastern  boon- 
dary,  

Rapide  de  Femme,  at  eastern  bonn- 

daiy, 

River  St.  John,  at  eastern  boon- 
dary,  

Cleaveland  lake  of  Eagle  series,  . 
Sedgwiek       •«  ••         " 

Winthrop      ««  "         «« 

Aboot  the  month  of  Fish  river, . . 
River  St.  John  northwest  of  north 

end  of  Cleaveland  lake, 

Divide  between  Portace  lake  and 
liittle  Maohias  pond 


638 
453 
187 
631 
814 

365 

826 
887 
833 
537 

460 

413 
694 
776 
845 

899 

597 

419 

603 
587 
678 
556 

474 

998 


liOCALXmS. 


Heights  on  the  east  of  Bagle 
Imss  from  Oleaveland  iMte 
southward  to  foot  of  Sedg- 
wiek lake, 


About  the  east 
throp  lake,.., 


end  of  Win- 


Fort  Kent, 

Month  of  the  St.  Francis,. . 

Mouth  of  the  Allagnash, . . . 

Glasier  lake 

Beau  lake 

Pobenagamook  lake, 

latUe  MUlnoket  lake.  No. 
R.  9,  about, 

Divide  between  Allagnash  and  f 
Aroostook  rivers  at  lake> 
Pomgoeqnamoe,  No  7 ) 

Franois  lake.  No.  8»  R.  16». . . . 

Upper  St.  John  ponds.  No.  4, 


7, 


Feet. 


917 

949 

986 

889 

1,015 

986 

1,033 

1,080 

977 

935 

933 

1,015 

1,060 

1,006 

1,041 

1,044 

943 

839 

889 

666 

606 

606 

664 

718 

748 

700 

1,049 

1,683 

1,989 


Heights  on  the  military  road  from  the  divide  of  the  Penobscot 
and  St.  John  basins  to  the  St.  John  river.* 


LocALinaa. 


Croasing  of  road  and  the  divide,. . 
Near  the  flrst  erossing  of  Masardis 

waters, 

Near  the  second  crossing  of  Masar- 

dia  waters, 

Near  the  third  erossing  of  Masar- 
dis waters, 

Two  miles  above  crossing  of  road 

and  the  main  Masardis, .... 
Two  miles  below  erossing  of  road 

and  the  main  Masardis, 

Sqnawpan  lake,  about 

Near  the  erossing  of  Sqoawpan 

liftke  stream, 

Head  waters  Masardis  stream,  abt. 
Heights   near   the   Aroostook 

river, 

Two   miles  north  of  crossing  of 
road  and  Aroostook  river,.... 


1,084 
946 
918 
960 

701 

658 
600 

540 
900 
884 
737 
618 

807 


LoGAums. 


Near  sootheast  end  of  Portage 

lake, 

Oir  northeast  end  of  Portage 

lake, 

Two  miles  north, 

Near  crossing  of  a  branch  of 

Fish  river, 

Bast  of  the  sooth  end  of  Long 

lake, 

East  of  the  north  end  of  Long  C 

^: i 

Near  elbow  of  Winthrop  lake,. 
West  of  the  outlet  of  Winthrop 

lake, 

Near   ootlet  of  WallagrassC 

river, { 

Two  miles  above  Fort  Kent! 

and  west  of  the  road  to> 

Fort  Kent ) 


Feet. 


879 

668 
690 

658 

981 
673 
706 
1,186 
634 

778 
563 
911 

877 
656 


*  CoL  Giaham'B  map  of  the  N.  B.  Booadaiy. 


122  WATEB  (OWBft  09  MAINB.  [F&Bt  IL 

Qeoiogioai  The  TOcks  preraQing  in  tiie  St.  John  basin  in  Maine 

are  in  the  eastern  part  lime  slates ;  next  in  order,  and 
covering  with  some  patches  of  sandstone,  qnartz  rock  and  granite, 
three-fourths  of  its  whole  area,  clay  slate ;  and  lastly  on  the  west, 
and  bordering  the  river  on  both  sides  through  the  upper  two 
thirds  of  its  length,  a  tract  of  mica  schist.  The  rock  is  less  ex- 
posed than  upon  the  Southern  Slope,  and  building  stone  less 
readily  procurable. 

Bntftde  The  surface  conformation  of  this  basin  is,  as  before 

noticed,  of  striking  uniformity.  In  the  eastern  or  lower 
portion  bordering  the  river,  the  face  of  the  country  is  very  nearly 
level,  and  at  a  distance  from  it  gradually  becomes  undulating  and 
moderately  hilly,  until  it  subsides  into  and  is  merged  in  the  flat  coun- 
try bordering  the  Aroostook  river.  Highlands  of  low  elevation 
diversify  its  aspect  in  the  mid  district  about  the  mouth  of  the  St 
Francis  and  Allaguash  rivers.  Beyond  the  confluence  of  these 
streams,  the  valley  of  the  upper  St.  John  is  quite  level  nearly  to 
the  boundary  highlands  on  the  west  and  southwest.  Accordingly 
large  portions  of  it  are  swampy,  the  pitch  of  the  water  sheds  not 
being  sufficient  to  throw  off  the  surplus  water  into  the  drainage 
channels. 

The  far  greater  proportion  of  the  whole  territory  is  covered  with 
unbroken  forests. 

^,^4,^,1  Estimated  at  the  mean  rate  for  the  whole  State,  710,- 

600,000,000  cubic  feet.  This  is  doubtless  considerably 
in  excess  of  the  actual  fall,  the  yearly  receipt  of  moisture  being 
several  inches  less  than  upon  the  Southern  Slope. 

Section  2. — ^Thb  St.  John  Rivjsb  in  Maine. 

The  mean  direction  of  the  streams  of  the  St.  John 
system  in  Maine,  is  east-northeast. 

The  chief  tributaries,  specifying  only  those  received 
in  Maine,  or  the  chief  part  of  whose  course  is  in  Maine, 
are  as  follows : 


OontM. 


From  tbe  light  baaky. 


Name. 


Aroostook, 

Fish, 

AIlagWMh, 


Where  reeeiTvd- 


New  Brnnswiek. 
Fort  Kent  pi. 
No.  16,  JU  10. 


DiT.  I] 


m  6T.  JWK. 


ISS 


■J^—Ut- 


ZBSZ 


=C=7 


Nftixie. 


Aroo8U>ok« 

Fish, 

Allagaask, 


Baboi. 


Length, 

mUee. 


76 
60 
56 


Bradth, 

miles. 


S8 
26 
t6 


Area, 
■q.  miles. 


2,100 

890 

l,48i 


l>ngth, 
miles. 


117 

72 

IM 


IsUmAted  dis- 
oharge,  oabio  feet. 


81,900,000,000 
34,710,000,000 
67,730,000,000 


The  tributaries  on  the  left  bank  in  Maine  are  comparatively 
small.  The  namber  of  streams  in  the  system,  represented  on  the 
State  map  is  1,524. 

The  total  length  of  the  St.  John  in  Maine,  is  esti-  j^^g^^^ 
mated  as  not  far  from  211  miles,  including  the  more 
important  meanderings.     Its  total  length  from  its  remotest  sources 
to  the  sea  is  about  450  miles. 

The  annual  discharge  from  the  basin  of  the  St.  John  y^^^^ 
in  Maine,  estimated  at  the  average  rate  for  the  State, 
is  284,000,000,000  cubic  feet.    The  depth  of  water  received  is  less 
than  upon  the  Southern  Slope,  but  evaporation  is  less  also,  and 
the  discharge  of  the  river  probably  equal  to  that  of  any  other  in 
the  State,  in  proportion  to  its  drainage  territory. 

Upon  this  point  no  explicit  testimony  "^has  come  to  vuia^ofDsor 
hand.  As  regards  freshets,  the  general  uniformity  of 
the  tributary  surfaces  favors  only  moderate  rises  on  the  central 
stream.  But  the  moderate  slope  of  the  main  stream,  on  the  other 
hand,  tends  to  large  accumulations  of  watei,  the  surplus  not  being 
passed  off  rapidly.  The  indications  are  that  as  regards  dearth  or 
exhaustion  of  water,  the  river  and  its  tributaries  must  be  unusually 
favored.  The  levelness  of  the  drainage  surfaces,  which  secure  th# 
retention  of  the  water  of  precipitation  and  its  copious  absorption 
into  the  soil,  the  dense  shade  of  the  forests,  protracted  throughout 
the  year,  for  the  woods  are  mainly  evergreen ;  the  obstruction  of 
atmospheric  currents  by  the  same  agency,  and  the  low  annual 
temperature — ^must,  it  would  seem,  reserve  an  unusual  share  of 
water  against  the  exhaustion  of  summer. 

The  elevation,  above  tide,  of  the  St.  John,  at  the  ^ 
State  boundary,  is  419  feet ;  at  the  mouth  of  the  St. 
Francis,  606  feet.  The  distance  being  ?0  miles,  the  mean  slope  is 
at  the  rate  of  2.6  feet  per  mile.  The  elevation  of  the  stream  at  its 
point  of  formation,  the  junction  of  the  northwest,  southwest  and 
Woolastaquaguam,  is  probably  about  T60  feet.  The  distance  thence 
to  the  State  boundary  is  158  miles,  and  its  mean  slope  in  that 
distance,  therefore,  1.8  feet  per  mile.    Accordingly,  the  river  is 
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navigable  in  its  whole  length  in  Maine,  and  is  of  comparatively 
inferior  value  for  the  purposes  of  power. 

The  Allaguash  falls  from  Chamberlain  lake  to  the  St.  John  about 
308  feet,  a  very  little  over  three  feet  to  the  mile. 
j^^^^  The  total  number  of  lakes  in  the  St.  John  basin  in 

Maine,  appearing  upon  the  State  mi^,  is  206.  The 
number  due  to  its  size  is  3T0,  accordingly  the  per  cent,  of  numeri- 
cal deficiency  is  forty-five. 


PRIKGIPAL  RESBRVOIBS  OF  THE  ST.  JOHN  IN  MAINB,  AND  ITS  TRIBU- 

TASIBS. 


Nttiie. 


OhApmaii-pIaiitalion  lake, . 

Sqnawpan  lake, 

St.  Croix  lake.  No.  8,  R.  4, 
3  ponds  in  No.  8,  R.  3, 

(Howe  and  Main  inlet,). 
Pond  in  No.  7,  R.  4,  Traoy 

pond, 

UmoolcoB  lake, 

Pond  in  No.  7,  R.  6, 

Sapompeag  ponds,  2, 

Mmnokett  lake, 

Little  MUlnokeU  lake, .... 
No.  7  pond,  above  Millno* 

kett 

Pond  in  No.  7,  R.  10,  near 

Winter  road. 
Pond  in  Nos.  7  and  8,  R,  10, 

Manmingan  lake 

Pond   below    Mansungnn 

lake, 

%  ponds  above  Mansnngmi 

lake, 

Pond  north  of  Mansnngnn 

lake, 

Goddard's  pond, 

Mooeeleuklake,  No.  9,  R.  8, 

Big  Maohias  lake, 

Pond  sonth  of  Big  Maohias 

lake 

Lake  in  No.  11,  R.  8 

Pond  in  No.  11,  R.  9 

Nashville  plantation  pond, 

Salmon-brook  lake, 

Madawska 


Conneoted 
with 


Approximate 

area  in  sqiuure 

miles. 


Aroostook 

[river, 
do       do 

do       do 


«« 


Thirty  ponds, , 


do 
do 
do 
do 
do 
do 


do 
do 
do 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 


do       do 


do 
do 
do 


do       do 
do       do 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


/ 


1.00 

10.00 

3.60 

1.50 

1.30 
300 
1.25 
2.50 
6.00 
3.60 

1.00 

1.10 
1.20 
500 

1.00 

1.60 

1.10 
0.90 
3.00 
2.00 

1.00 
8.00 
1.10 
1.00 
1.00 
4.00 


59.95 


Present 

storage  in 

feet.* 


t 

4 


Dam  12  feet. 


Additional 

storage  feasible  in 

feet.* 


Dams  feasible. 

Can  have  dam. 

[outlet  of  lower. 
Can  have  dam  at 

12 

Can  have  dam  at 
[outlet. 


Oftn  have  dam. 


Can  have  dams. 


Dam  feasible. 
Can  have  dam. 


Can  have  high  dm. 

8 


*  Storage  reported  by  W.  H.  Bowe,  Esq.,  of  Maaardb,  and  others, 
t  Blanks,  not  reported. 


Div.  1.] 
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Naao. 

Conneoted 
with 

Approximate 

areainsq«aro 

miles. 

Present 

storage  in 

ftet. 

Additional 

storage  feasible 

in  feet. 

Eeeobeooa  apper  pond, .... 
Keeobwos  lower    *'     .... 

Pataqnongomis  lake* 

The  Five  lakes. 

Ailagnash 
do    [riv«r, 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

1.00 
1.16 
2.76 
11.00 
10.00 
3.00 
8.00 

2.76 
8.00 
4.00 
11.00 
8.00 
400 
4.00 
2.00 
3.00 
3.00 
1.60 
1.60 
2  26 
30)0 

Dam  6  feet. 
6  foot  dam. 

10  ft.  dam. 
12  ft.  dam. 

Dam. 
8  foot  dam. 
8  foot  dam. 

"• 

The  Lone  lakes 

-      [feet 
Oan  be  raised  many 

Formerly  a  21-foot 
Formerly  sereral  ft.* 
Formerly  Bereral  ft.* 

Lake  in  10,  R.  13, 

Ghemquasabamtio  lake, . . . 

Heron,  or  Harrow  lake,  in 

No.  10, 

Chnrehill  lake 

Heron  lake,  in  No.  8, 

Pomgoowahem  lake, 

Indian  lake 

Spider    «•     

Ploasant  lake, 

Sop«r  flowage  and  pond,. . . 

Smith  brook  flowa^, 

Pomgooqnamoe  lake, 

Pillabarv  nond. 

-  [eiBlft. 
Ghn  be  flowed  ser- 
Several  feet. 

Mud  pond,  in  No.  9.  R.  12, 
Roesell  stream,  3  ponds,  . . 
4  ponds  above  Spider  lake. 

Twenty-eight 

- 

84.90 

~ 

— 

NuM* 

Oooneeted 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Medeucnakeag  lake, 

New  Limeriek,  3  ponds,. . . 
GbJdwell  lake 

Medaxnak'ag 
do  [stream, 
do       do 
do       do 
do       do 
do       do 

3.76 
1.60 
1.00 
2.26 
1.00 
100 

Dam. 
Dams. 

Oan  be  raised  4  feet. 

Snaaldine's  lake 

K«.  9,            •• 

B,                    "    

- 

Eljrht  lakes, 

_ 

10.60 

.. 

—. 

Oonneeted 

Approximate 

Preoent 

Additional 

Name. 

with. 

area  m  square 

storage  in 

storage  feasible 

# 

miles. 

feet.t 

InfBett 

Cleaveland,  or  Long  lake, . 

Fish  river, 

19.00 

No  dam. 

Can  have  dam. 

Second,  or  Bear           ** 

do       do 

2.00 

No  dam. 

Dam  feasible. 

Crosa,  or  Pjeble           «* 

do       do 

6.00 

No  dam. 

Woald  be  flowed  by 
Square  lake  dam 

Square,  or  Sedgwiok    « 

do       do 

16.00 

No  dam. 

Oan  have  dam,  or 
be  flowed  by  Ea- 
gle lake  dam. 

£agl«»  or  Winthrop     ** 

do       do 

22.00 

No  dam. 

Dam  20  ft.  oonld  be 
built  fbr  $20,000. 

St.  Froid,  or  Long       " 

do       do 

6.60 

No  dam. 

Oan  have  dam,  or 
would  be  flowed 
by  a  high  dam  on 
Bagle  lake. 

*  Formerly  flowed  by  the  Chorehill  dam. 
t  Wmiam  Diofc^,  &q. 
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TABIB8. 


Nadio* 


Portage  lake 

Fish  River  lake, 

Pond  northwest  of  Spraoe 

lake 

The  long  pond  in  17,  R.  6, 
Pondfl  (6)  above  FiBh  River 

lake, 

Fifteen  lakes 


Approsiaate 

areainsqmra 

miles. 

Present 
storage  in 

feet. 

8.60 
700 

No  dam. 

1,00 
1.26 

- 

2»76 

- 

8».00 

— 

Addmonal 

stone*  fMMible 

in  feet. 

DamfiBadble. 


Name. 

Omneoted 
with. 

Approximate 

area  in  square 

mUee. 

Present 
storage  in 

jee*. 

Additional 

storage  feasible 

in  feet. 

S  ponds  In  16,  R.  7, 

Glacier's  lake. 

St.  John  rlv. 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do.       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

1.60 
8.00 
6.00 
4.60 
2.76 
1.00 
460 
S.60 
1.76 
4.00 
0.90 
1.00 
1.10 
2.60 
100 
226 

6 
4 

Dam. 

" 

Bean          "    

Several  fbei. 

Pohenagamook  lake, 

Cascade  brook,    **    

Ofcseade  brook,  npper  lake, 

Chimentieook  lake, 

DoDot  lake 

Several  feet. 

Tshaeganalahegeok 

Baker  lake. 

- 

Francis  lake. 

Lake  north  of  Franeis  lake. 

Tamer  brook  lake 

Woboostook  lake, 

Upper  Woboostook  lake, . . 
2  lakes.  No.  4,  R.  17, 

I 

Nineteen  lakes* 

36.66 

- 

-. 

The  foregoing  100  principal  lakes  and  ponds  have  a  surface  of 
2*78.00  square  miles.  As  before  shown,  some  86  square  miles  of 
lake  surface  naturally  belonging  to  this  district,  have  by  artificial 
means  been  made  tributary  to  the  Penobscot. 

The  area  of  all  the  lakes  in  the  St.  John  system,  is  350  square 
miles,  or  one  square  mile  to  each  21.1  square  miles  of  basin.  The 
lakes  average  l.fd  square  miles  each  in  surface. 

It  is  probable  that  a  large  number  of  small  lakes  and  ponds  in 
the  wilderness  districts  of  this  basin  are  not  represented  upon  the 
maps,  and  the  numerical  and  surface  proportion  of  its  lacustrine 
waters  is  not  represented  at  its  true  value.  There  is  reason, 
however,  for  believing  that  owing  to  the  disintegrable  character 
of  the  rocks  prevalent  in  this  part  of  the  State  it  has  become  more 
thoroughly  channeled  with  water-courses  than  the  Southern  Slope, 
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and  that  by  consequence  many  lakes  anciently  existing  upon  it 
haye  become  obliterated.  There  is  hardly  any  question  that  the 
valley  of  the  Walloostook  (upper  St.  John)  was  once  a  continued 
lake,  as  also  the  valley  of  the  St.  John  above  the  Grand  falls  for  a 
long  distance.  In  the  whole  kingdom  of  Fraooe,  200,000  square 
miles  in  area,  whose  rock  formations  are  largely  soft  limestones, 
chalk,  etc.,  there  are  but  two  lakes  larger  than  mere  pools,  one 
being  29  square  miles  and  the  other  three  square  miles  in  sur&ce. 


DIVISION  II. 

The  Secondary  or  Seaboaid  Systems. 


The  river  systems  to  be  noticed  in  Division  II.  of  Part  II.,  are 
called  Secondary  as  being  smaller  in  size  than  the  Primary  systems 
hitherto  noticed ;  and  Seaboard,  becanse  lying  as  they  do  betwixt  the 
outfalls  of  the  Primaries,  they  rest  upon  the  coast.  Their  accessi- 
bility by  sea  and  their  occupation  by  comparatively  dense  popula- 
tions, give  them  a  present  relatively  large  importance. 

As  treated  on  the  pages  following,  several  of  the  systems  are 
composite,  consisting  of  a  number  of  drainage  tracts  grouped  to- 
gether for  convenience  of  representation,  and  to  avoid  too  great  a 
multiplication  of  divisions. 

The  seaboard  systems  will  be  noticed  in  the  order  of  their  loca- 
tion, beginning  at  the  east. 


CHAPTER   XXI. 

THE    DENNTS,    PEMAQUAN,    ETC. 


Section  1. — Basin. 

Location  aod         The  drainage  district  of  the   Dennys,   Pemaqaan, 
<iinw«idoM.       ^^^  associated  streams,  is  located  in  the  southeast 

comer  of  the  State.    It  is  83  miles  long,  16  broad,  and  its  area 

is  3*75  square  miles.     Of  this,  160  square  miles  belong  to  the 

Dennys,  about  40  to  the  Pemaquan,  and  the  rest  to  various  small 

streams. 

Geological  Quartz  rock,  trap  and  upper  silurian  predominate. 

and  Burfaoa 

ooDdittooa.        Surface  moderately  undulating  to  level,  with  scattered 
low  hills.    Surface  materials,  clay  loam  subsoil,  gravelly  loam  at 
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the  surface,  with  bog  in  localities.     One  half  of  the  whole  district 
forest-covered.     Vast  amount  of  lumber  still  remaining. 
£sti]imted,  in  cubic  feet,  36,540,000,000.  Bidnteu. 


Section  2. — Rivkbs. 

The  total  number  of  streams  in  the  district,  represented  on  the 
State  map,  is  19 ;  and  their  estimated  annud  discharge  is  14,616,- 
000,000  cubic  feet. 

The  principal  river  is  the  Dennys,*  25  miles  long,  jj^jnnys  river 
with  a  faQ  of  250  feet  from  Meddybemps  lake  to  the 
tide,  the  mean  slope  being,  therefore,  10  feet  to  the  mile,  or  6'. 5  in 
angular  measurement.  Volume  uniform  at  different  seasons,  owing 
to  the  influence  of  the  great  lake  at  the  head.  Total  range  from 
low  to  high  water,  on  Lincoln's  dam  at  Dennysville,  5  feet. 
Water  reaches  the  tide  from  the  lake  in  24  hours  at  a  high  stage 
of  the  river.  The  river  is  closed  by  ice  about  four  months  yeariy, 
from  December  Ist  to  April  1st.  Vessels  get  in  earlier  by  assist- 
ing the  ice  to  escape.  Freight-laden  vessels  come  within  eight 
miles  of  Dennysville  in  mid  winter,  the  lower  portion  of  the  bay 
not  freezing  over. 

Whole  number,  22 ;  number  due  to  the  size  of  the  Li*«e. 
basin,  18 ;  combined  area  of  the  lakes  38  miles,  or  one  square  mile 
to  each  9.6  square  miles  of  basin. 

PRINCIPAL  BBSERVOIRS  OF  .THE  DBNNTS,  PEMAQUAN,  ETC. 


Kftme. 


fiojdeii's  Iftke,.... 
Pemftqaan  **  .... 
Roiwd  '«  .... 
Meddybemps  Uke, 
LitUe  «« 

Harward  *< 

OathttDoe  *< 

UtUe  CathanM  hk9, 
Boeky 
LitUe  Boeky 
Oraoge, 
Indian 


«« 

(« 
C< 


Twelre  lakei,. 


Conneoted 
with 


Little  rirer, 

Pemaqnan  rir., 
do  do 

Dennys  rirer, 
do  do 

do  do 

Gathanoe  river, 
do  do 

Holmes  riyer; 
do  do 

do  do 

do  do 


Approximate 

Present 

area  in  sqnare 

storage  in 

miles. 

feet. 

8.26 

4 

2  26 

4 

0.60 

3 

16.00 

7 

0.76 

Dam. 

0.60 

• 

700 

6.6 

0.60 

— 

2.60 

~ 

1.00 

- 

.60 

. 

.36 

- 

.  29.46 

^, 

Additional 

storage  feasible 

in  feet. 


By  Pemaqmin  dam 


A  storage  of  7  feet  upon  Meddybemps  lake,  would  Meddybemps 
yield  in  its  descent  through  250  feet  to  the  tide,  a  lakes. 
gross  power  of  T,600  horse,  or  800,000  spindles,  for  10  hours  a  day, 
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312  days  per  annum.  It  would  operate  upon  the  five  powere  (56 
feet)  on  the  line  of  Dennysville  and  Edmunds,  about  77,200  spindles. 
To  this  is  to  be  added  the  ruUurcU  low-run  of  the  river.  It  Ib  esti- 
mated that  for  $600  or  $800,  the  channel  at  the  outlet  could  be 
lowered  two  feet,  giving  a  storage  of  nine  feet  with  the  present 
height  of  dams.  The  tributary  country  will  yield  conaiderablj 
more  drainage  than  is  now  reserved  upon  the  lake. 

Cathance  lake  is  "  at  least  200  feet  above  tide,  doubtless  more/' 
It  is  fed  by  Cooper  stream,  an  inlet  of  considerable  magnitude, 
and  by  Munson's  stream,  which  once  carried  a  mill,  so  that  it  is  in 
large  annual  receipt  of  water.  The  storage  head  now  commanded 
upon  it  is  6.5  feet.  The  dams  might  be  raised  one  or  two  feet 
higher  at  little  expense,  but  channeling  the  outlet  would  involve 
considerable  outlay  owing  to  the  ledgy  character  of  the  bottom. 
The  tributary  country  furnishes  considerably  more  water  than  the 
dams  will  now  hold. 

The  storage  upon  this  lake,  in  its  fall  to  the  tide,  would  yield 
about  2,600  horse  power,  gross,  or  104,000  spindles  for  the  work- 
ing hours  of  the  year. 


CHAPTER  XXII. 

THE  EAST  AND   WEST  MACHIAS 


The  East  and  West  Machias  rivers  are  independent,  having  no 
more  intimate  connection  than  a  common  debouchure  into  an  estu- 
ary which  makes  inland  from  the  head  of  Machias  bay,  but  are 
here  treated  together  for  convenience. 

Section  1. — ^East  and  West  Machus  Basin. 

Looation,  fonn  The  Machias  basin  is  located  in  the  southeast  part 
^'°*'  of  the  State,  at  the  head  of  the  great  bay  bearing  the 
same  name.  In  form  it  expands  symmetrically  with  removals  from 
the  sea,  and  projects  northeast  and  northwest  in  two  extensive 
ovals.  It  is  48  miles  long,  28  miles  broad,  with  an  area  of  800 
square  miles,  of  which  all  but  30  square  miles  is  tributary  to  the 
power  of  the  main  rivers.  The  basin  of  .the  West  Machias  contains 
about  500  square  miles,  of  the  East  Machias  about  300  square 
miles. 
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The  highest  part  of  the  district  is  in  the  northwest,  BieT»tion, 
where  the  mean  height  for  a  considerable  extent  is  S^lhce  con- 
about  400  feet.    The  lower  portion  of  the  basin  is      °'*' 
occupied  with  quartz  rock ;  granite  succeeds,  and  to  this  mica 
schist  about  the  head  waters.    The  sur^e  is  moderately  broken. 
Out  of  fifteen  towns  and  townships  watered  by  the  West  Machias 
eight  are  still  forest-covered,  and  a  very  large  amount  of  woods 
still  remains  in  the  residue.     Including  the  East  Machias  district, 
probably  nearly  two-thirds  of  the  whole  territory  is  still  wooded. 

Annual  deposition,  estimated  as  about  fSjOOOyOOO,-  ^^^^^ 
000  cubic  feet. 

Section  2. — East  and  West  Machias  RivfiRs. 

Both  rivers  flow  about  southeast.    The  number  of  coune,aiBu- 
streams  in  the  district,  represented  on  the  State  map,  ruiume. 
is  93.    The  annual  discharge  is  estimated  at  31,200,000,000  cubic 
feet,  of  which- 19,600,000,000  belong  to  the  West  Machias,  and 
11,700,000,000  to  the  East.    Nearly  all  the  delivery  passes  to  the 
sea  by  the  two  main  rivers. 

Naturally  rather  inexcessive,  as  the  surface  confer-  varutioDf  of 
mation  of  the  country  is  favorable  to  a  gradual  removal  ^**  *"*** 
of  surplus  water,  and  the  lakes  and  ponds  equilibrate  the  flow. 
The  extensive  wooded  surfaces,  moreover,  prevent  the  extreme 
exhaustion  of  water  by  summer  heat.  The  delivery  of  the  Bast 
Machias  in  particular  is  remarkably  uniform.  Its  waters  are  drawn 
largely  from  lakes,  and  on  their  passage  to  the  sea  circulate 
through  lakes,  and  lakes  of  great  size  relatively  to  the  magnitude 
of  the  stream  zuid  the  area  of  the  basin.  In  an  ordinary  season, 
15,000  cubic  feet  per  minute,  for  the  working  hours  of  the  day, 
are  estimated  to  be  commanded  at  Machias,  for  the  summer 
months.  The  delivexy  of  the  East  Machias,  at  East  Machias,  in  a 
dry  season,  is  considerably  larger  than  of  the  West  Machias  at 
Machias.  The  West  Machias  ranges  from  low  to  high  water,  on 
the  dam  at  Whitneyville,  ten  feet ;  at  Centerville,  seven  feet. 

Fifth  lake  on  the  West  Machias  is  elevated  380  feet  gj 
above  tide.     Thence  the  stream  falls  away  to  2T5  feet 
at  First  lake.    A  fall  of  380  feet  in  75  miles,  gives  a  mean  slope  of 
6.8  feet  to  the  mile,  or  8^.7  circular  measurement. 

The  lacustrine  system  of  the  East  and  West  Machias   j^^^ 
is  of  unusual  extent.    Total  number  of  lakes  and  ponds, 
66,  nine  above  the  propc^ion  due  to  the  size  of  the  basin.    The 
lakes  are,  some  of  them,  quite  lacge. 
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Name. 


Owdiner's  Uke» 

Hsdl«7        **     

Second         '*     

Roekj         "     

Ronnd  "     

Long  *'     

Spectacle ,  3  lakee^. . 

Love  lake, 

Barrows  lake, 

Crawford    "     

Mad  «     

Shining      '*     ...... 

Seavey,  3  «*     

Patrick  lake, 

Serenteen  lakes, 


Connected 
with. 


laa^MMhiaa 
[riyer. 
do  do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 

Present 

area  in  iqaare 

storage  in 

mUet. 

leet.* 

8.60 

Dasi. 

S.60 

Dm. 

0  60 

Flowed. 

S.76 

Dwa. 

0.70 

Dam. 

1.15 

6 

.86 

t 

1.75 

5to6 

1.50 

3 

J75 

9 

050 

« 

5.00 

— 

0.60 

7 

.30 

- 

30.55 

. 

Additioai 
storage  f«ii 
U&et* 

SlDiage  Bigtek 
greatlj  iaeraci 
etotage  n^ktb 
gieatlj  iKnui 

t 


Several  St&. 


Name. 


Mopang,  2  lakes, 

Ully,  2  "    

Chain  stream,  0  ponds,. . . . 
First  and  Second  lakes, . . . 

nird  lake, 

foarth  *<    

•Hftii     "      

<3««berry  lake. > 

S[«ke  in  S.  W.  of  No.  36,  ) 
tLaka  in  centre  of  No.  36,. . 

Saliao  lake, 

.^I^reen  and  Stiles  lakes,.. . . 

(Sensslioe  lake, 

Maohias  lake,  in  4l, 

B<^g         "       

jytonlifield  lakes, 


Connected 
with. 


West  Macbias 
do        [river, 


Tveoty-siz,. 


do 

do 
do 
do 
do 

do 

do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 

do 

do 
do 
do 
do 
do 
do 
do 


Approximate 

Present 

area  in  square 

storage  in 

miles. 

feet4 

4.50 

7 

1.00 

. 

5.00 

Dam. 

1.25 

— 

9.00 

10 

1.60 

7 

2.50 

7 

1.30 

- 

0.50 

6 

2.00 

7 

150 

~ 

0.90 

8 

125 

_ 

1.60 

6 

2.00 

Pam. 

».5e 

Additiflu: 
storage  feHJlti 

infwt^ 


Seveialfert. 


There  are  in  the  East  Machias  basin  about  38  square  milet;  ' 

Lake  and  pond  surface,  and  in  the  West  Machias  about  32  square 

miles ;  total,  "^O  square  miles,  or  one  square  mile  of  lake  to  eti 

11.4  square  miles  of  basin.     The  lakes  average  1.2  square  mil'^ 

•in  surface. 

The  lakes  of  this  system,  in  particulax  of  the  West  Machia^ 
are  to  a  noticeable  extent  situated  at  the  remotest  sources  of  u? 
streams.     They  accordingly  exert  their  equalizing  effect  upon  tk 

p.  B.  J.  sad  1.  L.«Mtetaiid  V.  W.  Voslv. 


*  atangft  reportsd  by 
t  Blanks,  not  reported. 
X  Storage  reported  by  J.  K 


J>rr.  n.]  TAB  KARAAeUAGtB,  PLIABAKT,  TI7NE,  BIC. 

streams  in  their  whole  length,  and  npon  improyement  as  reser- 
voirs will  add  to  their  manufacturing  capacities  in  their  whole 
length.  As  thus  situated  they  are  of  course  not  so  valuable  as 
local  reservoirs  to  the  powers  on  the  lower  sections  of  the  rivers, 
but  are  of  more  value  to  the  rivers  as  a  whole,  or  will  be  when 
put  to  use  for  storage  basins  for  manufacturing  purposes.  The 
lakes  are  now  mostly  dammed^  but  the  water  is  used  for  only  log- 
driving  purposes.  The  lakes  at  the  source  of  the  West  Machias 
have  but  short  tributaries  and  therefore  fill  up  slowly  and  cannot 
be  counted  upon  for  especially  large  amounts  of  reserve  water. 

The  West  Machias  is  closed  to  navigation  by  ice  for  four  and  a 
half  months,  yearly,  from  December  1st  to  April  15th  on  the 
average. 


CHAPTER  XXIII. 

THE  NAREAGUAaUS,  PLEASANT,  TUNK,  ETC. 


Section  1. — Basin. 

The  drainage  district  of  the  Narraguagus,  Pleasant,  Locati<m  and 
etc.,  is  located  next  west  of  the  Machias  system,  and  *""**"^<**- 
at  the  head  of  several  great  bays,  Mason's,  Pleasant,  Dyer^s, 
Oouldsboro',  etc.  It  is  40  miles  long,  27  broad,  and  its  area  is 
550  square  miles.  The  Narraguagus  drains  about  215  square 
miles,  the  Pleasant  about  110  square  miles,  the  Tunk  about  60,  and 
the  Chandler's  about  50  square  miles. 

Oranite  prevails  along  the  coast  and  throughout  the  oeoiogkai  and 
^westem  portion  of  the  district,  with  mica  schist  in  the  tions. 
valley  of  the  Pleasant  river.  Surface,  level  to  undulating,  with 
scattered  low  mountains.  Surface  materials,  clay  loam  very 
abundant,  except  on  the  "  plains,''  which  are  gravelly  at  the  sur- 
face, though  underlaid  with  clay.  "  One-half  of  the  territory  is 
covered  with  heavy  timber  forests ;  large  areas  are  occupied  with 
*  plains '  or  '  barrens ; '  considerable  portions  are  burnt  lands  bear- 
ing now  a  growth  of  small  birches.  The  proportion  of  cultivated 
land  is  very  small."* 

In  cubic  feet,  about  53,000,000,000.  EiinfriL 

•  J.  A.  MUakfio,  bq.,  CherTyfleld. 
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Section  2. — ^Riyers. 

The  number  of  streams  in  the  district,  represented  on  the  State 
map,  is  131.  The  annual  discharge  from  the  basin  is  estimated  at 
21,200,000,000  cubic  feet.  A  considerable  portion  passes  to  the 
sea  by  various  small  streams  which  empty  directly  into  the  tide, 
and  with  their  tributary  country  expand  the  district  widely  on 
the  coast,  as  represented  on  the  map. 

The  NanaguA-  The  largest  river  is  the  Narraguagns,  which  is  fifty 
*^  miles  long.     This  river  ranges  from  low  to  high  water, 

six  feet  at  Ohenyfield,  four  feet  at  Deblois.  It  is  220  feet  w^ide  at 
and  below  Cherryfield.  It  is  closed  to  navigation  from  about 
December  15  to  March  25 ;  above  the  falls,  from  three  to  ^^e 
weeks  longer.  The  Pleasant  is  38  miles  long,  the  Tunk  17,  not 
including  local  windings. 

Lakes.  Whole  number,  38 ;  combined  area,  estimated  from 

the  map,  25  square  miles.     This  gives  one  square  mile 
of  lake  to  each  22  square  miles  of  basin. 

PRINCIPAL  RBSSRVOIRS  OF  THB  NABRAGtTAGUS,  PLEASANT,  TUNK»  ETC. 


Name. 

Conneoted 
with 

Approximate 

area  in  square 

fflUei. 

Present 

storage  in 

feet. 

Additional 

storage  feasiUe 

in  feet. 

SohoodisjO  Dond. ......  .... 

Namgnagos 
do        [river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

0.66 
1.00 
1.35 
0.36 
1.00 
0.60 
1.60 
0.60 
1.00 

• 

1   1   1    1   1   1   1   1 

• 

Narragoagns  pond 

Spraoe  Mountain  pond,  . . . 
Gbal'k  Dond 

Baker  brook  flowage, 

Third  T>ond 

- 

Baffle    *•      

Deer      **      

Snrinff  ran  nond«t  - 1  -  -  -  r  -  - 

Nine  ponds, 

— 

7.86 

. 

^ 

'  Name. 

Conneoted 
with 

Approximate 

area  in  sqoare 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feaaiUs 

in  feet. 

Bound  Dond 

Tank  river, 
do           do 
do           do 
do           do 
do           do 
do           do 

O.ao 

2.00 
0.36 
160 
0.36 
0.80 

• 
11 

12 

9 

• 

Great  Tank  pond 

LitUeTnnk     *<     

Long               "     

Rocky             "     

Downing         **     

Several  liMl. 
Several  feel. 

Six  ponds, 

.. 

4.70 

• 

^ 

*  Blanks,  not  reported. 
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PRINCIPAL  RBBBRV0IR8  OF  THE  NARRA0UAGUS,  PLBA8ANT,  TUKE,  BTO. 


Name. 

Connected 
with 

Approximate 

areainsqaare 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

DonnoU*!  Dond. .......... 

Donnell'sftre'm 
do           do 

do.         do 

do           do 

do          do 

do           do 
do           do 

1.60 
0.25 

0.25 

0.44 

0.36 

0.20 
0.46 

11 

4 

0 

10 

6 

■ 

10 

• 

Pox              "     

3 

Otter  Bog  pond,  with  flow- 

»««• 

Alder   Brook   pond,   with 

llowage, 

6 

ft 

Upper  Shillalah  pond,  with 
flowam 

4 

a&v**«KV,     ••  ••..  .■*■   •*•• 

flowaire 

5 

Sallivan,  2  ponds 

Bight  poDdt 

— 

8.46 

« 

. 

Name. 

Connected 
with 

Approximate 

area  in  aqnare 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Chandler's  nond 

Chandler's  rirer 
Pleasant  river, 
do           do 
Jones  stream, 
Flanders  riyer. 
Prospect  river. 

0.75 
2.00 
0.50 
100 
1.00 
0.35 

Dam. 

Dam. 

• 

• 

Pleasant        **     

,^ 

Southwest      **      

Jones               **      .«■■..... 

^_ 

Planders        •*     ...,..,.. 

^ 

Porhee             *' 

,^ 

Six  ponds, 

- 

5.60 

— 

— 

The  above  29  ponds  have  a  combined  surface  of  21.60  square 
miles,  as  estimated  from  the  "map.  The  areas,  as  reported,  are 
considerably  larger. 


CHAPTER    XXIV. 


THE  UNION. 


Section  1. — Basin. 

Almost  entirely  within  the  limits  of  Hancock  county,  location. 
and  at  the  head  of  Bluehill,  Frenchman's,  and  other  bays. 

Long  and  narrow,  and  contrary  to  the  general  law,  ^^^^ 
diminishing  in  breadth  at  its  head.     It  is  to  the  last 
degree  diversified  on  its  ocean  border  with  peninsular  outreaches, 
bays  and  islands ;  so  that  the  territory  actually  tributary  to  the 


*  Blanks,  not  reported. 
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river  above  its  embouchure  into  Bluehill  bay,  is  not  much  over 
two-thirds  of  the  whole  drainage  country  betwixt  the  head  of  the 
basin  and  its  outside  limit  on  the  open  main. 
DimenaionB.  Greatest  length,  from  the  head  to  the  outfall  of  the 

river,  43  miles ;  to  the  open  sea,  70  miles ;  breadth 
about  20  miles ;  square  dimensions,  of  the  area  tributary  to 
the  main  river  above  the  Ellsworth  falls,  about  500  square 
miles ;  of  the  area  below  the  falls  and  including  the  outlying 
islands,  as  represented  on  the  maps,  250  square  miles ;  total,  750 
square  miles. 

ji^^^^jj^  The  country  in  the  north  part  of  the  basin  is  elevated 

from  225  to  250  feet.     The  lowest  part  of  the  water- 
shed ridge  east  of  that  point  toward  the  Penobscot,  is  257  feet,  as 
determined  by  the  surveys  for  the  European  and  North  American 
Railway. 
Burteoe  The  district  is  boimded  by  a  chain  of  bald  granite 

oondiuonx.  mountains,  which  extends  in  the  form  of  a  horseshoe 
from  Bluehill  to  Gouldsboro',  Mt.  Desert  occupying  the  poBition 
of  the  frog,  and  in  like  manner  towering  in  lofty  granitic  eleva- 
tions. Accordingly,  the  interior  of  the  basin  is  a  strongly  defined 
valley,  of  a  rolling  surface,  encompassed  on  nearly  all  sides  by 
rugged  highlands.  The  scenery  of  the  region,  in  particular  of  the 
coast,  is  unusually  varied  and  grand. 

Geological  and        The  Valley  abovc  mentioned  is  underlaid  with  mica 
tioQs.  schist ;  exterior  to  this  upon  all  sides,  as  above  stated, 

granite  is  found,  occupying  four-fifths  of  the  whole  area.  The 
larger  proportion  of  the  lakes  lie  in  the  granite  district.  The  sur- 
face forms  have  already  been  remarked.  "  Out  of  the  500  square 
miles  lying  above  the  lowest  falls,  at  Ellsworth,  probably  four- 
fifths  are  forest-covered." 
Bain&u.  Estimated  at  72,450,000,000  cubic  feet. 

Section  2. — River. 

oonwe  and  The  dircctiou  of  the  river  is  slightly  west  of  south. 

"*^  Its  tributaries  are  short.     With  the  exception  of  the 

Presumpscot,  it  exhibits  less  of  divarication  and  embranchment  than 

any  other  stream  in  the  State  of  equal  size  and  importance^  it  being 

laterally  restricted   by  the  highland  ranges  above  referred  to. 

Total  number  of  streams  represented  on  the  State  map,  on  both 

the  basin  proper  and  the  islands,  137,  most  of  them  quite  small. 

Length  and         The  river  is  fifty-two  miles  long  to  the  bay  or  estuanr 

▼oume.         ^^^  which  its  waters  are  discharged.    Its  annual  de- 


DiT,  n.] 


TBE  UNIOK. 


187 


livery  is  estimated  at  19,500,000,000  cubic  feet,  that  for  the  entire 
district  being  28,980,000,000  cubic  feet. 

Not  exces»ye  eye&  in  the  state  of  nature,  owing  to  y«rfiiti<NM  or 
the  influence  of  the  lakes,  and  capable  updn  reservoir  ^  ""*" 
improvement  of  being  made  comparatively  small.    In  an  ordinary 
sammer  season  —  cubic  feet  per  minute,  for  the  ordinary  working 
hours  of  the  day,  are  estimated  to  be  passed  over  the  dams  at  EUs- 
^worth.    The  total  range  of  water  on  the  same  dams  is  seven  feet. 

The  height  of  the  lake  in  the  north  part  of  this  basin  ^ 
is  about  205  feet  above  sea.  level,  the  descent  from 
'which  to  the  mouth  of  the  river  would  be  at  the  mean  rate  of  four 
feet  to  the  mile,  or  2^.6  circular  measurement. 

The  Union  river  is  furnished  with  natural  reservoirs  j^^ 
of  remarkable  extent  and  number,  the  total  count  of 
w^hich  upon  the  proper  basin  of  the  river  and  upon  the  outlying 
islands,  is  61,  on  the  basin  proper,  43,  or  11  above  the  proportion 
due  to  its  size.  The  combined  area  of  the  lakes  and  ponds,  small 
and  great,  in  the  basin  proper,  as  inferred  from  the  map,  is  sixty 
square  miles,  or  one  square  mile  to  each  eight  square  miles  of 
tributary  country. 

PRINCIPAL  RBSBRVOIRS  OP  THl  UNION. 


Name. 


ApprozliBKto 

area  in  aqvare 

mUee. 


(4 
t< 
« 

« 
l< 
«< 
<< 
•< 


Branch  pond 

Rocky  pond,  in  Orland,. 

Beed't    «•     

Beech  Hm  pond, 

Mountain 

HatOMe 

Molaases 

Scammon, 

Abnun't 

Webb's 

Spectaeie 

Roeky 

Rooky  ••    in  No.  22 

2  Lead  Moantain  ponds,  npper  and  lower, . 

Br«ndy  pond 

Great        «•      

Long         *'      

Alligator  «*      

Morrison's  pond, 

Middle  Branch  pond,  npper, 
"  "         "      lower,. 

Flood's  pond, 

Springy  "     

Hopkins'  pond, 
Qeoige's 


I 


c< 


Twenty-nz  ponds, 


3.75 
0.35 
4.26 
1.86 
1.26 
0.60 
2.26 
1.00 
0.80 
1.76 
2.10 
0.40 
1.16 
2.00 

i.eo 

1.50 
1.00 
1.80 
0.36 

1.26 

1.00 

.60 

1.75 

0  90 


34  86 


Present 

storage  in 

feet.* 


Additional 

storage  feasible 

in  feet.* 


10 

10 

6 

6 

6 

10 

10 

10 

8 

10 

6  and  8 
6 
13 
8 
6 
8 
6 
6 
9 
9 
No  dam. 


10 
10 
14 

14 
14 


3 
6 

3  and  4 

10 
6 
6 

6 
6 
6 
6 
5 


*  Btonge  reported  by  Xogene  Hale  and  Seth  Tiadaie,  Eaqs. 
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The  mean  head  now  commanded  npon  the  22  of  the  above  reser- 
voirs whose  ETtorage  is  reported,  is  7.7  feet.  An  additional  head 
of  7.6  feet  can  be  raised,  as  is  estimatedi  upon  19  of  the  number, 
including  nearly  all  the  larger. 

If  we  assume  an  average  depth  of  only  six  feet  upon  38  square 
miles — ^a  head  of  over  16  feet  being  capable  of  reserve  upon  over 
30  square  miles,  so  far  as  regards  the  holding  capacity  of  the  lakes, 
the  storage,  amounting  to  5,520,000,000  cubic  feet,  would  yield 
for  the  working  hours  of  the  year,  upon  the  Ellsworth  falls  alone, 
their  height  being  assumed  at  100  feet,  a  gross  power  of  5,600 
horse,  or  224,000  spindles.  The  amount  of  storage  specified  (six 
feet)  it  is  judged  can  be  secured  from  the  surplus  of  the  snow-melt- 
ings and  fall  rains,  without  impairing  the  working  power  of  the 
stream  during  the  process  of  accumulation.  To  the  above  would 
require  to  be  added  the  naturcU  low-run  of  the  river  to  arrive  at  the 
aggregate  of  its  constant  manufacturing  power  at  the  point  speci- 
fied. 

The  following  ponds  are  located  in  the  district,  below  the  outfall 
of  the  Union  river,  and  are,  or  may  become,  sources  of  valuable 
local  power : 

RBSBRVOIRS  TRIBUTARY  TO  THB  TIDB  WATBRS  OF  UNION  RIYBR. 


Name. 

Ooaneoted 
with 

Approximate 

area  in  square 

mUes. 

Present 

storage  in 

feet. 

Additional 

storage'  feasible 

in  feet. 

P&tfcan'a  Do&d. 

Patten's  brook, 

do       •    do 
Flood's  stream. 
Four  Ponds 

[stream, 

Dmilng's      " 

Gt.  pond      « 
Seal  Cove    ** 

4.00 
1.10 
0.26 
1.00 
1.60 
0.76 
0.76 

3.60 
0.76 

Dam. 

Bams. 
Dam. 

Pfttten's  upper  pond, 

Flood's  Dond 

- 

The  "  Four  Ponds," 

«*  Salt  Pond." 

Seyeral  faet. 

Baeie     ««       4 . . . 

**"(5*^                                  ....    ••.•    i.«« 

Deninor's  nond. 

Great  pond,  and   the  two 
eonneoted 

Seal  OoTff  Dond. ......  .... 

Twelve  ponds, 

— 

13.66 

- 

- 

The  river,  below  the  falls  at  Ellsworth,  is  closed  to  navigation 
four  months  yearly. 
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CHAPTER   XXV. 

THE  ST.  GEORGE,  SHEEPSCOT,  MEDOMAO,  ETC. 


Section  1. — Basin. 

Under  the  above  title  is  massed  together  the  entire  uaMm. 
district  lying  between  and  separating  the  southern  points  of  the 
Kennebec  and  Penobscot  basins. 

From  its  interior  limit  to  the  ocean,  a  length  of  50  DiaKMbmi. 
miles ;  breadth,  80  miles ;  area,  including  the  various  peninsulas 
and  outreaching  headlands,  about  800  square  miles. 

Estimated  at  T8,000,000,000  cubic  feet.  vasoASL, 


Section  2. — Rivers. 

First,  the  St.  George,  which  is  35  miles  long  from  Thast  George 
source  to  mouth,  or  50  miles  to  the  open  main,  and 
drains  about  210  square  miles  above  the  lowest  falls.  Secondly, 
the  Sheepscot,  which  is  3?  miles  from  source  to  mouth,  or  58  miles 
to  the  sea,  and  drains  about  190  square  miles  above  the  lowest 
falls.  Thirdly,  the  Medomac,  21  miles  long,  or  3t  to  the  sea, 
draining  about  62  square  miles  above  the  lowest  falls.  The  Dam- 
ariscotta  river  drains  about  43  square  miles  above  the  lowest  falls, 
and  is  of  unusual  importance  as  a  manufacturing  stream  on  ac- 
count of  the  size  of  its  natural  reservoir,  the  pond  of  the  same 
name.  Dyer's  river  drains  about  38  square  miles  above  its  outfall. 
Total  number  of  streams  represented  upon  the  State  map,  1*73. 

'The  estimated  yearly  discharge  of  all  the  streams  is  y^^i^^^ 
32,200,000,000  cubic  feet.  A  less  than  usual  propor- 
tion of  this  is  available  for  power,  so  much  of  it  passing  directly 
from  peninsulas  and  islands  into  the  tide,  without  being  massed  in 
streams  of  economical  size.  The  Sheepscot  discharges  about 
7,410,000,000  cubic  feet  from  the  portion  of  its  basin  above  the 
lowest  falls;  the  St.  George  about  8,190,000,000  cubic  feet;  the 
Medomac  2,418,000,000,  and  the  Damariscotta  about  1,677,000,000 
cubic  feet. 

The  whole  number  of  lakes  in  the  district,  repre-  j^j^ 
sented  on  the  State  map,  is  T2,  88  being  the  number 
due  to  its  size.    The  greater  number  2xe  small.    Nearly  all  are 
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BOtirces  of  valuable  local  power,  and  in  the  aggregate  will  hold  in 
reserve  a  vast  amount  of  water.  The  combined  area  of  all  the 
lakes  and  ponds  is  50  square  miles,  one  mile  to  each  16  square 
miles  of  basin.    The  lakes  average  0.7  of  a  mile  in  area. 

Damariscotta  pond,  assumed  from  the  maps  dt  10  square  miles, 
if  covered  with  storage  to  the  depth  of  four  feet  would  yield  for 
312  days  per  annum,  10  hours  per  day,  a  gross  power  of  572  horse, 
22,880  spindles,  at  "Damariscotta  falls."  This  would  of  course 
be  increased  by  the. amount  of  the  TUtiurdl  low^nin  of  the  stream. 
The  actual  rise  upon  the  pond  in  the  spring  and  fall  is  firom  four  to 
six  feet,  which  might  be  reserved  for  power  purposes.  The  mill 
owners  let  the  water  off  to  avoid  paying  damages,  the  present  use 
of  the  power  not  justifying  the  expense  of  flowage. 

PRINCIPAL  RESERVOIRS  OF  THE  ST.  GEORGE,  SHEBPSOOT,  MEDOMAO,  ETa 


Name. 

Gonneoted 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

infeot. 

Sottfch  pond, 

St.  George  riv., 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

1.16 
0.50 
1.10 
1.06 
0.35 
0.30 
1.15 
2.00 
0.80 
2.00 
0.75 
2.00 
0.60 
0.25 
0.75 
0.40 

Dam. 

6 
Dam. 
Dam. 

4 
8 
4 
0 
6 

North    «• 

SeTen  Tree  Dond 

SoFefal  feet. 

Crawford'*     «*    

Sevetal  feet. 

Roand           «*    

Sereral  feet. 

Western        ••    , 

Senebeo          "    

SoTeral  foei. 

Qnantabftoook  pond, 

Tme'fl  pond 

St.  Georges  pond 

Stevens'         ««     

The  «*  Lake/'  ♦ 

Can  haTe   bi^ 
-  [dam. 

2 

IiCfnnond  nond 

0 

Hobhs        "    

2 

Southern  Hobbs  pond 

Hsh  pond. 

2 
1 

j»w*»i»j    a.....    ..••    ••... 

fitxteefl  ponds, 

- 

14.36 

- 

-. 

Name. 


If  edomao  pond, 

LiiUe  Medomao  pond, . . . . 

Washington  pond, 

Olark's  **     

Damarisootta  '*     

Musoongns      " 
Biscay 
Pemaqnid 
Duek 


t€ 


«< 


Connected 
with 


Approximate 
area  in  square 
miles. 


Medomac  riT«r, 

do  do 

do  do 

do        [rirer, 

Damarisootta 

Mnscongns  stfm 

Pemaquid  river, 

do  do 

do  do 


0.76 

0.25 
1.25 
0.60 
10.00 
0.60 
1.00 
2.00 
0.30 


Present 

storage  in 

feet.t 


Dam. 


:| 


Additional 
storage  feasible 

infeekt 


t 


10 

SeTSvmlfbst. 
Can  be  raised  3 
feet,  and  ontlet 
lowered  S  feet 


*  BUnage  and  areas  of 
1  Storage  reported  by 
i  Blaoln,  not  repofted. 


^s  in  Hope  reported  by  Isaae  Hobbs  of  Hope. 
P.  Carleton,  John  Bodge,  Dr.  0*Brien,  and  others. 


PRINCIPAL  BESSBVOIBS  OF  THE  ST.  GBORGtt,  8HBBP800T,  MBDOMAO,  BIG, 


Conneoted 

Approximate 

Present          Additional 

Name. 

with 

areaineqvare 

storage  la    storage  feasible 

miles. 

feet.*             in  feet  • 

1 

Dyor'fl  Long    **     

Dyer's  river, 

1.20 

6    ,4,  with  flowage, 

Djer's             ««     

do           do 

0.20 

t                       t 

Ploftmnt          **     

Sheepteot  river. 

1.10 

4toe 

TrmTol             "     

do           do 

0.60 

1                    6 

PatriektowD    «•     

do           do 

1.00 

Outlet  ean  be 
1    lowered  10  ft. 

Jamot'            «     

do          do 

0.S0 

Severalfoet.  |Oatlet  lowered 
sevesalfbet. 

Sheepseoi  Great  pond, .... 

do           do 

1.60 

Dam.         6,  by  higher 

dams  and  lew* 

• 

ering  ovtlet. 

Sixteen  pondf, 

- 

22.45 

The  above  32  principal  lakes  and  ponds  have  a  surface  of  36.80 
square  miles. 


CHAPTER    XXVI. 

THE  PRESUMPSCOT.J 


Location. 


Vunn. 


DimenstoM. 


Kleredon. 


Section  1. — Basin. 

Betwixt  the  Saco  and  the  southern  part  of  ihe 
Androscoggin  basin. 

Highly  elongated,  and  like  the  Union  district,  dimin- 
ishing in  breadth  at  the  head. 

Greatest  length,   62  miles;    greatest   breadth, 
18  miles ;  area  about  520  square  miles. 

The  streams  setting  from  the  immediate  vicinity  of 
the  northern  part  of  this  basin^  north  toward  the 
Androscoggin  at  Bethel,  and  east  into  Greenwood,  have  at  their 
points  of  discharge,  a  height  of  about  600  and  700  feet,  respec- 
tively, above  tide.  Accordingly  the  upper  portion  of  the  basin 
must  be  inferred  to  have  a  mean  elevation  at  least  from  800  to  900 
feet  above  sea  level.  Songo  pond,  occupying  of  course  one  of  the 
lowest  points,  is  two  feet  higher  than  the  Androscoggin  river  near 
the  mouth  of  Pleasant  river  (as  shown  by  surveys  for  a  canal)  or 
about  630  feet.     Sebago  lake,  midway  the  basin,  has  usually  been 


*  Storage  reportod  Xtj  H.  P.  CsrletoD,  John  Bodge,  Dr.  O'Brien,  and  olben. 
t  Blanks,  not  leported. 

X  The  Bojal  aod  Nonesuch  diitricU  sre  notioed  at  the  end  oC  this  chapter,  they  being 
the  piMUJupecoi  on  the  map. 


with 
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estimated  280  feet  above  tide,  but  has  been  found  by  J.  P.  Ander- 
son, C.  E.,  to  be  but  247  feet  above  high  water  at  Portland.  So 
that  as  a  whole  the  district  is  considerably  elevated,  and  the  faU  of 
its  surplus  waters  correspondently  large. 

The  table  annexed  gives  all  the  specific  facts  that  have  come  to 
hand: 


LOCALITTBS. 

Oamberland  station, . . 
Eftlmoath  ** 


LocALinES. 


Gorh»m  and  Bozton  boundary,. 
Buxton  Oentro, 


192 
175 


Hei|^te  on  a  railroad  route  to  Lake 
Champlain.     [State  Doos.] 


Near  northwest  end  Canada  hill, 
Windham, 

Grossing  of  Pleasant  ri^er, 

Turtle  pond,  Windham, 

Parker  pond, 

Saturday  pond,  Otisfield, 

Pieroe's  mill  pond, 

Divide  of  Presumpsoot  and  An- 
droscoggin,   

Songo  pond,  about, 


192 
176 
800 
426 
622 
436 

668 
630 


Heights  on  a  Trial  Section  of  the 
same  railroad. 


Pond  north  of  the  village  of 
Saoearappa, 

Mouth  of  Ink-Hom  brook 

Golerigbt's  brook, 

Horsebeef  falls 

Opposite  Great  &11b,  Pleasant 
river, 

Boody*B  tavern,  Windham,. . . . 


Feet. 


70 

73 

74 

101 

m 

297 


Geological  and  From  the  sea  to  Sebago  lake  the  basin  is  underlaid 
uoDs.  chiefly  with  mica  schist,  the  river  itself  however  for 

nearly  half  the  distance  flowing  in'  a  narrow  belt  of  gneiss. 
Around  and  above  Sebago  lake  granite  prevails  exclusively.  Ex- 
cellent building  stone  abundant  in  nearly  all  parts.  The  southern 
portion  of  the  basin  is  undulating  and  moderately  hilly,  the 
northern  rugged  and  mountainous.  Surface  materials  predominat- 
ing, as  shown  by  returns,  sandy  and  gravelly.  The  southern  part 
is  pretty  thoroughly  cleared  of  forests ;  the  northern  is  still  quite 
heavily  wooded. 

The  annual  receipt  of  moisture  is  estimated  in  cubic 
feet  51,000,000,000. 


Kftinfe^l 


Section  2. — River. 

0^^  Very  nearly  southeast,  and,  regarded  as  continued 

in  Crooked  river,  remarkably  direct,  or  free  from  ex- 
tensive windings,  from  its  source  to  its  mouth,. so  that  its  drainage 
area  is,  as  before  noticed,  very  long  in  proportion  to  its  breadth. 
But  the  main  stream  above  Sebago  lake  is  to  a  most  extraordinary 
degree  diversified  with  local  and  minute  sinuosities,  which  parallel 
fully  the  eccentricities  of  course  of  the  celebrated  river  of  the 
east,  Meander. 
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Important  only  as  connecting  the  river  and  seyeral  of 
its  reservoirs,  and  as  furnishing  the  sites  of  many  small 
water-powers. 

The  Fresumpscot  proper,  from  Sebago  lake  to  the  i«ogtii. 
tide,  by  the  course  of  the  river,  is  about  22  miles  long.    Crooked 
river  is  estimated  to  be  42  miles  long.  ^ 

Estimated  discharge  of  the  river  for  the  year,  20,400,-  vqIbim. 
000,000  cubic  feet. 

These  are,  and  even  in  the  state  of  nature  would  be,  v«iMtioos  of 
comparatively  small  upon  the  Fresumpscot  proper,  ^"°** 
owing  to  the  great  extent  and  compensating  influence  of  the  grand 
reservoir  at  its  head.  The  natural  uniformity  of  the  stream  is 
assisted  by  the  artificial  control  of  the  delivery  of  the  lake,  so  that 
for  the  practical  purposes  of  extensive  manufacturing  it  is  constant 
throughout  the  year.  The  volume  employed  at  Cumberlap/i  Mills, 
estimated  from  the  statement  of  the  Superintendent,  George  W. 
Hammond,  Esq.,  is  about  50,000  cubic  feet  per  minute.  This  run 
continued  througho\it  the  working  days  of  the  year,  for  ten  hours 
a  day,  would  carry  off  about  9.5  billion  cubic  feet.  The  range  from 
lowest  to  highest  water  is  found  to  be,  on  the  several  dams  in 
Westbrook,  from  four  to  five  feet ;  at  the  Outlet  dam,  four  to  five 
feet. 

The  descent  of  the  river  from  the  lake  to  the  tide,  siopc. 
247  feet  in  22  miles,  is  at  the  mean  rate  of  11.2  feet  p^r  mile,  or  f'.8 
circular  measurement. 

Total  number  in  the  system,  45,  or  17  above  the  lAkea. 
proportion  due  to  the  size  of  the  basin.     Combined  area,   9*7 
square  miles.    There  is  one  square  mile  of  lake  surface  to  each 
6.3  square  mile  of  basin.    The  lakes  average  2.1  square  miles  in 
surface. 

PRDirGIPAL  RBSBRVOIBS  OF  THB  PRESUMPSOOT. 


Name. 


Sebago  lake, . 
Triokej  pond,. 
Peabody    " 
Braodj      " 
Jjong 
PleMUii 

Pantber'a  *<     , 

Rattlemako,  2  ponds,. 
Little  Sebago  pond, . . , 


« 

4( 


Approximate 
area  in  square 
miles. 


60.00 
0.76 
160 
1.36 

12.00 
3.36 
2.76 
2.76 
6.00 


Present 
storage  in 

feet. 


4 


Dam. 


Additional 

storage  feasible 

in  feet. 


4 

• 


Sereral  fbet. 

-    [We. 
High  dam  feasi- 


*  Blanks,  not  repoited. 
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PRINCIPAL  RSSBRV0IB8  OF  THB  PRBSUMPSOOT. 


Name. 


Ciotobed       pood, 

AdamB'  *<    

HoU'b  "    

Stearos  <*    

ADOnyiiMNM      *'     

Woods  "    

Thomu  '*    

Long  pood,  Watorfoffd,. . 

Bmt     "       

MOOM  "        

Bongo    *<       

Stone,  2  ponds, 

Twenty-thzee  ponds. 


Approximate 

area  in  sqnare 

miles. 


3.75 
0.30 
0.30 
1.00 
0.76 
1.60 
1.16 
1.00 
0.76 
0  76 
0.86 
1.10 


90.45 


Present 

storage  in 

feet. 


Bam. 
Dam. 


Dam. 


6 

4 


6 


Additional 

storage  f easiUe 

in  feet* 


4 

Oattet  eu  be 
[lowered  3  ft. 


g^ij^i^j^^  There  is  a  dam  eight  feet  high  at  the  outlet  of  Se- 

bago  lake,  by  which  a  head  of  four  feet  is  now  com- 
manded over  the  whole  surface.  It  can  be  raised  four  feet  more, 
as  I  am  informed  by  Mr.  Hammond,  without  incurring  more  than 
very  trifling  damage  for  flowage.  X  head  of  six  feet,  giving  a 
volume  of  8,363,520,000  cubic  feet,  would  supply  44,600  cubic 
feet  per  minute  for  the  ordinary  working  hours  of  the  year.  This 
(the  storage  alone  be  it  observed)  would  yield  on  a  fall  of  20  feet, 
as  at  Cumberland  mills,  a  gross  power  of  1,688  horse,  for  the  time 
specified.  It  would  yield  in  its  fall  of  247  feet  to  the  tide,  a  gross 
power  of  20,846  horse,  833,840  spindles,  throughout  the  year.  To 
this  requires  to  be  added  the  power  due  to  the  natural  low-run 
volume  of  the  river,  to  arrive  at  the  constant  aggregate  of  ita 
manufacturing  power  from  Sebago  lake  to  the  sea. 

W.  H.  Jackson,  Esq.,  President  of  the  Oriental  Powder  Com- 
pany, writes  as  follows  in  regard  to  the  volume  of  water  that  can 
be  had  from  the  tributary  country:  "I  have  run  water  at  Wes- 
cott's  falls,  where  the  lake  waters  enter  the  river,  for  32  days, 
through  four  gates  four  feet  square  each,  and  one  six  feet  square, 
under  a  ten-foot  head,  with  a  flow  four  feet  deep  over  the  dam 
eighty  feet  long,  and  even  then  have  not  succeeded  in  preventing 
the  water  from  rising  six  to  nine  inches  above  the  four  feet  head 
on  the  dam,  which  is  all  the  dam  will  now  safely  carry."  These 
figures  indicate  an  enormous  waste  of  water,  much  the  greater 
part  of  which,  with  a  suitable  dam,  can  be  reserved  for  manufac^ 
turing  use. 


*  Blanks,  not  reported. 
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The  water  of  Sebago  lake  is  shown  by  analysis  to  approach  as 
near  to  absolute  purity  as  any  mass  of  water  of  large  yolume  in  the 
world,  so  far  as  known.  It  is  therefore  particularly  adapted  to 
use  in  chemical  and  bleaching  works. 

Of  the  20  to  30  thousand  horse-powers  available  upon  this  river, 
unsurpassed  in  all  respects,  but  a  small  proportion  is  yet  in  use. 
The  absolute  immunity  of  the  power  from  dearth  or  freshet,  the 
superiority  of  the  natural  sites  for  improvement,  the  proximity  to 
market,  conspire  to  give  this  river  unusual  attractions  to  the  man- 
u&cturer. 

Thb  Botal  and  Nokesuch. 
This  is  situated  between  the  southern  points  of  the  Sf*''^<u^ 

'^  triot  of  tiie 

Presumpscot  and  Androscoggpbi  basins,  and  is  named  soyai. 

for  its  chief  river.    It  is  about  21  miles  long,  12  broad,  and  170 

square  miles  in  area.    Its  elevation  is  small. 


LocAjunm* 

"    ■  f  ■  - 
Feet. 

IiOQAUmi. 

Foet. 

Wew  Gloaoestor  station 

100 

lao 

96 

Yftrmoiitli  JiiiM4i<Ri. . .  * . .  t  . . ,  * 

76 

Povnal                 **      

Summit  Yamumth  RDdOamber- 
land,  <m  Gfaad  Tnmk  K.  R.. 

Korih  Tumoath    *<       

118 

Its  surface  is  moderately  undulating  to  hilly.  Surface  materials 
chiefly  loam  and  clay.  Somewhat  over  one-fourth  of  the  Surface 
wooded.  Gneiss  occupies  the  southern  part  of  the  basin,  mica 
schist  the  northern  three-fourths.  Royal,  the  principal  stream, 
length  28  miles,  including  the  chief  windings.  Total  number  of 
streams  represented  on  the  map,  38.  Six  small  ponds.  Range 
from  lowest  to  highest  water,  six  feet  at  Yarmouth.  Annual  rain- 
fall, about  16,500,000,000  cubic  feet,  of  which  about  6,600,000,000 
are  discharged  by  the  rivers.  Large  artificial  reservoirs  about  the 
head  of  the  main  river,  are  about  to  be  constructed. 

Situated  south  of  the  Presumpscot  basin,  covering  Drainage  dis- 
the  tract  between  the  southern  point  of  the  Saco  basin  nodwocIl 
and  Gasco  bay.    Area,  about  125  square  miles.    Two  small  ponds 
represented  on  the  State  map.     Principal  streams.  Nonesuch  and 
Stroudwater.     Estimated    discharge,    4,800,000,000    cubic    feet. 
Portland  lies  in  this  district. 

10 
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CHAPTER   XXVn. 

THE  MOnSAM,  ETC. 


Location  and 


Section  I.-^Basik. 

The  drainage  district  of  the  Moosam  and  its  asso- 
ciated streams,  is  located  in  the  southwest  part  of  the 
State,  between  the  lower  sections  of  the  Saco  and  Piscataqua 
basins.  Its  gpreatest  length  is  82  milefl ;  breath,  2?  mileB ;  ai^ea, 
260  sqnare  miles ;  the  Monsam  drains  about  120  square  miles,  and 
the  Kennebunk  about  50  square  miles. 

Moderate,  as  shown  by  the  following  figures ;  these 
are,  however,  below  the  mean  for  the  surrounding  dis- 
tricts, as  they  express  the  heights  of  water  sur&ces  and  points 
upon  railroads : 


Btoratioo. 


LooAunu. 

Fa^. 

LooAions. 

Vaoi. 

KMHMlmnk  nltlkHii. 

in 

200 
164 

223 

AUMflfeMloa 

S64 

Wella              *•      

Mooaam  riyar  at  lailroad  oroai- 
tut  in Saofeviy* 

South  Wstorboro*  slalloB 

114 

Shakw  Dond.  t 

About  tlw  loTd  of  SpringTBlo,. 

163 

Gaoiogieai  and  Grauito  is  almost  the  exclusive  rock.  It  is  quarried 
tioDi.  at  Kennebunk  extensively  and  of  most  superior  quality. 

The  general  surface  of  the  basin  is  level  and  moderately  undulating. 
Surface  materials  are  gravel,  sand  and  sandy  loam,  with  clay 
locally.  Forests  have  been  removed  from  over  two-thirds  of  the 
whole  area. 

j^j^jjjjy^  In  cubic  feet,  for  the  whole  district,  about  26,000,- 

000,000. 

Section  2. — Bivers. 

Total  number  of  streams  in  the  district,  represented  on  the  State 
map,  28 ;  the  estimated  yearly  discharge  of  which  is  10,000,OO0»000 
cubic  feet. 

Tbe  MoaMm.         '^^  lougost  rivcr  is  the  Mousam,  which  is  about  25 

miles  long,  and  has  an  estimated  yearly  discharge  of 

4,680,000,000  cubic    feet.     The    statement   for   Eennebank,   in 

Part  III.  of  the  Report,  indicates  a  volume  of  over  13,000  cabic 
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feet  per  minutei  at  low  run.    This  contmued  11  hours  per  day, 
312  days  per  year,  would  carry  off  2,800,000,000  cubic  feet. 

Whole  number,  14 ;  combined  area,  estimated  from  j^^ 
the  county  map,  about  10  square  miles;  one  square 
mile  to  each  26  square  miles  of  basin.    The  lakes  average  0.71  of 
a  square  mile  each  in  surface. 

In  consequence  of  the  comparatively  level  character  of  the  basin 
and  the  general  improvement  of  the  lakes  and  ponds  for  reservoirs 
the  streams  are  very  constant. 

PRINCIPAL  RBSERVOIBS  OF  THE  MOUSAM  AND  EENNEBUNE. 


• 

Nmdo. 

Oonnootod 
with 

Approxionto 

nreainiqwure 

mU«0. 

Present 

•tomgeia 

feet. 

Additional 

storage  feasible 

in  feet. 

Kennebnnk  pond 

Swan               «     

Shak«r*f          «     

Bangannt       **     

MooMm          **     

Square            <*     

Iioon               •*     

Kennebonk  riy. 
do           do 

MooBMB  riyor, 
do           do 
do           do 
do          do 
do          do 

0.85 
0.76 
0.40 
0.50 
S.75 
1.00 
O.M 

4 

• 

2 
Seyeral  feet. 
SeyamlliMt. 

• 

1   1   1   1   1   1 

Seyen  ponds, 

m. 

6.45 

~ 

. 

Power  ok  the  Lower  Section  of  the  Mousam. 

If  a  mean  volume  of  10,000  cubic  fcBt  per  minute  for  the  ordi- 
nary working  hours,  can  be  counted  upon,  on  the  Mousam  river, 
from  about  Springvale  to  the  tide,  the  power  due  to  the  descent  of 
262  feet  is  4,978  horse-power,  gross,  or  199,120  spindles.  In  the 
report  for  Sanford,  Part  III.,  it  is  estimated  10,000  spindles  can  be 
operated  on  a  14-foot  fedl,  throughout  the  year.  A  small  part  of 
the  power  is  in  use. 


*  fitanks,  not  reported. 
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CHAPTER   XXYin, 

THE  PISCATAQUA. 


Locatloo. 


Section  1. — Basin. 

The  drainage  district  of  the  Piscataqna  is  located  in 
part  in  the  extreme  southwest  part  of  the  State,  and  in 

part  in  the  southeast  corner  of  New  Hampshire. 

DimeDBions  Greatest  length,   43    miles;    greatest  breadth,  23 

miles ;  area,  550  square  miies,  240  in  Maine,  310  ia 

New  Hampshire.     About  230  square  miles  only  are  drained  into 

the  river,  from  both  Maine  and  New  Hampshire,  above  the  lowest 

falls  on  the  Salmon  Palls  branch. 

The  following  points  are  upon  railroads  or  water 
surfaces,  and  are  therefore  below  the  mean : 


EleyafelozL. 


LOCALITIBS. 

Feet. 

1 

LOCAUTIBS. 

Feet. 

Eittery  station, . .  

Elliot         «*      : 

17 
21 
90 
93 
135 

32 

73 

Great  Falls  Co.'s  mlU-pond  Ber- 
wick 

107 

Greftt  Falls  JiiDCtion 

Mast  Point  reservoir,  Berwiok,. 

Deering's  pond,  Lebaaottf 

Foot  of  Three  ponds,  Lebanon,. 
Level  of    •«        •*           " 

ITnm  vwmii.  Aninn. 

180 

Sonth  Berwiok  station 

350 

North        **            "     

353 

Portsmonth  Oo.'s  miH-pond,  Sonth 
Berwick, 

367 

479 

Salmon  FaUs  Oo.'s  min-pond.  So. 
Berwiok, 

Northeast  pond,  Aeton, 

499 

Geolofrtcal 
aod  surface 
oonditions. 


Granite  greatly  in  excess  of  all  other  rock,  with 
mica  schist  and  quartz  rock  in  localities.     Surface 

aspect,  undulating  to  hilly.     Surface  materials,  gravel  and  sand, 

with  some  clay.     Forests  more  than  two-thirds  cut  off. 

j^^^^jyj  Estimated,  in  Maine,  23,000,000,000  cubic  feet ;  in 

New  Hampshire,  31,000,000,000  cubic  feet;  total,  64.- 

000,000,000  cubic  feet. 


Section  2. — ^Rivers. 

Course,  afflnents  Coursc,  south-southeast.  The  river  is  formed  of 
and  length.  three  main  tributaries,  the  Oocheco,  Salmon  Fails,  and 
Oreat  Works  rivers.  The  first  is  in  New  Hampshire ;  the  second 
constitutes  in  its  whole  length,  with  the  main  Piscataqtta,  a  part 
of  the  western  State  boundary ;  and  the  third  is  situated  in  Maine. 
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One-half  only  of  the  water-power  of  the  Salmon  Falls  river,  accord- 
ingly, is  in  Maine.  The  tributaries  in  Maine,  represented  on  the 
map,  ntimber  19 ;  in  New  Hampshire,  54 ;  total,  IB.  The  length 
of  the  river  fix)m  the  sonrces  of  the  Salmon  Falls  branch  to  Piscata- 
qua  bay  is  about  40  miles.  The  Salmon  Falls  river  is  properly  the 
upper  Piscataqua. 

Estimated  yearly  discharge  of  all  the  streams,  21,-  Toiame,aad 
600,000,000  cubic  feet.  The  amount  employed  at  Toiome. 
Great  Falls,  for  manufacturing  purposes,  at  the  rate  of  409  cubic 
feet  per  second,  11  hours  a  day,  312  days  a  year,  is  6,053,000,000 
cubic  feet.  This  constitutes  a  very  large  proportion  of  the  total 
estimated  discharge  of  the  basin  tributary  to  the  stream  at  and 
above  that  point,  which  is  8,970,000,000  cubic  feet.  Accordingly 
it  is  evident  that  the  water  is  carefully  and  successfully  husbanded 
against  waste,  and  that  its  volume  is  remarkably  uniform  at  all 
seasons.     "A  variation  of  three  feet  on  the  dams  is  very  unusual.'' 

The  fall  from  Northeast  pond  to  the  tide  is  499  feet, 
which  gives  a  mean  descent  of  16.6  feet  to  the  mile, 
or  lO'.S. 

The  larger  lakes  in  the  Maine  portion  of  the  basin 
number  9,  in  the  New  Hampshire  portion  13,  total  22, 
or  five  below  the  proportion  due  to  the  size  of  the  district.  With 
the  exception  of  Northeast  pond,  the  reservoirs  are  all  small.  Their 
combined  surface  is  about  16  square  miles,  1  square  mile  to  each 
34  square  miles  of  basin ;  they  average  0.72  of  a  square  mile  in 
extent. 

The  area  of  the  several  ponds  used  as  reservoirs  to  the  Salmon 
Falls  branch  is  3,759  acres,  or  a  little  less  than  six  square  miles. 
The  following  are  the  most  important  : 

PRINGIPAL  RBSERVOIBS  OF   THB  SALMON  FALLS    BRANCH   OF  THE 

PISCATAQUA. 


Slope. 


Lakes. 


Name. 

Connected 
with 

Approximate 

areainsqaare 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

NorihMkBt  Dond 

Salmon  FaUs 
do    [rirer, 
do       do 
do        do 
do        do 

3.00 
0.65 
0.35 
0.56 
0.20 

24 

These  ponds  oan 

on  the  average 

be  stored  to  the 

depth'  of  10  ft. 

None. 

GarTln's       "     

«( 

Horn             *•     

cc 

Wentworth  «*     

« 

Northwest    **    

« 

^▼6  pondi, 

. 

4.75 

— 

— 

Bonny  Big  pond,  connected  with  Negutaquis  river,  has  2.60 
square  miles  of  surface,  and  is  dammed. 
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Power  of  the  From  the  statement  for  Berwick  in  Part  III.,  it  ap- 
river.  pears  that  at  Great  Falls  a  volome  of  24,540  cubic  feet 

per  minute  is  commanded  at  low  run,  being  supplied  by  the  reser- 
voirs chiefly,  and  by  the  natural  flow  of  the  river  in  part.  If 
16,000  cubic  feet  of  this,  on  the  average,  be  assumed  to  be  avail- 
able from  the  foot  of  the  reservoirs  to  the  tide,  the  total  power 
due  to  the  descent  through  [about]  480  feet  is  14,500  horse-power, 
or  580,000  spindles,  for  the  working  hours  of  the  year.  A  large 
proportion  remains  unused. 

Summary. 

The  combined  areas  of  the  various  river  basins  before  noticed  is 
32,575  square  miles.  Of  this,  1,825  square  miles  are  beyond 
State.  The  remainder,  80,750  square  miles,  being  subtracted  from 
31,500  square  miles,  the  nominal  area  of  the  State,  leaves  750 
square  miles  to  be  absorbed  in  island  surfaces,  small  peninsulas, 
etc.,  not  reckoned  in  the  estimates  for  the  river  districts. 
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The  Water  Powers  of  Maine. 


DIVISION  I. 

Miscellaneous  and  General  Yiews  of  the 

Water  Powers. 


CHAPTER   XXIX. 

EXPLANATORY  AND  INTRODUCTOBY  OBSERVATIONS. 


Section  1. — ^Watkb  Powebs  and  tbeib  MEASUBmira. 

The  water-powers  of  the  State  are  treated  in  a  die-  '''•"••«^,^ 
tinct  division  of  the  general  subject  and  apart  from  the  by  tiioueiTM. 
riverSy  because  they  require  to  be  exhibited  with  comparatiye  ful* 
nessy  and  because  powers  of  no  inconsiderable  consequence  are 
found  upon  streams  too  small  for  particular  notice  in  this  Report. 

The  features  of  ^ach  water-power  proper  to  be  set  inwhatpoinia 
forth,  as  affecting  its  economical  value,  are  the  follow-  **°^®^' 
ing : — Its  location,  as  regards  settlements,  villages,  or  established 
industries  in  the  town,  and  also  as  regards  other  powers  with 
attendant  facilities  for  associated  manufactories ;  the  formation  of 
the  fall,  whether  of  abrupt  or  gradual  descent,  and  the  number  of 
feet  of  both  vertical  pitch  and  horizontal  run ;  its  formation  also 
with  respect  to  bottom  and  banks,  whether  rock,  pan,  clay,  gravel, 
sand,  or  otherwise,  as  affording  suitable  substratum  fgr  dams  and 
mills,  and  affecting  the  construction  of  canals,  raceways,  etc.;  the 
width  of  the  stream,  as  determining  the  required  length  of  dams 
and  influencing  the  rise  of  water  in  freshets ;  lay  of  the  land  about 
the  falls,  with  reference  to  the  convenient  location  of  mills  and 
workshops  and  the  laying-out  of  a  town ;  security  of  the  various 
constructions  against  ice  icnd  freshets ;  the  volume  of  water,  the 
maximum  of  freshets,  the  mean  flow  for  the  year,  and  most  impor- 
tant of  all,  the  volume  at  lowest  run ;  the  volume  now  used,  if  any ; 
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total  range  of  water,  in  feet,  at  the  fall  or  on  the  dam,  from  lowest 
to  highest  pitch  daring  the  year;  reservoirs,  both  natural  and 
artificial,  lakes,  ponds,  swamps,  etc.,  both  those  already  in  nse 
and  those  that  can  be  brought  into  use,  the  expense  of  improTe- 
ment,  and  the  results  realized  or  anticipated ;  the  amount  of  power 
available  in  mill-powers,  horse-powers,  or  where  such  definiteness 
is  not  attainable  in  the  estimated  capacity  of  accomplishment  is 
sawing  lumber,  grinding  grain,  or  other  forms  of  labor ;  accessi- 
bility of  the  power  with  respect  to  markets  of  supply  and  demand, 
including  proximity  to  roads,  railroads,  canals,  navigable  rivers, 
or  the  sea;  improvements  already  made;  annual  production; 
ownership ;  building  materials,  including  brick  clay,  stone,  lime 
and  lumber;  fuel;  productiveness  of* the  surrounding  district; 
whether  its  population  would  furnish  operatives  in  considerable 
part ;  adaptedness  of  the  power  to  any  particular  manufacture. 

It  was  of  course  to  be  expected  that  this  outline  could  be  filled 
out  for  but  few  of  the  water-powers  of  the  State,  so  large  a  pro- 
portion of  which,  even  of  the  greatest,  remain  in  a  condition  of 
total  unimprovement,  and  so  very  few.  of  which  have  ever  been 
subjected  to  such  thorough  examination  as  to  be  properly  regarded 
surveyed.  The  edatistics  hereinafter  given  will  be  found,  however, 
m  the  minority  of  cases,  it  is  believed,  Bu£Bciently  fall  to  give  a 
tolerably  clear  idea  of  the  condition  and  capabilities  of  the  powers. 

SmtorlSK-  "^^^  dynamical  unit  employed  in  the  measurement  of 
pow.  TUe  water-powersy — ^the  fwrse-pcwer,  is  the  power  devel- 
hone-power,  oped  by  the  fall  of  8.8  cubic  feet  of  water  one  foot  m 
one  second.  This  standard  applied  ai  die  dam^  gives  the  gross  or 
thecMretical  power.  The  proportion  of  the  gross  power  that  can 
be  netted,  i.  e.,  brought  to  bear  effectively  in  the  hmU,  varies  with 
the  conditions  of  application  and  the  perfection  of  machinery.* 
With  first-class  machiaery  two-thirds  of  the  power  can  in  general 
be  utilized.    Stated  otherwise,  for  each  12  cubic  feet  of  water  at 

*  Mr.  Franoii,  of  Lowell,  gives  the  following  figures  indioating,  first,  the  oaUe  feet 
<^  water  required  to  develop  a  net  horse-power  in  connection  with  the  spediied  filaseoo  of 
whtiii;  and,  sMondly,  Indliatiiig  whal  propoitioii  of  tha  gron  power  ^pUed  to  tbt 
TrhDtJs  can  be  ntlHiad. 


SttiiK  or  Whbbl.  Oabio  feet      P«r  oeatage 


llist^lass  tarbines ; |  11.76  7S 

Good  ordinary  wheel, • 

Ordinary  to  inferior  wheel, 2S.06  S0to40 

Old-AMhioned  tab  whedl 88.90  I               M 


DiT.  L]  ZBB  WATIR  P0W1B8.  ;t65 

the  dam,  falling  one  foot  in  one  aeoond^  a  hone-power  of  foroe  can 
be  commanded  in  the  mill.    Unless  specified  to  the  contrary, 
water-powers  in  this  report  are  rated  in  gross  horse-powers. 
The  power  employed  in  cotton  mills  is  usnallj  esti-  ineottoo 


mated  by  the  number  of  spindles,  the  number  varying  ^'~"™°"'^ 
from  30  to  100  per  horse-power,  the  average  being  60  to  each  net 
horse-power,  or  40  to  each  gross  horse-power.  The  power  of 
woollen  mills  is  commonly  reckoned  by  the  number  of  sets  of  cards, 
at  the  average  rate  of  one  set  to  each  eight  net  horse-powers. 

It  requires  about  one  and  one-third  horse-powers  to  ingibmab 
grind  a  bushel  of  com  of  ordinary  hardness  to  an  aver-  *°**  "^'^  "**"^ 
age  fineness.    A  horse-power  will  cut,  as  is  estimated  in  our  saw- 
mills, at  the  rate  of  one  and  one-tenth  square  feet  per  minute  of 
ordinary  pine  lumber. 

A  man  of  ordinary  strength  will  produce  a  useful  Theiu»M.iMw« 
effect  in  eight  hours'  time  of  1,157,740  footpounds,  tbe stnngth or 
A  horse  of  average  strength  will  produce  an  efiect  in  bone, 
the  same  time  of  8,400,000  foot  pounds.  The  mechanical  horse- 
power will  produce  in  the  time  specified  an  e£fect  of  15,840,000 
foot  pounds.  Accordingly  the  mechanical  horse-power  is  equal  to 
about  thirteen  man-powers  and  to  the  force  of  nearly  two  ordinary 
horses. 

The  miUrpower  is  frequently  employed,  as  a  larger  xiu-jn-^,^ 
and  more  convenient  unit  than  the  horse-power,  for  the 
rating  of  large  water-powers.     The  standard  employed  in  this 
country — ^the  Lowell  standard — is  the  power  generated  by  the  fall 
of  750  cubic  feet  of  water  one  foot  in  one  second — equal  to  62.5 
net  or  85.2  gross  horse-power. 

Section  2. — Summart  View  or  the  Water  Powbbs  of  Maine. 

There  are  878  municipal  districts  in  the  State,  in-  Nmnbw  tf  ttta 
eluding  cities,  towns,  plantations  and  townships.  Of  ^^^^^ 
these,  595  are  represented,  partially  or  wholly,  in  the  syllabus  fol- 
lowing, 4)1  being  cities,  towns  and  plantations,  and  124  town- 
ships. The  number  of  powers  cannot  be  given  in  a  precise  figure, 
some  of  the  towns  reporting  their  privileges  faidefinitely  as  "  sev- 
eral '^  or  "  numerous  j"  there  are  certainly  3,100. 

Of  the  above,   probably  half  are  entirely  unused.  conditioiiMto 
Amongst    these    is  the  greater   proportion    of  the     p"'*"****- 
largest  powers  in  the  State.    Thus  of  the  great  powers  on  the 
Penobscot  above  Oldtown,  on  the  lower  main  river,  on  the  Matta* 
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waoikeag,  Mattagamon,  and  the  upper  main  river,  they  being  nnm> 
bered  by  the  score  and  being  firslH^lass  as  to  magnitude,  not  one, 
with  ii^significant  exceptions,  is  in  use.  The  great  powers  on  the 
Kennebec,  also,  above  Skowhegan,  unsurpassed  in  all  regards,  are 
substantially  unused.  The  same  is  true  of  much  the  larger  pro- 
portion of  the  privileges  on  the  Androscoggin,  the  Saco,  St.  Croii, 
and  Machias  rivers,  the  Union,  St.  George,  Presumpscot  and 
Salmon  Falls  rivers,  and  of  all  on  the  Aroostook,  AUaguash,  St. 
John,  and  Fish  rivers  (with  one  exception  for  the  last.)  Many  of 
these- privileges  are  fully  equal  to  that  at  Lowell  in  improvability, 
and  several  exceed  it  in  natural  power.  Very  many  of  them  are 
sufficient  to  sustain  thrifty  manufacturing  villages  of  fifteen  or 
twenty  thousand  inhabitants  each — all  of  them,  the  great  and  the 
small  alike,  in  a  state  of  total  unimprovement. 

Of  the  powers  nominally  improved  there  are  next  to  none  whose 
capacities  are  folly  developed,  and  of  very  few  are  they  even 
approximately  developed.  Their  tributary  lakes  and  ponds  remain 
unused,  at  least  for  other  than  log-driving  uses,  the  natural  flow 
of  the  streams  exceeding  the  present  demands  upon  it  for  manu- 
facturing purposes.  The  dams  are  leaky,  the  water-w^heels  of 
primitive  patterns  and  to  the  last  degree  wastefol  of  pow^er,  and 
the  working  equipment  in  nearly  all  particulars  of  the  cheapest 
and  simplest  sort.  A  carding-machine,  shingle-mill,  or  ^rist-mill 
will  be  found  in  exclusive  occupancy  of  privileges  upoa  which  a 
series  of  first-class  cotton  factories  or  woollen  mills  could  be  oper- 
ated the  year  through,  and  so  in  multitudes  of  instances: 

It  is  not  necessary  to  say  in  respect  to  the  use  of  our  water- 
force  and  the  equipment  with  which  that  use  is  conducted,  that 
some  of  our  powers  are  fomished  with  accessories  in  all  particu- 
lars, dams,  canals,  machinery,  buildings,  fully  on  a  par  with  the 
very  best  constructions  in  the  country  or  the  world ;  as  examples 
of  which  it  is  necessary  only  to  refer  to  Lewiston,  Saco  and  Bidde- 
ford.  The  saw  mills  of  the  Penobscot  have  no  superiors  on  the 
globe  in  all  the  appurtenances  necessary  to  the  more  ^ementaiy 
manufacture  of  lumber. 
Aoeemibflity  Upon  this  topic  nothing  will  be  said  in  this  connec- 

of  the  powers.    ^^^      ,j,j^^  statements  in  Part  I.,  Chapter  XII.,  touch 

* 
the  essential  points. 

The  powers  can       For  many  years  the  proprietors  of  water-power. 

oosfc.  sharing  in  the .  preposterous  and  ignorant  hostility  to 

manufacturing  corporations,  begotten  and  sustained  by  the  policv 
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of  the  State,  either  refased  to  sell  their  property  for  improvement 
at  any  rate,  or  held  it  at  such  figures  as  virtually  excluded  it  from 
market.  All  this  is  now  changed.  Really  responsible  parties 
having  in  view  the  actual  improvement  of  powers,  can  get  posses- 
sion of  them  at  rates  merely  nominal  as  compared  with  prices 
beyond  State,  and  in  many  cases  can  secure  them  free  of  cost. 

The  returns  from  the  several  towns,  embodied  in  the  last  Divi- 
sion of  this  Report,  contain,  at  length,  statements  to  the  following 
effect : — "  The  proprietors  will  sell  upon  very  favorable  terms  to 
any  parties  who  will  improve  the  power.''  "Any  parties  who 
come  amongst  us  with  a  view  to  improvement  of  our  power  will 
meet  a  hearty  reception  and  substantial  cooperation."  "The 
proprietor  will  give  the  power  outright  to  any  responsible  person 
of  sufficient  means  to  improve  it  and  who  will  improve  it,''  etc., 
etc.  Unquestionably  privileges  that  in  the  older  States  would  be 
held  at  thousands  of  dollars  can  be  purchased  for  scores  in  this 
State ;  privileges  of  great  capacity,  well  situated,  improvable  at 
small  outlay,  and  which  are  thus  in  the  market  at  a  merely  nominal 
rate  simply  because  their  oumers  have  not  (he  means  for  (heir 
development. 

The  law  of  the  State  allows  any  town  to  exempt  sxampaonfrvm 
from  taxation  for  a  period  of  ten  years  manufacturing  ^ 
establishments  of  whatever  character,  located  therein,  together 
with  all  the  machinery  and  capital  employed  in  operating  the  same. 
This  policy  of  the  State  has  in  many  cases  already  been  ratified, 
and  in  all  cases  may  be  regarded  as  certain  of  ratification  when* 
ever  occasion  shall  call  for  it. 

Towns  are  adopting  the  practice  of  cooperating  with  Towns  invest  in 
parties  improving  their  water-power,  by  subscribing  in  "*°         **" 
their  corporate  capacity,  under  suitable  conditions,  to  the  capital 
stock  employed  in  the  manufactures.    The  Legislature  grants  per- 
mits  to  this  effect  without  reluctance  in  the  majority  of  cases. 

The  law  of  the  State  allows  land  to  be  taken  for  Libeniflowage 
flowage  purposes  upon  payment  of  damages,  the  amount  ■*******• 
of  which  in  case  of  dispute  is  to  be  determined  by  a  commission. 
So  that  it  is  not  possible  in  this  State,  as  it  is  in  some  others,  for 
an  obstinate  and  selfish  land-holder  to  prevent  the  improvement  of 
large  and  valuable  water-powers  by  the  obstniction  of  antiquated 
and  unfriendly  flowage  statutes. 

The  extraordinary  resources  o^  our  water-power  as 
regards  storage  basins,  have  already  been  set  forth  in 
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detail  in  Part  II.  and  need  not  be  be  dwelt  upon  in  this  connec- 
tion. The  retams  from  the  Tarione  towns  given  npon  the  follow- 
ing pages,  testify  explicitly  to  the  advantages  accruing. 

In  point  of  supply  of  water  the  testimony  is  to  the  following 
purport : — "  Abundant  water  at  all  seasons  owing  to  the  ponds ;" 
"  never  any  lack  of  water  when  the  dams  on  the  ponds  are  kept  in 
order;"  "the  lakes  and  ponds  yield  an  unlimited  supply  of 
wator;"  etc.,  etc. 

As  regards  frefhets^  the  testimony  is  full  to  the  following 
intent : — "  Total  range  of  water  insignificant ;"  ''freshets  harmless, 
the  water  being  kept  back  in  the  ponds '"  '*  no  damage  from 
freshets,  the  water  being  under  perfect  control;''  "loss  from 
freshets  unknown,  all  considerable  rise  being  prevented  -  by  the 
reservoirs ;"  etc.,  etc. 

As  regards  ice,  "no  trouble  from  ice,  the  water  being  wann 
from  the  pond ;''  "  the  stream  never  fr^eezes  at  the  outlet,  and 
but  very  little  for  miles  below,  the  water  being  fresh-drawn  and 
warm  from  the  pond ;''  "the  water  from  the  lake  is  so  warm  that 
the  wheels  need  no  protection  from  the  cold ;"  "the  formation  of 
ice  is  prevented  by  the  water  being  let  on  warm  from  the  pond ;" 
etc.,  etc. 

As  regards  the  cost  of  developing  the  reservoirB,  the  testimony  is 
explicit  in  proof  of  its  comparative  insignificance: — ^The  sums 
specified  are  $200,  800,  600,  1,000,  etc. ;  or  in  general  terms,  "cost 
trifling;"  "  expense  insigp:iificant ;''  "  can  be  made  a  great  reser- 
voir at  moderate  cost ;"  "  cost  of  flowage  nothing ;''  etc. 
ArtiiLdai  Artificial  reservoirs  are  demonstrated  by  the  testi- 

""^^^^  '  mony  of  the  returns  to  be  feasible  in  remarkable 
degree.  The  cost  of  flowage  is  comparatively  trifling,  rainiall  is 
everywhere  in  excess  of  evaporation,  the  brokenness  of  the  State 
sur&ce  affords  innumerable  receptacles  for  storage,  and  the  imper- 
meability to  water  of  our  rocks  prevents  its  dispersion  and  loss 
by  underground  percolation ;  lastly,  as  just  noticed,  the  la'ws  inter- 
pose no  obstacles. 

The  practicability  of  artificial  reserve  basins  should  be  taken 
iflto  particular  account  in  connection  with  the  smaU  powers  and 
the  powers  which  are  represented  in  the  Returns  as  inlermiUent  for 
a  part  of  the  year.  There  can  be  no  question  that  nine-tenths  of 
these  are  susceptible  of  being  respectively  very  greatly  augmented 
and  of  being  made  efficient  throughout  the  year  by  reservoirs.  As 
is  well  known,  there  are  numerous  privileges  in  Massachusetts, 
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Comiecticiity  etc.,  upon  which  cotton  mills  and  woc^len  mills  now 
operate  for  the  whole  year,  the  motor  material  of  which  in  the 
summer,  consists  almost  entirely  of  water  impounded  in  artificial 
receptacles.  The  proportion  of  reservoir  water  is  in  many  casee 
eighty  or  ninety  per  cent,  of  the  entire  low  ran  of  the  streams ; 
in  other  words,  the  volume  of  the  streams  in  the  summer  is  artifi- 
cially augmented  variously  from  four  hundred  to  nine  hundred  per 
cent,  over  and  above  what  it  would  be  in  the  state  of  nature.  In- 
deed, considerable  mills  are  now  run  all  the  year  in  the  districts 
referred  to,  upon  streams  which  before  the  construction  of  reser- 
voirs went  almost  literally  dry  in  summer.  It  is  in  view  of  such 
&ct8  that  the  small  powers  and  intermittent  powers  are  exhibited 
so  fully  in  the  Digest  of  Returns,  these  being  nearly  all  susceptible 
of  conversion  into  constant  sources  of  mechanical  force,  and  of 
being  increased,  many  of  them,  by  hundreds  per  cent. 

It  is  obvious  that  the  improvement  of  the  small  powers  by  the 
means  in  reference  will  react  upon  the  large  and  vastly  increase 
their  capacity  at  low  run,  and  this  without  any  additional  expense 
to  the  proprietors  of  the  large  powers. 

The  bulk  of  annual  rain  in  Maine,  has  been  shown  Natuni  watw 
to  be  unusually  large,  its  fall  to  be  uniform  at  difierent  "^'^^' 
parts  of  tfa^  year,  and  the  residuum  of  evaporation  to  be  great. 
So  that,  aside  from  the  reservoirs,  the  natural  flow  of  the  rivers 
of  the  State  is  comparatively  copious  and  constant. 

In  much  the  larger  proportion  of  the  towns  granite  Bniiding 
is  specified  as  attainable  close  at  hand,  either  as  the 
prevalent  rock  or  occurring  in  isolated  patches  or  sporadic  in 
boulders  and  detached  masses.  In  next  to  none  is  there  a  dearth 
of  stone  suitable  for  ordinary  construction  purposes.  Lime  of  the 
best  quality  is  a  characteristic  product  of  the  State,  also  slate  for 
roofing  purposes,  and  brick  clay. 

Lumber  is  of  course  abundant  and  cheap.  The  returns  testify 
to  the  fact  that  great  breadths  of  forest  still  remain  in  the  close 
vicinity  of  large  numbers  of  our  water-powers.  These  forests 
contain  every  variety  of  soft 'and  hard  lumber*  appropriate  to  the 
region,  procurable  at  small  expense,  and  susceptible,  by  the  for- 
tunate proximity  of  the  water-powers,  of  being  worked  up  inex- 
pensively into  any  forms  which  such  woods  are  made  to  assume 
for  any  of  the  purposes  of  civilization.  The  forests  in  many  cases 
stand  close  upon  railroads  or  on  the  seaboard,  and  the  articles 
manufactured  from  them  are  thus  easily  transportable  to  the  mar- 
kets of  the  world. 
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OpentiTes  Operatires  of  the  best  character  and  in  any  required 

numberi  can  be  procured  from  amongst  the  sons  and 

daughters  of  onr  farming  population ;  accustomed  to  labor,  robust, 

trustworthy,  and  intelligent,  and  glad  for  employment  within  their 

native  State  at  moderate  compensation. 


DIVISION  II. 

Statistical  and  Descriptive  Yiew  of  the 

Water  Powers. 


"A"  Township,  R.  7 — ^Penobscot  County. 
Salement  of  Daniel  Barker,  Esq,,  of  Bangor. 

Kmneroiui  Powers* 

First,  on  the  Penobscot  river  (west  branch),  "  Rocky  Rips,'' 
above  Bockabema  rips,  no  perpendicular  fall,  but  very  swift  water 
for  lOO  rods. 

Second,  "  Dolby  Rips,'-  above,  fall  eight  feet  in  ten  rods,  a  first- 
class  site. 

Third,  "  Ledge  Falls,''  above,  and  half  a  mile  above  mouth  of 
Schoodic  stream,  about  100  rods  long,  fall  12  or  15  feet,  one  pitch 
six  feet ;  river  wide,  but  banks  high. 

Fourth,  Fifth,  Sixth,  etc. ;  from  the  head  of  Ledge  falls  to  the 
outlet  of  "Shad  pond" — an  expansion  of  the  Penobscot  river — 
there  are  three  miles  of  swift  water,  at  the  head  of  which  and  at 
the  outlet  of  Shad  pond  is  a  pitch  of  five  feet  descent  in  four  rods. 
A  storage  head  of  eight  feet  can  be  held  on  Shad  pond  at  this 
point ;  river  quite  wide.  The  whole  series  of  privileges  are  called 
the  "  Pond  Falls." 

Hundreds  of  square  miles  of  lakes  and  ponds  situated  further 
ip  the  river  can  be  and  already  are  improved  for  storage,  the 
yater  being  used  for  log-driving,  so  that  a  constant  power  of  many 
;hoasand  horse  can  be  had  in  this  town. 

All  the  privileges  unimproved. 

"A"  TowKsmp,  R.  13 — ^PksoATAauis  County. 
ISatement  of  Hon.  Abner  Oobum,  of  Skowhegan, 

>iie  Power. 

At  the  foot  of  Lower  Roach  pond,  a  dam  giving  ten  feet  head. 
11 
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The  pond  covers  about  five  square  miles,  is  flowed  eight  feet,  and 
can  be  raised  four  feet  more,  securing  an  enormous  volume  of 
water.  Five  square  miles  of  ponds  above  are  tributary  to  the 
lower  pond. 

Abbot — PiscATAQin^  County. 
From  Selectmen's  Returns,  and  a  Plan  of  the  Streams. 

Six  Powers. 

First,. on  Piscataquis  river  near  the  centre  of  the  town,  and  near 
the  bridge.  Saw,  shingle,  and  shovel-handle  miUs.  A  very  supe- 
rior power.  Side  canals  can  be  constructed  upon  this  privilege, 
and  mills  located  thereon  for  twenty  rods  down  the  river. 

Second,  on  the  south  branch  of  the  Piscataquis,  not  far  from  its 
mouth  and  near  the  bridge.  Grist^  carding  and  clothing  mill,  and 
blacksmith  shop.     A  very  good  and  safe  power. 

Third,  on  the  outlet  stream  of  Piper  pond,  near  its  junction 
with  the  south  branch  of  the  Piscataquis ;  saw,  clapboard,  lad 
shingle  mills.  Piper  pond  covers  about  one  and  a  fourth  square 
miles,  and  can  be  dammed  at  trifiing  expense  so  as  to  fiimish 
abundant  water  to  Nos.  Three  and  Four  throughout  the  year. 
Six  or  more  ponds,  above,  in  Kingsbury  and  Blanchard,  can  hare 
dams. 

Each  of  the  powers  above  specified  will  cut  2,000,000  feet  of 
lumber  yearly. 

No  specifications  respecting  the  other  powers,  except  that  one 
is  near  the  main  road,  and  Hie  other  near  a  cross  road. 

The  height  of  the  various  falls  is  respectively  about  fourteen 
feet  in  a  distance  of  three  to  five  rods. 

Range  from  low  to  high  water,  four  feet.  In  a  very  dry  season 
the  mills  are  obliged  to  hold  up  for  a  short  time,  owing  to  the 
non-use  of  the  reservoirs. 

Annual  products,  $10,000.  Less  use  made  of  the  powers  than 
formerly. 

Market,  Bangor.  The  main  road  from  Bangor  to  Moosehead 
lake  passes  directly  by  two  of  the  above  privileges,  and  the  best 
two. 

Acton — York  County. 
From  Selectmen's  Returns, 

[See  alio  «  Aoton  end  N owfleU.'^ 

Eight  Powers. 
Five  on  the  Salmon  Fsdls  river,  which  forms  the  we^tem  boun- 
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dary  of  the  town.  Water  snfBcient  at  each  of  the  privileges  to 
run  a  large  cotton  miU  all  the  year.  Privileges  all  owned  by  the 
Great  Palls  Mannfactnring  Company.  The  company  have  con- 
structed works  at  the  cost  of  $40,000  by  which  they  draw  down 
the  Oreat  Acton  pond  to  the  depth  of  24  feet,  using  the  water  in 
time  of  dearth  at  their  factories  at  Oreat  Falls. 

Sixth,  Seventh,  and  Eighth,  snfBcient  to  saw  lumber  or  grind 
grain  a  third  of  the  year. 

Market,  Saco,  Great  Falls,  and  Boston,  by  rail. 


AcroN  AND  NswFiKuy — ^ToBK  County. 
From  ihe  Metums  of  Acton  and  Newfield. 

[Sm  aUo  **  Aoton,"  Md  "  ITewfleld.'^ 

One  Power. 

On  the  Little  Oseapee  river,  ''  Balch's  Mills,''  on  the  Acton  side. 
Power  sufficient  to  run  a  cotton  mill  of  medium  size  the  year 
round.  Saw  and  grist  mill  now  upon  it.  Balch's  pond,  with  its 
flowage  covers  2.50  square  miles ;  a  dam  at  the  outlet  gives  a 
head  of  eight  feet  over  its  whole  surface,  giving  great  steadiness 
of  flow  to  the  river  below. 

Addison — WAsmNOTON  Countt. 
From  the  EetunM  of  D,  M.  WoiSy  Esq, 

Two  Powers. 

First,  on  the  "Basin  Stream,"  formerly  two  saw  mills,  now 
rotted  down,  one  succeeding  the  other.  Unused  for  several  years. 
A  saw  mill  can  run  about  one-fourth  of  the  year.  Good  site  for 
iam  at  little  expense ;  ledge  bottom.  Twelve  feet  head  and  fall. 
N^o  ponds. 

Second,  "Half  Tide  Falls"  on  Indian  river,  a  very  good  power 
br  a  small  one ;  no  lakes  or  ponds,  except  the  mill  pond,  about 
L^OOO  acres.  Fourteen  feet  head  and  fall.  Saw,  grist,  lath,  and 
;hingle  machinery.  Site  for  dam  very  good ;  ledge  bottom  all  the 
vaj,  and  short  distance  to  build,  good  stone  very  handy.  Water 
lafficient  for  the  mills  about  half  the  time,  and  sufficient  with  a 
i^ht  dam  for  one  mill  through  a  drouth.  One  or  two  dams  could- 
>e  built  to  hold  back  a  large  amount  of  water.  Vessels  of  300 
ODB  burden  can  load  within  twenty  rods  of  the  mills. 
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Albany — Ozfobd  County. 
From  Selectmen's  Betums. 


Powers. 

First,  on  Crooked  river,  fall  twelve  feet ;  saw,  shingle,  and  lath 
machinery ;  300  square  inches  of  water ;  300,000  feet  of  boards  and 
300,000  shingles  and  laths  in  an  ordinary  season. 

Second,  a  mile  below,  fall  twenty  feet,  300  square  inches  of 
water,  300,000  feet  of  lumber  yearly,  saw  mill. 

Third,  four  miles  below,  fall  eight  feet.  Saw  mill  when  in 
repair  will  saw  900,000  feet  of  lumber ;  an  addition  of  water  sup- 
plied  by  Songo  pond. 

Fourth,  two  miles  below,  fall  nine  feet,  unimproved. 

Fifth,  in  the  south  part  of  the  town,  on  Stone-pond  river,  twelve 
feet  fall,  300  square  inches  of  water ;  saw,  shingle,  stave  and  lath 
machinery ;  can  saw  600,000  feet  of  lumber  yearly. 

Sixth,  stave  and  shingle  mUl,  on  the  outlet  of  Kneeland's  pond; 
fall  eight  feet. 

Albion — Kennebec  County. 

From  Selectmen's  Returns. 
Six  Powers. 

First,  at  the  village,  on  Fifteen-mile  river,  tannery. 
Second,  on  the  same  river,  at  "  Puddle  Dock,"  grist  and  saw 
mill. 

Third,  a  mile  above,  saw  mill. 
Fourth,  one  and  a  fourth  miles  above,  saw  mill. 
Fifth,  on  a  branch  of  Fifteen-mile  river,  saw  mill. 
Sixth,  on  a  tributary  to  Lovejoy's  pond,  saw  mill. 

Alexander — Washington  County. 

From  Selectmen's  Betums, 
One  Power. 

At  the  outlet  of  Lake  Beautifnl,  saw  and  shingle  mills ;  operate 
about  half  of  the  year.  Old-style  wheel.  The  lake  contains  400 
to  500  acres.    One-fourth  of  the  basin  covered  with  woods. 

Market,  Calais,  turnpike. 

Alfred— York  County. 

Statement  of  E.  H,  Tripp,  Esq,,  of  Lyman. 
Five  Powers. 

First,  the  "  Shaker  Mills,"  on  the  outlet  stream  of  Bungannt 
pond,  saw  and  grist  mill ;  pond  covers  half  a  square  mile,  and  is 
flowed  several  feet. 
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Second,  three  mUeB  below,  on  the  outlet  stream  of  Bnnganut 
and  Shaker  ponds,  saw,  grist,  and  woollen  mills ;  blankets,  three 
sets  cards,  about  36  horse  powers,  operates  all  the  year. 

Third,  Fourth  and  Fifth,  on  the  outlet  stream  of  Middle-branch 
pond ;  three  saw  mills. 

Alna — ^Lincoln  County. 

From  Betuma  of  Hiram  P.  Oarleton,  Esq. 

Three  Powers. 

First,  "  Sheepscot  Falls,''  saw  and  grist  mill,  operate  on  the 
ebb  tide. 

Second,  "  Head-of-Tide  Falls,"  five  miles  above  Sheepscot  falls, 
wooden  dam,  head  and  fall  about  10  feet;  can  be  increased  to  13 
feet  readily  bj  clearing  channel  below  the  dam.  Orist,  stave  and 
shingle  mills.  Large  building  adjoining,  would  make  an  excellent 
carriage  shop  or  factory  in  connection  with  still  another  building 
attached,  formerly  used  as  fulling  and  cloth-dressing  mill. 

Excellent  chance  for  a  stone  dam,  the  bottom  and  sides  being 
rock,  with  a  high  ledge  on  one  side,  from  which  stone  for  the  dam 
can  be  taken.  By  improving  the  numerous  lakes  and  ponds  above, 
the  power  can  be  made  sufficient  for  large  manufacturing. 

The  site  is  an  admirable  one  for  a  cotton  or  woollen  factory. 
Proprietors  not  anxious  to  sell,  but  will  sell  on  very  liberal  terms 
to  induce  parties  to  improve  the  power. 

Third,  the  "  Rapids,"  the  head  of  which  is  two  miles  above  the 
"  Head-of-Tide  Falls,"  and  which  have  a  fall  of  twenty-five  feet  in 
one  mile,  with  steep  banks  on  both  sides.  Formerly  a  saw  mill 
upon  this  privilege,  now  decayed.  A  dam  might  be  built  at  the 
lower  end  of  the  Rapids,  so  as  to  flow  them  out,  and  give  a  head 
and  fall  of  nearly  thirty  feet,  and  a  pond,  above,  two  miles  long. 

See  page  141,  Part  II.,  for  reservoirs  tributary  to  the  Sheepscot 
river. 

"  Two  and  a  half  million  feet  of  logs  were  run  through  this  town 
in  1866,  besides  what  were  sawed  in  the  mills  on  the  stream." 

Alton — Penobscot  County. 
^    From  Selectmen's  Returns, 

[See  alio  "Alton  and  Argyle."] 

Two  Powers. 

First,  ''Alton  Village  Mills,"  on  Dead  stream,  two  up-and-down 
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saws,  grist  and  Bhingle  mill.  Height  of  falls  not  Moertained ;  bat 
'*  the  privilege  ifl  a  good  one." 

Second,  ''Lewis'  Mills/'  on  Pushaw  stream,  single  saw  and 
shingle  mill.  Six  up-and-down  saws  have  run  on  this  privilege, 
but  the  mills  were  burned  down.  Stream  fed  by  the  Pushaw  lake, 
which  contains  ten  or  twelve  square  miles. 

Market,  Bangor. 

Alton  akd  ABorLs — ^Penobscot  Couiwt. 
Statement  of  Isaac  Foster,  Esq. 

(Bee  «l80  *<  Alton,"  and  «  Argyle."] 

Two  Powers. 

"  Long  Eips,"  on  Birch  stream,  good  power,  long  tract  of  dead 
water  above. 

"  Short  Sips,"  two  and  a  half  miles  below ;  dead  water  above; 
excellent  privilege. 

Alva  Plantation — Asoostook  County. 

Statement  of  H.  0.  Perry,  Esq,,  of  Mars  MU, 

Several  Powers. 

The  Presque  Isie  river  of  the  St.  John  runs  three  or  four  miles 
in  the  town ;  it  is  rapid  in  its  whole  course,  and  affords  aevera] 
good  mill  sites.  Rocky  bottom  in  nearly  its  whole  length,  so  that 
dams  can  be  located  at  almost  any  desired  point.  Oood  banks  in 
all  parts. 

There  is  no  improvement  at  present.  It  has  been  proposed  to 
improve  an  excellent  site  new  the  north  line  of  the  town.  Various 
mills  on  the  stream  just  across  the  Province  line.  A  good  gri5t 
mill  is  very  much  needed.  Any  responsible  party  who  will  build 
and  carry  on  a  really  good  mill,  will  be  welcomed  and  substantiallT 
aided.    A  woollen  mill  also  is  very  much  needed. 

Amherst — Hancock  County. 
From  ike  Selectmen's  Statement,  and  a  Plan  of  the  Streams. 

Six  Powers. 

First,  "Buzzell's  Tannery,"  which  operates  all  the  year  ani 
uses  1,500  cords  bark.  Saw  mill  which  operates  six  months 
Situatecl  on  the  west  branch  of  the  Union  river.  Abundant  water 
except  in  a  severe  drouth.  , 

Second,  above  on  the  same  stream,  about  midway  its  course  id 
the  town,  "  Silsby  Falls,''  not  now  used.    Mills  burned  down. 
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The  west  branch  of  the  Union  river  is  fed,  at  and  abore  this 
point,  by  eight  or  more  considerable  lakes  and  ponds,  the  area  of 
which  is  not  less  than  eight  square  miles,  all  of  which  are  im- 
proved for  reservoirs,  the  mean  head  of  storage  thereon  being  not 
far  from  seven  feet,  and  all  being  susceptible  of  much  more  reserve 
than  is  now  held.  Storage  now  used  for  log  driving  purposes. 
See  page  1S1,  Part  II. 

Third,  upon  Spring  brook,  a  site  for  four  shingle  mills,  power 
six  months  of  the  year ;  not  used. 

Fourth,  upon  Half-mile  brook,  power  for  a  shingle  mill  four 
months ;  not  used. 

Fifth,  on  Warm  brook,  power  for  a  shingle  mill  four  months ; 
not  used. 

Sixth,  on  Chick's  brook,  grist  and  shingle  mill;  water  six 
months. 

Amtty — Aboostook  County. 
StatemerU  of  J.  0.  SttvUkf  Esq.,  of  Bbdgdon, 

One  Fo^er. 

Good  but  not  large,  of  capacity  to  carry  a  saw  mill  and  one  run 
of  Btones  the  year  through ;  situated  on  a  branch  of  the  Meduxna- 
keag  stream,  which  drains  quite  a  large  territory. 

The  fall  is  about  10  feet. 

Andovbb — Oxford  Coitktt. 
-Prom  Selectmen's  Betums, 

Eleven  Fowera,  and  More. 

First,  the  "  Comer  Mills,''  on  the  West  branch  of  Ellis  river ; 
fall  15  feet  in  10  rods ;  grist,  saw  and  shingle  mills  and  starch 
factory.  Power  all  used,  with  such  machinery  as  is  now  em- 
ployed. 

Second,  two  miles  above,  unemployed,  and  of  equal  capacity 
with  the  Comer  power. 

Third,  the  "  Ellis  Falls,"  on  the  East  braach  of  Ellis  river ;  fall 
25  feet  in  four  rods.    Not  improved.    Title  in  dispute. 

Fourth,  the  "Brickett  Falls,"  below,  20  feet  fall  in  10  rods, 
granite  ledge  foundation.    Unimproved. 

Fifth,  a  good  granite  dam  at  the  "  Qoddard  Site ;"  saw,  shingle, 
lath,  and  other  machinery.    Pall  10  feet. 

The  East  branch  is  fed  by  Ellis  pond,  three  by  one  and  a  half 
miles,  and  by  Garland  pond,  one  by  one  miles,  both  of  which  are 
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dammed.  It  is  constanti  owing  to  the  ponds  and  swamp  land 
connected.  The  West  branch  is  more  variable,  being  fed  by 
springs  and  mountain  streams.  Both  branches  are  so  rapid  in 
descent  that  the  water  can  be  used  over  many  more  times  than  are 
specified. 

Also  several  powers  on  tributaries  to  EUis  river,  as  follows : 

Sixth,  on  Black  brook,  in  the  northeast  part  of  the  town. 

Seventh,  on  Sawyer's  brook,  in  the  north  part  of  the  town. 

Eighth,  on  Frye's  brook. 

Ninth,  on  Stony  brook. 

Tenth,  on  Lone  brook,  formerly  used. 

Eleventh,  on  Gardner  brook,  starch  factory,  with  capacity  to 
manufacture  100  tons  in  three  months. 

These  "  tributary  '^  powers  have  from  16  to  80  feet  fall  each,  and 
are  estimated  each  equal  to  operating  a  grist  miU  with  two  runs  of 
stones  in  any  drouth,  and  much  more  in  any  ordinary  season. 
Granite  abundant  and  good.  Lay  of  the  land  favorable,  chief  part 
of  the  basin  of  the  streams  wooded. 

Eighty-six  tons  of  starch  were  made  and  200,000  feet  of  lumber 
sawed  last  year.    Small  part  of  the  available  power  used. 

Market,  Portland,  by  road  to  Bryant's  pond  station,  and  thence 
by  rail. 

Andover  North  Surplus — Oxford  County. 

Two  Powers. 

First,  on  a  tributary  of  Ellis  river,  "Falls,"  below  "Duim's 
Notch,"  not  occupied. 
Second,  on  Black  brook,  saw  mill. 

Andover  West  Surplus — Oxford  County. 

One  Power. 

The  "  Cataracts  "  on  the  West  branch  of  Ellis  river.  Not  oc- 
cupied. 

Anson — Soitbbset  County. 

From  the  Statements  of  D.  D,  Mann,  M.  D.,ihe  Selectmen,  and 

others. 

[See  alM<*  Anson  Md  Madiaon."] 

Nine  Powers. 

First,  on  the  Fahi  brook,  the  outlet  of  Fahi,  Sandy,  Mud  and 
LOy  ponds,  and  of  a  large  tract  of  swamp  land ;  grist  mill  and 
saw  mill. 
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Second,  on  Mill  stream,  at  the  village,  saw  and  carding  mill ; 
the  stream  is  fed  by  the  great  Embden  pond,  2.50  square  miles, 
Hancock  pond,  and  the  Fahi-stream  ponds.  A  dam  at  the  outlet 
of  the  Embden  pond  could  be  of  sufficient  hefght  without  any  con- 
siderable damage  from  flowage,  or  outlay,  to  maintain  a  good  flow 
of  water  all  the  year.  The  pond  is  fed  by  a  large  extent  of  drain- 
age territory,  and  naturally  has  a  large  supply  of  water.  The 
outlet  stream  is  unaffected  by  freshets  or  drouths.       • 

Third,  on  a  tributary  to  the  Gtmrabasset,  in  the  northeast  part  of 
the  town,  a  saw  mill. 

Fifth,  on  the  Lemon  stream,  in  the  southwest  part  of  the  town, 
a  saw  mill. 

Sixth,  below,  a  grist  miU. 

Several  large  and  valuable  powers  are  situated  on  the  Carrabas- 
set  at  the  village.  The  river  falls  60  feet  in  a  third  of  a  mile  above 
the  "basin ;''  the  bridge  is  near  the  foot  of  the  fall.  The  bottom 
and  banks  are  solid  ledge ;  the  opportunities  for  canalling  are  firstr 
class.  The  river  at  this  point  is  fed  by  290  square  miles  of  drain- 
age territory,  and  by  ten  or  twenty  square  miles  of  reservoirs,  in- 
cluding large  and  small.  The  Embden-pond  stream  empties  into 
the  Garrabasset  about  two-thirds  of  the  way  up  the  fall. 

A  very  small  part  of  the  power  is  now  used.  The  following 
privileges  are  more  or  less  improved : 

S^enth,  at  the  head  of  the  Garrabasset  fall,  a  dam,  seven  feet 
head. 

Eighth,  below,  head  not  reported. 

Ninth,  "  Albee's  privilege,"  below,  eight  feet  head,  saw  mill. 
A  canal  can  be  cut  from  this  privilege  to  the  "basin"  below,  25 
rods,  and  a  fall  of  30  feet  secured.  On  the  side  opposite  the  mill 
a  canal  14  rods  long  in  ledge  will  give  a  fall  of  12  feet. 

The  "  Upper  Garrabasset  Falls,"  four  and  a  half  miles  above  the 
lower  falls,  "  a  splendid  watei^power,"  with  only  a  saw  mill  and 
^rist  mill  upon  it. 

The  best  of  granite,  and  excellent  slate  quarries  close  at  hand  on 
all  the  falls. 

Bailroad  from  West  Waterville  now  in  process  of  construction. 
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AnSOK  and   MaDISOK — SOMBBSBT   CoUNTT. 

jFVom  1^  Returns  of  Madison. 

[See  also  "Anaon/*  and  •'  Madison."] 

On©  Power. 

"  Madison  Bridge  Falls,"  on  the  Kennebec  river. 

There  is  a  fall  of  87  feet  from  the  head  of  Madison  Bridge  falls, 
two  and  a  half  miles  to  the  sonth  town  line.  The  fall  consists  of 
two  principal  and  several  subordinate  pitches,  with  swift  water 
between.  The  illnstration  accompanying  this  statement  represents 
simply  the  upper  pitch,  the  only  part  of  the  fidl  improved  at  aU, 
and  shows  scarcely  one-fourth  of  the  whole  descent.  Dams  can 
be  located  at  any  point  as  may  be  required,  the  bottom  being 
ledgy. 

At  tii6  upper  pitch  an  inferior  dam  has  beeh  maintained  for 
years.  Here  a  dam  could  easily  be  constructed  that  would  con- 
trol the  entire  river,  and  at  the  same  time  be  perfectly  safe,  having 
a  ledge  for  its  foundation  across  the  channel,  and  being  buttressed 
at  both  ends  by  the  solid  rock  rising  several  feet  above  the  sur&ce 
of  tiie  water.  Upon  the  eastern  bank,  a  canal  could  be  opened 
and  carried  neiurly  one  hundred  rods  down  tiie  river,  the  farther 
end  of  which  could  have  an  elevation  of  thirty  feet  or  taore  above 
the  bed  of  the  river  adjacent  to  it,  and  the  land  traversed  would 
furnish  the  stone  for  the  purposes  of  oonstruction. 

The  lower  pitch  is  also  favorable  to  the  construction  of  a  penna- 
nent  dam  and  for  canalling  to  any  extent  desired. 

The  extreme  drouth  run  at  this  point,  assumed  to  be  thirty-mne 
per  cent,  less  than  at  Augusta,  or  103,700  cubic  feet  for  11  hours 
a  day,  that  at  Augusta  being  estimated  at  170,000  cubic  feet  for 
the  same  time,  would  yield,  if  only  60  feet  of  the  whole  fall  were 
improved,  a  gross  power  of  ll,650horse,  for  the  hours  specified, 
or  466,600  spindles.  The  realization  of  Hiis  power  would  require, 
of  course,  works  on  a  sufficient  scale  to  conlarol  the  whole  volume 
of  the  river. 

The  cunount  of  increase  of  which  the  natural  low^run  power  at 
this  point  is  susceptible,  may  be  inferred  from  inspection  of  the 
tributary  reservoirs  on  the  Garrabasset,  Dead  and  Moose  rivers, 
pages  94  and  95,  and  on  the  upper  Kennebec,  page  96 ;  in  particu- 
lar, Moosehead  lake,  page  98. 

The  power  is  pretty  well  guarded  naturally  against  danger  from 
freshets,  the  land  upon  the  falls  being  high  and  ledgy,  and  it  can 
be  made  at  small  expense  entirely  safe. 
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The  only  use  made  of  the  power  at  present  is  to  driTe  the 
machinery  of  a  few  mills, — a  grist  mill,  a  saw  mill,  sash  and  blind 
factory  and  a  starch  &ctory ;  all  of  which  draw  but  slightly  upon 
its  resources. 

The  railroad  now  constructing  to  this  point,  soon  to  be  in  run- 
ning order,  passes  by  the  side  of  the  power.  There  could  be  no 
finer  site  for  any  form  of  manufiicturing,  ia  particular  for  the 
extensive  manufacture  of  lumber. 

Among  the  islands  a  little  above,  logs  can  be  held  back  or  safely 
stored  to  any  amount,  and  floated  down  with  ease  when  wanted. 
This  place  is  also  the  centre  of  a  wool-growing  district,  where 
more  wool  of  the  finer  grades  is  raised,  it  is  supposed,  than  in  any 
other  equal  portion  of  the  State.  It  is  also  the  centre  of  a  large 
agricultural  district  of  unsurpassed  productireness. 

Appleton — ^Knoz  County. 

jFrom  Belecinien's  BehtmB. 
Twelve  Powers. 

Three  on  the  St.  'George  river,  one  on  Pettengill  river,  two  on 
the  Medomac,  three  on  Medomac  branch,  and  three  on  St.  George 
branch. 

These  are,  Smith's  mills,  15  feet  fall  in  one  mile ;  McLain's  mills, 
(upper),  fall  15  feet  in  1.5  miles ;  (lower),  fall  12  feet  in  60  rods; 
Cutler,  Burkett's,  Lermond's,  Stubbs\  Hills',  Burkett's,  Oonant's, 
Gushee's,  and  Simmons',  mills. 

Only  part  of  the  power  is  used.  With  good  dams  the  powers 
of  St.  George  river  can  operate  all  the  year.  Machinery  by  no 
means  of  good  construction. 

The  streams  are  connected  with  lakes  and  ponds,  which  are  sus- 
ceptible of  cheap  improvement  as  reservoirs.  Artificial  reservoirs 
possible.  Abundant  and  good  stone  for  building.  But  little 
forest  on  the  basin  of  the  streams. 

Market,  Belfast,  Bockland,  by  road. 

Argtle — ^Penobscot  County. 
Statement  of  Isaac  Foster ,  Esq,,  and  the  Selectmen, 

[See  also  *<  Alton  and  Argyle."] 

Three  Powers. 

First,  "  Comstock  Rips,"  near  the  mouth  of  Hemlock  brook ; 
20  feet  fall  can  be  had ;  shingle  mill. 

Second,  ''  Lunt  Rips,"  three  miles  above,  15  feet  foil ;  no  im- 


y[2  WATBB  POWSB  OF  MAHTE.  [Past  m. 

provement.  Artificial  reservoirs  of  100  acres  connected  with  the 
stream. 

Third,  on  Hoyt  brook,  saw  and  shingle  machine ;  500  acres  of 
reservoir ;  drawn  down  in  summer. 

Powers  operate  from  six  to  eight  months.  Good  stone  for 
building.    Basin  mostly  heavily  wooded. 

Market,  Bangor,  by  road,  railroad  and  boat. 

Akrowsio — Sagadahoc  County. 

From  Selectmen's  BehLms. 
Three  Powers. 

All  are  tide  powers,  one  being  situated  on  the  Kennebec  river, 
and  two  on  Back  river,  so  called. 

Mills  will  cut  about  200,000  of  lumber  per  month.  Operate 
about  ten  months  in  the  year.  Best  machinery  for  the  sort  of 
power. 

Athens — Somerset  County. 

From  the  Statement  of  William  McLaughlin,  Esq.,  vdth  Plan  of  (he 

Water-Powers. 
Five  Powers. 

First,  on  the  outlet  of  Wentworth  pond,  a  tributary  of  the  Wes^ 
serunsett  river,  about  a  mile  and  a  quarter  below  the  pond,  12  feet 
CeJI  ;  a  dam  and  saw  mill. 

Second,  just  below,  nine  feet  fall ;  grist  and  shingle  mill. 

Third,  below,  11  feet  fall;  shingle  mill. 

The  above  mills,  known  as  "  Fellows'  Mills,''  are  all  within  a 
distance  of  30  rods.  The  pond  covers  325  acres,  and  by  small 
outlay  might  be  converted  into  a  reservoir  ample  for  the  supply 
of  the  mill  at  all  seasons  of  the  year. 

Fourth,  at  the  village,  on  the  Wesserunsett  river,  10  feet  fall, 
part  natural,  with  machinery  for  manu&cturing  lumber ;  carding 
and  fulling  mill. 

Fifth,  20  rods  below,  14  feet  fall ;  flour  mill,  large  lumber  mill, 
planing  machine,  etc.  Only  part  of  the  power  used.  This  is 
regarded  an  excellent  site  for  a  cotton  or  woollen  mill. 

Atkinson — Piscataquis  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  on  Alder  stream,  in  the  centre  of  the  town,  saw,  grist, 
and  shingle  mills ;  operate  six  months. 
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Second,  on  Dead  stream,  in  the  soniheast  corner  of  the  town, 
saw  and  shingle  mills ;  five  months. 

Third,  on  Dead  stream,  near  the  centre  of  the  south  line  of  the 
town,  saw  and  shingle  mills ;  operate  five  months  in  the  year. 

Fourth,  in  the  northeast  part  of  the  town.    Not  occupied. 

The  fall  on  each  of  the  above  powers  is  about  10  feet  in  26  rods. 
The  power  at  each  is  sufficient  to  cut  100,000  long  lumber,  and 
200,000  short ;  at  the  centre  to  do  all  the  local  grinding  of  grain. 
All  poorly  improved,  with  leaky  dams,  and  inferior  equipment. 
Freshets  harmless. 

Market,  Bangor,  by  road ;  distance,  27  to  80  miles.  The  Piscat- 
aquis Railroad  is  building  within  three  to  five  miles  of  all  of  said 
mills. 

Attean  TowNsmp — Somibset  Coitnty. 

Staiement  of  Meman  Whipple,  Esq.,  of  Solon. 
One  Power. 

A  fall  of  10  feet  between  Little  Wood  and  Wood  ponds.  Can 
be  made  a  good  power.  Large  and  small  po;ids  above  for  reser- 
voirs. 

Auburn — Andbosooooin  Countt. 

From  (he  8taten$ent8  of  Edward  A.  LUUe,  Esq.,  PreMeni  Agar 
warn  Manufacturing  Company,  and  of  0.  B.  Stetson,  Esq. 

Seven  Powers. 

First,  Second  and  Third,  the  "  Auburn  Falls,''  on  the  Little 
Androscoggin  river,  east  of  the  railroad  and  parallel  to  it  in  their 
entire  length.  The  foot  of  the  falls  is  about  one-fourth  of  a  mile 
from  the  Androscoggin  river. 

Total  height  of  the  fall,  70  feet,  obtained  in  a  running  distance 
of  150  rods.  It  is  proposed  to  divide  the  descent  into  three  parts 
by  dams.    The  dams  will  be  each  about  126  feet  in  length. 

The  bottom  of  the  stream  is  a  solid  ledge,  and  affords  unsur- 
passed sites  for  the  firm  establishment  of  dams.  The  banks  are 
Bteep  and  ledgy ;  and  at  the  first  and  second  dams  offer  good  sites 
for  mills  on  the  west  side,  and  at  the  third  dam  on  both  sides. 

The  volume  of  water  employed  at  Mechanic  Falls,  a  few  miles 
above,  is,  as  reported,  nearly  20,000  cubic  feet  per  minute  for  the 
ordinary  manufacturing  hours,  at  the  low  stage  of  water.  It  is 
probably  reasonable  to  infer  the  low  run  at  Auburn  to  be  22,000 
cnbic  feet  per  minute  for  the  same  hoursi  as  the  contributions  of 
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several  ponds  improved  for  reservoirs,  as  well  as  of  various 
9treams,  are  received  below  Mechanic  Falls.  This  would  give  a 
gross  power  of  2,8*70  horse  on  the  whole  Ml,  or  114,800  spindles. 
This  result,  so  remarkable  for  a  stream  which  drains  only  280 
square  miles,  is  obtained  bj  the  improvement  of  its  numerous  and 
capacious  reservoirs.  The  capacity  of  these  storage  receptacles  is 
by  no  means  fully  developed.    See  page  8S,  Part  II. 

There  are  175  acres  of  land  connected  with  these  privileges, 
which  is  all  for  sale*  or  any  part  of  it.  All  of*  the  properly  is  sitn- 
ated  directly  opposite  the  city  of  Lewiston,  and  is  owned  bv 
Edward  A.  Little,  Esq.  It  is  intended  this  season  to  erect  a  dam 
upon  the  middle  site,  and  to  lease  a  part  of  the  power  for  a  floor 
mill.  There  are  at  present  only  a  saw  mill,  box  mill,  and  batting 
mill  on  the  privileges  :  these  operate  all  the  year. 

Fourth,  on  Taylor  brook,  the  outlet  of  Taylor  pond,  which  covers 
about  two  square  miles,  has  four  feet  of  storage ;  about  50  rods 
from  the  Maine  Central  Railroad  track,  12  feet  fall ;  is  capable  of 
carrying  three  runs  of  flour- stones  under  a  nine-foot  head  in  the 
summer  months :  owned  by  Edward  A.  Little. 

Fourth,  "Ryerson's  Privilege,''  on  the  Little '  Androscoggm 
river,  eight  miles  below  Mechanic  Falls,  and  three  mUes  from 
Lewiston.  Twenty  feet  head  can  be  had.  There  is  no  improve- 
ment. There  were  formerly  a  saw  mill,  grist  mill,  "shingle  machine 
and  clapboard  machine.  Owned  by  Nicholas  Ryerson.  This 
privilege  is  in  receipt  of  all  the  water  commanded  at  M<eohan)c 
Falls,  and  the  available  power  is  inferred  to  be  about  840  horse 
power,  or  38,600  spindles. 

Fifth,  near  the  outlet  of  Little  Wilson  pond,  a  saw  mill.  The 
pond  is  used  for  a  reservoir. 

Sixth,  below,  near  Wilson  pond,  a  saw  mill. 

Seventh,  at  the  outlet  of  Witeon  pond  or  Lake  Auburn,  seven 
feet  fall,  can  be  increased  to  12  feet ;  peg,  saw,  grist  and  box 
mills,  and  furniture  factory.  The  pond  covers  1,968  acres,  upon 
which  a  head  of  eight  feet  is  commanded. 

Augusta — ^Ksnnjsbec  County, 

From  the  Statements  of  Col.  K  A.  DeWiU  avd  Judge  Saaamei  TUr 
comb,  amd  from  Articles  in  the  Kennd)ee  Jourrud. 

ViVB  POWBTB. 

First,  the  **  Kennebec  Dam,'^  oil  tiie  Kennd[>ec  river  at  tiie  head 
of  tide,  and  within  the  limits  of  tiie  city  proper. 
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HeigM  of  fall. — The  present  fall  is  15  feet,  part  vertioal,  and 
part  on  a  sloping  apron  40  feet  wide.  So  far  as  regardB  flowage 
or  interference  with  privileges  above,  the  dam  can  be  raised  six 
feet  or  more.  It  is  now  contemplated  to  raise  it  three  feet  for^ihe 
present.  ^ 

Volume  of  water. — The  volume  of  water  recorded  by  measure- 
ment during  the  summer  of  1866  was  130,000  cubic  feet  per  minute 
for  the  24  hours,  in  the  extrem^low  ran,  and  115,500  cubic  feet  for 
the  mean  run  throughout  the  summer  season.  By  reference  to  Part 
II  of  this  Beport,  pages  91  and  92,  it  will  be  seen  that  the  mini- 
mum volume  of  the  river  for  that  summer  must  have  been  consid- 
erably in  excess  of  the  minimum  summer  volume  in  the  average 
of  years.  Upon  supposition  that  the  excess  was,  for  the  three 
months  of  ordinary  lowest  run,  40  per  cent.,  the  mmimum  drovdh 
volume  of  the  river  at  this  point,  ever  observed,  may  be  estimated 
as  170,000  cubic  feet  per  minute  for  11  hours  a  day.  This  would 
yield,  on  a  fall  of  15  feet,  for  the  hours  specified,  a  gross  power 
of  4,830  horse-power,  or  193,200  spindles,  or  about  300,000  spin- 
dles with  preparation  on  print  cloths. 

The  power  can  be  increased  by  raising  the  dam,  as  above  no- 
ticed. This  would  not  only  give  a  higher  head,  but  would  put 
the  whole  volume  of  the  river  under  control  for  a  distance  of  17 
miles,  to  the  foot  of  Ticonic  falls  in  Waterville. 

It  can  be  increased  enormously,  also,  by  the  use  of  the  300 
square  miles,  more  of  less,  of  lakes  and  ponds  tributary  to  the 
Kennebec  above  this  point.  See  Part  II,  pages  94 — 98.  It  can 
be  further  increased  by  the  construction  of  artificial  reservoirs  of 
large  size,  at  low  cost,  so  that  the  present  minimum  power  is  very 
greatly  in  defect  of  what  can  be  readily  commanded. 

IJay  of  the  land. — By  no  means  favorable  for  the  erection  of  mills 
with  the  appurtenant  boarding  houses,  yards,  etc.;  but  understood 
to  be  susceptible  of  improvement  adequate  to  all  practical  neces- 
sities. 

ConstrxwHon  mcUerinl. — The  best  of  granite  close  at  hand ;  also 
unlimited  quantities  of  clay  for  bricks ;  the  country  above  furnishes 
lamber  in  all  required  amounts. 

Proprietorship. — Owned  by  the  A.  k  W.  Sprague  Manufactur- 
ing Company ;  Agent  and  Engineer,  Col.  H.  A.  DeWitt. 

Improvements. — Improvements  on  this  power  on  a  vast  scale  are 
novr  in  prospect  and  in  the  early  stage  of  execution.  Six  hundred 
acres  of  land  have  been  purchased,  extending  a  mile  and  a  half  on 
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the  east  Bide  of  the  river  and  a  mile  and  a  quarter  on  the  west 
side.  A  brick  yard  is  in  operation  capable  of  producing  100,000 
bricks  per  week.  Townships  of  timber  land  have  been  purchased, 
saw  mills  bought  and  built,  etc.,  so  that  a  great  manufacturing 
city  may  ^reasonably  be  looked  for  as  certain  speedily  to  arise  upon 
this  privilege. 

The  power  of  the  Kennebec  dam  is  already  employed  as  follows: 

At  the  east  end  an  extensive  saw  mill,  Lancy  &,  Smith,  proprie- 
tors ;  about  fifty  hands  employed ;  annual  product,  $40,000. 

At  the  west  end  of  the  dam,  an  excelsior  mill,  J.  W.  Longfellow 
&  Go.;  annual  product  about  $3,000.  Also  a  clapboard  planer, 
capable  of  planing  5,000  clapboards  a  day. 

A  saw  mill,  Charles  Milliken,  proprietor;  twenty-five  hands; 
product,  $15,000  to  $100,000. 

A  saw  mill,  D.  O.  Baker  &  Go.;  fifteen  hands ;  product,  $25,000. 

Sash,  door,  and  blind  factory,  Banks  &  Mosher;  thirty-five 
hands ;  $60,000  per  annum. 

Barrel-head  factory,  Freeman  Barker,  $7,000  per  annum. 

Scoles'  grist  mill,  25,000  bushels  per  annum. 

0.  W.  &  W.  G.  Emery,  planing  and  job  mill. 

£.  Atkins  &  Go.,  boxes  and  shooks,  $12,000  a  year. 

Furniture  factory,  A.  Cowee  &  Son,  $25,000. 

Furniture  factory,  David  Knowlton,  $2,000. 

Broom  and  brush  handle  factory.  Smiley  &  Church,  $5,000. 

Kennebec  mill,  A.  &  W.  Sprague  Manufacturing  Company. 
10,000  spindles,  800  looms;  2,400,000  yards  light  sheeting; 
hands,  175,  of  whom  125  are  females  ;  value  of  product,  $275,000 
in  1866. 

The  present  season,  1869,  the  Sprague  Manufacturing  Company 
are  building  a  new  cotton  mill  of  30,000  spindles. 

Second,  Third,  Fourth  and  Fifth,  upon  the  Bond  brook,  four  dams 
in  two  miles,  mills  upon  each,  room  for  others.  Stream  rather 
variable  in  volume,  but  capable  of  very  great  improvement  by 
artificial  connection  with  large  ponds  in  the  vicinity. 

Upper  dam  occupied  by  Abner  Coombs,  grist  mill  and  saw  ntiill ; 
former  operates  all  the  year ;  the  latter  fall  and  spring. 

Second  dam,  excelsior  factory,  E.  C.  Coombs,  proprietor;  an- 
nual product,  $5,000. 

Third  dam,  grist  mill,  Russell  Eaton,  proprietor;  11,000  bushels 
per  annum. 
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Lower  dam,  factory  of  doors,  sash  and  blinds,  J.  P.  Wyman  & 
Son,  proprietors ;  13  feet  fall ;  60  hands ;  annual  product,  $100,000. 

Accessibility. — Augusta  is  connected  with  the  seaboard  by  a  line 
of  railway,  is  about  three  hours  distant  from  Portland,  and  eight 
from  Boston.  For  about  eight  mortths  of  the  year  the  river  is  open 
to  the  city,  admitting  the  approach  of  vessels  drawing  10  feet. 

Population  of  Augusta,  1867,  8,000 ;  valuation,  $6,500,000. 

Avon — Pransxin  County. 

From  Selectmen's  Returns, 
Three  Powers. 

First,  "  Russell's  Mills,"  on  the  outlet  stream  of  Mount  Blue 
pond,  manufacture  lumber.     Operate  four  months  in  the  year. 

Second,  one  mile  below,  "Haines'  Mill,"  manufactures  lumber. 
These  powers  might  be  materially  improved  by  a  dam  at  the  out- 
let of  the  pond,  and  raising  the  water  some  three  or  four  feet, 
which  the  proprietors  of  the  first  power  are  authorized  to  do, 
there  being  a  surface  of  more  than  three  hundred  acres.  Rocks 
mostly  granite,  suitable  for  building  purposes.  The  falls  are  each 
about  fifteen  feet. 

Third,  on  a  stream  in  the  westerly  part  of  the  town,  one  and  a 
half  miles  from  Phillips  village ;  lumber  mills.  Mills  operate  about 
three  months.     Fall  less  than  fifteen  feet. 

The  "  Mount  Blue  Pond  "  drains  an  area  of  about  fifteen  hun- 
dred acres,  two-thirds  being  forest ;  a  large  amount  of  spruce, 
hemlock,  bass,  maple,  birch,  suitable  for  manufacture  and  easy  of 
access.  Aggregate  production,  $4,000.  Market,  Farmington  and 
Lre  wiston. 

Bailetvillb — WAsmNGTON  County. 

From  the  Statement  of  Oie  Selectman,  the  Returns  of  Calais,  and 

Anson's  Report  of  Survey, 
TTIxreB  Powers. 

First,  "  Sprague's  Falls,"  on  the  St.  Croix,  five  miles  above  the 
Baring  mills.  Fall  about  twenty-five  feet.  "A  magnificent  water- 
>ower.''  At  the  head  of  the  falls  an  island  divides  the  river,  and 
;he  St.  Croix  Log  Driving  Company  have  built  a  dam  across  the 
vestem  channel.  The  power  is  unimproved.  The  Lewey's  Island 
iailroad  passes  close  by  this  privilege. 

Second,  "  Enoch's  Rips/'  one-half  mile  above  Sprague's  falls. 
lei^l^t  of  &II,  nine  feet.    It  is  unimproved. 

12 
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Third,  the  **  Grand  Falls,"  six  miles  above,  just  below  the  junc- 
tion of  the  West  and  North  branches.  The  falls  consist  of  two 
pitches  about  half  a  mile  apart,  each  pitch  having  a  descent  of 
about  eighteen  feet,  and  in  combination  coi|^ituting  a  power  of 
the  first  magnitude.  At  the  head  of  each  fsfli  is  an  island,  with  a 
dam  from  the  island  to  the  English  side.     It  is  unimproved. 

A  storage  of  four  feet  upon  the  two  great  Ohiputneticook  lakes 
would  yield  on  the  above  falls,  for  ten  hours  a  day,  312  days  a 
year,  a  gross  power  of  nearly  4,000  horse,  or  160,000  spindles. 

The  extraordinary  constancy  of  the  volume  of  the  St.  Croix,  its 
susceptibility  of  improvement  in  natural  and  artificial  reservoirs 
of  great  size,  the  convenient  lay  of  the  land  adjacent  to  the  above 
falls,  the  abundance  of  building  material  in  their  vicinity,  and  their 
position  not  remote  from  navigable  waters,  with  a  railway  in  their 
neighborhood, — render  the  above  mentioned  privileges  of  the  first 
value  and  of  the  highest  capacity  with  reference  to  econoniical 
improvement.    See  reservoirs,  page  119. 

Baldwin — CtJMBEBLAND  County. 
From  Selectmen's  JRetums, 

[See  also  **  Baldwin  and  Hiram''  and  **  Baldwin  and  limtngton."] 

Ten  Powers 

On  Break-Neck  brook,  a  stream  in  the  west  part  of  the  town. 

First,  the  ''Bumell  Privilege,"  on  town  road.  Fall,  in  100 
feet,  20  feet,  and  a  head  of  seven  feet  additional.  Various  saws. 
Stream  fails  rapidly  from  the  mill.  Water  firom  bottom  of  dam 
runs  a  twenty-foot  overshot  wheel.  If  the  mill  were  further 
down  stream,  there  might  be  a  larger  wheel.  Dam  could  be  made 
higher.  The  water  used  to  the  best  advantage  would  run  the 
machinery  now  on  the  premises  night  and  day  the  year  round,  or 
nearly  so.  The  pond,  as  now  flowed,  about  three  acres.  Mill 
very  safe.     Considerable  lumber  in  vicinity. 

Second,  below,  "  Richardson's  Privilege."  Grist,  shingle,  and 
saw  mills.  Now  run  about  half  the  year.  Might  be  made  to  run 
the  whole  year  by  day.  Head  seven  and  a  half  feet,  pond  two 
acres.  Dam  could  be  raised  two  feet,  and  pond  would  flow  three 
acres. 

Third,  below,  ''Little  Falls."  Not  improved.  Six  feet  fall. 
good  chance  to  flow,  a  fine  little  privilege. 

Fourth,  below,  "  Bowers'  Privilege,"  on  town  road ;  formerly  a 
saw  mill  and  grist  mill ;  privilege  not  now  occupied.    Fall  eight 
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feet;  chance  for  a  small  pond  with  several  feet  head,  and  for 
another  pond,  above,  of  fifteen  to  twenty  acres.  Well  situated,  a 
good  watfer-power. 

Fifth,  below,  "  Wetfoot  Privilege."  Not  improved.  Few  feet 
fall ;  but  high  dam  and  large  flowage  feasible.  A  grist  mill,  or 
other  light  machinery,  could  be  run  the  year  round. 

Sixth,  on  Dug-hill  brook,  "  Clark's  Mills,''  nine  feet  head,  pond 
small,  rake  factory,  saws,  &c. ;  would  run  light  machinery  nearly 
or  quite  the  year  round. 

Seventh,  just  above,  "Harding's  Privilege;"  rake  factory. 
Head  nine  feet,  and  water  sufficient  for  the  business. 

Eighth,  above,  "Harding's  Privilege."  Dam  eight  feet,  five 
feet  water  in  the  flume.  Saw  mill  and  rake  factory ;  operate  two 
or  three  months  in  the  year.  With  help  of  upper  pond,  22  acres, 
can  run  light  machinery  nearly  the  year  round. 

Ninth,  above,  "Flint's  Privilege."  Twenty-four-foot  overshot 
w^heel ;  shingle  and  spoke  machine,  saws,  &c.  Runs  nearly  the 
year  round. 

Tenth,  on  Quaker  brook,  "  Dyer's  Water-power."  Fall  and  head 
ten  feet.  Saw  mills.  With  tight  dam  and  good  machinery,  might 
run  an  up-and-down  saw  nine  months.  Good  privilege  and  very 
well  situated.  ^ 

Baldwin — Cumberland  County,  and  Hiram — Oxford  County. 

From  the  Surveys  of  Cyrus  IngaUs  and  George  Wadstvorth,  Ciuil 

Engineers. 
[Bee  alao  <*  Baldwin,"  and  "Hirun."] 

Two  Powers. 

First,  "  Great  Falls,"  on  Saco  river,  two  and  a  half  miles  below 
Hiram  bridge.  Total  fall  72  feet  three  and  one-half  inches  in  65 
rods.  The  distance  and  fall  are  divided  as  follows :  The  first 
30  rods  have  a, fall  of  28  feet  five  and  one-half  inches ;  the  next 
15  rods,  a  fall  of  23  feet;  and  the  last  10  rods,  a  fall  of  20  feet 
10  inches. 

The  river  for  some  distance  above  and  below  the  falls  is  the 
boundary  line  between  Hiram  and  Baldwin.  Its  bed  and  shores 
SLve  mostly  solid  ledge  the  whole  extent.  The  banks  are  high  and 
t>old ;  the  land  upon  the  east  side  rises  to  considerable  height,  but 
txpon  the  west  side  is  nearly  level  with  high  water  mark.  The 
river  seldom  overflows  its  banks. 

The  volume  of  water  in  a  drouth  is,  in  the  present  condition  of 


IgO  WATKR  POWBR  OF  MAIKB.  [Par  UI. 

the  reservoirs  of  the  river,  comparatively  small,  probably  not  over 
12,000  cubic  feet  per  minute,  that  at  Saco  being  18,000  cubic  feet. 
A  dam  of  six  feet  at  the  falls  would  send  the  water  back  &r  nearly 
fifteen  miles,  and  form  a  pond  of  at  least  a  thousand  acres,  and 
greatly  increase  the  available  power,  though  at  some  expense  for 
flowage.  There  are,  as  shown  ia  Part  II.,  page  77,  fifteen  or 
twenty  square  miles  of  lakes,  ponds  and  swamps,  in  Hiram,  Brown- 
field,  Denmark,  and  other  towns  above,  which  could  be  at  small 
expense  turned  into  reservoirs,  and  the  river  made  equal  to  the 
demands  of  very  extensive  manufacturing  at  the  Great  Falls. 

If  12,000  cubic  feet  of  water  per  minute  can  be  realized  in  a 
drouth,  the  power  of  the  whole  fall  is  1,614  horse,  or  64,560  spin- 
dles ;  or  3,520  horse,  or  140,800  spindles  for  11  hours  a  day. 

The  average  range  from  lowest  to  highest  water  at  the  Great 
Falls  is  about  12  feet. 

Some  years  ago,  the  Water-Power  Company  of  Saco  cot  a 
channel  through  the  head  of  these  falls,  on  the  west  side,  and 
put  in  locks  for  the  purpose  of  letting  down  water  through  the  dry 
season  of  the  year.    There  is  no  dam  or  other  improvement. 

The  land  upon  the  west  bank  is  favorable  for  setting  mills  and 
factories  a  distance  from  the  shore  or  bank,  and  taking  water  from 
the  river.    It  is  also  quite  favorable  on  the  east  side. 

Second,  half  a  mile  below  the  foot  of  the  "  Great  Palls,"  and 
extending  nearly  half  a  mile.  The  river  is  only  six  rods  wide  at 
the  head  of  this  fall  and  is  rock  bound.  It  widens  to  eight  or  ten 
rods  lower  down  and  has  good  banks  on  both  sides.  A  fall  of 
eight  to  ten  feet.  The  Baldwin  side  is  owned  by  the  Saco  Water 
Power  Company  and  the  Hiram  side  by  Benjamin  Goodwin.  This 
fall  has  long  been  known  as  the  "  Great  Falls'  Wife,''  and  offers  a 
capital  privilege  for  heavy  operations.    No  improvement. 

Building  material  of  all  sorts  abundant. 

Market,  Portland,  with  which  railroad  connection  will  undoubt- 
edly very  speedily  be  effected.  Stages  now  pass  directly  by  the 
powers. 

Baldwin — Cumbbbland  County,  and  Limington — ^York  Cocntt. 
From  the  Returns  of  BaJdwin  and  LkniTigion. 

[See  ftlio  *<  Beldwini"  ftnd  «  Limington."! 

One  Power. 

"  Highland  Rips,"  on  the  Saco  river,  about  midway  the  north 
line  of  Limington ;  height  15  feet  in  a  horizontal  distance  of  40 
rods.    Width  of  river,  200  feet. 
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If  the  Yolume  of  the  river  at  this  point  be  assumed  to  be,  in  a 
drouth,  5,000  cubic  feet  per  minute  less  than  at  Saco,  or  13,000 
cubic  feet  per  minute  for  the  24  hours,  the  power  of  the  fall  is 
about  375  horse-power  gross,  day  and  night,  or  about  800  horse- 
power, 32,000  spindles,  for  11  hours  a  day.  It  can  be  greatly 
increased  by  the  use  of  reservoirs.    See  page  77,  Part  II. 

It  is  unimproved. 

Granite  abundant  and  suitable  for  building  close  at  hand. 

Market,  Portland. 

Bancroft  Plantation — Aboostook  County. 

jFVom  Asaesaors'  Returns. 
Three  Powers. 

First,  "Bancroft  Mills,"  on  Baskahegan  stream,  half  a  mile 
above  its  junction  with  the  Mattawamkeag  river.  Fall  26  feet  in 
75  rods.  Grist  and  various  saw  mills.  Small  part  of  the  available 
power  used.  A  storage  of  four  feet  upon  Baskahegan  lake,  tribu- 
tary to  the  stream,  would  yield  upon  these  falls,  for  the  ordinary 
working  hours  of  the  year,  a  gross  power  of  1,250  horse  or  49,000 
spindles.  To  this  should  be  added  the  natural  low  run  of  the 
stream.  The  storage  could  be  used  in  four  months,  if  desired,  the 
natural  flow  sufficing  for  the  rest  of  the  year. 

Second,  "Holbrook  Falls,"  on  the  outlet  stream  of  Holbrook 
pond,  which  covers  3.50  square  miles.     Unimproved. 

Third,  "Ledge  Falls,"  on  Mattawamkeag  river,  about  seven 
miles  above  the  mouth  of  the  Baskahegan  stream,  height  fifteen 
feet  in  fifty  rods.  There  are  a  great  number  of  lakes  and  ponds 
above,  that  might  be  or  already  are  used  for  reservoirs.  See  page 
108,  Part  11.  The  river  drains  several  hundred  square  miles  of 
territory,  so  that  the  volume  of  water  is  large,  and  may  be  made 
comparatively  constant  at  all  seasons.     Unimproved. 

Underlying  rock,  limestone.  The  lay  of  the  land  about  the  falls 
favorable  for  the  location  of  miUs. 

Market,  Bangor,  by  military  road,  steamboat  and  railroad. 

Banoob — ^Pbnobscot  County. 
From  the  Mayor^s  Returns. 

[See  also  "BaDgor  and  Brewar."] 

&±JBi  Powers 

On  the  Kenduskeag  stream,  viz.,  "Drummond's  Mills,"  "Mc- 

Question's  Mills,''   "Bru«e's  Mills,"   "Hatch's  Mills,"    ''The 
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• 

Four  Mile  Falls,"  and  "  Six  Mile  Falls."     These  are  mentioned  in 
their  order,  going  up  the  stream. 

Fall  from  ten  to  fifteen  feet  for  each  power.  The  first  four  flow 
back  the  Kenduskeag  about  one  mile  each ;  the  Six  Mile  Ml  flows 
back  over  two  miles. 

The  power  of  the  series  is  indicated  in  the  fact  that  Bruce's  mills 
could  saw  from  2,500,000  to  3,000,000  feet  of  lumber  annually. 

There  is  a  dam  at  each  of  the  six  powers  except  at  Four  Mile 
falls.  Four  of  the  powers  are  improved  with  mills,  to  wit :  Dmm- 
mond's,  McQuestion's,  Bruce's  and  Hatch's  mills.  One  of  said 
mills  manufactures  lumber  and  plaster,  grinds  grain,  and  has  atrip 
hammer  and  wool  carding  machinery ;  one  manufactures  lumber 
and  salt ;  the  others,  lumber  only. 

'The  mills  run  about  seven  months  annually  with  full  power ; 
and  for  some  time  longer  with  less  than  full  power. 

Some  of  the  machinery  is  of  the  best  construction  for  economiz- 
ing power.  The  Bobbins  wheel  is  used ;  also  the  old  Steams 
wheel,  and  several  others.  The  centre-vent  turbine  wheels  are 
generally  used  ;  some  reacting. 

The  powers  are  owned  by  Messrs.  Morse  &  Co.,  (two  powers,) 
Stetson  &  Co.,  (one  power,)  Merrill  and  Sons,  (one  power,)  and 
J.  B.  Lumbert,  (two  powers.) 

The  Kenduskeag  stream  is  naturally  connected  with  a  few  small 
ponds ;  and,  aiiificially,  could  be  readily  connected,  by  an  inex- 
pensive two-mile  canal,  with  the  Pushaw  pond,  distant  about  three 
and  a  half  miles  from  the  stream.  The  Pushaw  pond  now  covers 
an  area  of  about  twelve  square  miles ;  and,  at  little  expense  in  the 
erection  of  dams,  etc.,  could  be  converted  into  a  reservoir  of  much 
greater  area,  wherein  the  water  could  be  raised  and  held,  five  to 
seven  feet  above  its  natural  level,  to  supply  the  Kenduskeag 
stream  during  drouth,  or  low  water  towards  the  end  of  summer. 
The  stream  is  rapid,  rises  from  eight  to  twelve  feet  during  freshets* 
but  is  considered  comparatively  safe.  The  supply  of  water  is  not 
large  during  part  of  the  summer. 

The  out-cropping  and  underlying  rocks  are  slate,  easily  quarried. 
and  much  used  as  rough  building  material. 

The  lay  of  the  land  at  aU  the  various  falls  is  suitable,  and  at 
most  of  the  falls  extremely  favorable,  for  convenient  location  of 
mills  and  workshops.  A  small  part  of  the  basin  of  the  stream  is 
wooded. 
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Market.  Lumber  is  shipped  from  Bangor  direct,  to  almost 
every  port  where  there  is  a  sale  for  it ;  but  the  principal  markets 
are  Boston,  New  York  and  the  West  Indies.  The  Penobscot 
river  (when  not  closed  fcy  ice)  is  the  usual,  as  well  as  best  and 
cheapest,  channel  of  transportation. 

The  soil  is  mostly  clayey  loam,  with  some  small  areas  of  gravel, 
and  has  generally  a  hard  pan  of  clay.  In  most  localities  the  soil 
is  very  retentive  of  water,  and  is  relieved  only  by  thorough 
drainage. 

Bakoor  ani>  Brewer — Penobscot  County. 

From  the  Beturns  of  Mayor  Wakefield  of  Bangor,  and  from  the 
Survey  of  Hiram  F.  Mills,  Engineer  of  the  Hydrographic  Survey 
for  the  Eastern  Division. 

[See  Also  "  Bangor/  and  «  Brewer.**] 

One  Fewer. 

« 

"  Treat's  Palls,"  on  the  Penobscot  river,  one  mile  above  the 
harbor  proper  of  Bangor,  and  within  one  mile  of  the  city  Post 
Office.  The  falls  are  now  flowed  by  high  tide,  but  to-  what  depth 
is  not  stated.  The  total  range  of  the  ebb  and  flow  in  the  harbor 
one  mile  below,  is  from  twelve  to  eighteen  feet ;  range  from  lowest 
to  highest  water  on  the  river  proper  (above  tide)  about  twelve 
feet.  A  dam  fifteen  feet  above  mean  high  tide  will  pond  the  water 
back  about  four  miles.  The  privilege  is  owned  by  Messrs.  Leavitt, 
Weston,  and  others.  For  further  information  respecting  the  privr 
ilege,  I  subjoin  the  statement  (or  the  essential  portions  of  it)  of 
Hiram  F.  Mills,  C.  E. 

*'  The  circumstances  under  which  my  determination  of  the  vol- 
ume of  the  river  was  made  were  these :  In  the  spring  of  1866  I 
examined  the  river  and  made  inquiries  of  the  men  connected  with 
the  mills  from  Milford  to  Bangor,  for  the  purpose  of  determining 
the  least  quantity  that  flowed  in  the  river  in  the  extremely  dry 
seasons  of  1864  and  1865,  and  the  greatest  quantity  in  time  of 
freshet.  The  latter  I  succeeded  in  getting  quite  to  my  satisfac- 
tion, as  one  of  the  greatest  freshets  known  occurred  during  my 
observations,  when  there  was  flowing  96,000  cubic  feet  per  second. 

The  actual  quantity  flowing  in  the  greatest  drouth  could  not  at 
that  time  be  determined  ;  but  I  was  fortunate  in  obtaining  data  by 
^vv'hich  I  could,  by  measurements  made  at  this  time,  determine  the 
quantity  actually  itsed  in  that  dryest  time,  and  thus  know  a  quan- 
tity which  could,  with  ceftainty,  be  relied  upon  in  an  extreme 
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drought,  and  one  upon  which  estimates  could  be  based  with  safety. 
This  quantity  I  found  to  have  been  1,950  cubic  feet  per  second, 
exclusive  of  that  used  at  the  sluice  for  passing  rafts. 

The  quantity  here  excluded  I  could  not  at  the  time  form  a  judg- 
ment upon,  as  the  quantity  required  was  not  only  that  for  passing 
the  rafts  through  the  sluice  but  over  the  rapids  between  the  sluice 
and  the  race  from  the  mills.  This  was  evidently  in  excess  of  the 
quantity  that  would  be  required  at  a  well  constructed  sloice  at 
Treat's  fa}ls  for  the  passage  of  rafts ;  hence  I  could  report  that  at 
Treat's  falls  there  would  be  supplied  constantly  through  the. twen- 
ty-four hours,  in  tbe  greatest  drought,  the  quantity  necessary  for 
the  passage  of  rafts,  together  with  1,950  cubic  feet  per  second, 
that  could  be  applied  to  manufacturing  purposes ;  and  having  to 
report  without  seeing  the  river  in  its  lowest  stage,  I  could  only, 
from  the  data  gathered  and  my  measurements,  express  my  confi- 
dence that  the  quantity  that  can  be  relied  upon  is  in  excess  of 
this,  probably  twenty-five  per  cent.,  possibly  fifty  per  cent. 

This  quantity  was,  however,  the  base  of  my  computation  of  re- 
sults, providing,  of  course,  room  for  the  use  of  any  ftirther  quan- 
tity that  could  be  realized. 

With  a  constant  fall  of  fifteen  feet  and  no  pond,  the  amount  of 
power  that  could  be  derived  from  this  water  would  be,  in  gross, 
3,315  horse-powers. 

With  the  proposed  dam  at  Treat's  falls  to  a  height  of  fifteen  feet 
above  mean  high  tide,  with  flash  boards  two  feet  high  in  time  of 
drought,  the  above  amount  used  in  connection  with  the  pond  and 
so  much  of  the  tide  as  can  be  used  to  advantage,  will  furnish 
during  the  working  hours  of  the  dryest  day  a  power  in  gross  of 
9,000  horse-powers,  leaving  the  surface  of  the  water  at  evening 
level  with  the  top  of  solid  dam. 

During  the  night  the  pond  will  fill  to  top  of  flash  boards,  besides 
allowing  the  constant  use  of  1,473  horse-powers. 

The  advantage  that  can  be  taken  of  the  tide  in  connection  with 
the  large  pond  above  the  dam,  with  the  qse  of  turbine  wheels,  is 
shown  in  this  increase  of  power  from  3,315  horse-powers  to  9,000 
horse-powers.  This  result  is  derived  from  calculating  the  expe- 
rience of  the  worst  day  of  a  dry  season  in  which  the  circum- 
Btancej3  would  be,  1,950  cubic  feet  of  water  per  second  being 
supplied  by  the  river,  and  high  tide  a  half  hour  after  starting  the 
factories  in  the  morning,  the  pond  being  full  to  top  of  flash  boards. 

This  is  one  of  the  many  cases  in  which  in  an  unimproved  river 
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the  quantity  of  water  flowing  and  the  fall  are  items  hy  themselyes 
quite  inadequate  to  present  the  capabilities  of  the  river  for  the 
development  of  power. 

The  9,000  horse-powers  that  can  be  derived  from  the  Penobscot 
by  the  construction  of  a  dam  at  Treat's  falls,  can  be  increased  to 
13,500  horse-powers  at  this  point  by  constructions  up  the  river, 
similar  to  those  upon  the  Merrimac.  # 

The  site  selected  for  the  dam  at  Treat's  falls  is  underlaid  by  a 
continuous  ledge  of  good  quality  throughout,  and  there  is  no 
question  of  the  practicability  of  constructing  a  dam  there  which 
shall  be  permanent,  and  never  require  repairs  that  will  interfere 
with  the  daily  use  of  the  water  of  the  river. 

The  length  of  the  overfall  designed  is  828  feet.  The  total 
length  of  canals  will  be  a  little  less  than  half  that  in  LoweU  to 
supply  the  ^ame  power  to  the  same  area,  and  the  expense  of  con- 
structing them  here  will  be  very  light.  The  wheels  will  deliver 
their  water  directly  into  the  river,  thus  obviating  the  expense  of 
constructing  long  races  at  a  low  level. 

The  area  for  factory  sites  directly  below  the  dam  is  ample  for 
the  use  of  the  power  when  fully  developed,  and  remarkably  well 
adapted  for  this  use.  Entire  safety  in  time  of  freshets  will  be 
secured. 

The  material  for  foundations  is  very  good,  being  over  the 
greater  part  of  the  area  ledge,  at  a  convenient  depth,  and  where 
not  of  ledge  of  hard  gravel  and  clay. 

Building  stone  of  superior  quality  for  foundations  is  found  in 
available  positions  in  the  immediate  vicinity,  and  the  excellent 
Brewer  bricks  are  manufactured  close  at  hand. 

The  expense  of  constructing  factories  on  these  sites  will  be 
unnsually  small,  and  there  will  be  the  great  and  unusual  advan- 
tag'e  of  both  rajlroad  communication  and  of  free  navigation  in 
deep  tide  water  to  and  from  the  factory  yards.'' 

BaRIXG — WASmNGTON   COUNTT. 

From  the  Eeiuma  of  G.  F.  Todd,  Esq,,  of  Calais, 

One  Power. 

"  Baring  Mills,"  on  the  St.  Croix,  three  miles  above  the  mills  at 
j^illtown,  (Calais.)  A  dam  extends  across  the  river  at  this  point, 
and  gives  about  10  feet  head  at  a  high  stage  of  the  river.  Im- 
provements are  as  follows : 
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English  side. 

Six  gangs ;  three  single  saws, 
six  lath  machines,  three  shingle 
machines. 

Will  cut  16,000,000  of  long 
lumber,  15,000,000  laths,  2,500,- 
009  shingles. 


American  side. 

One  gang ;  one  lath  machine, 
one  shingle  machine,  one  carding 
machine  (not  in  operation.) 

Will  cut  2,000,000  feet  lum- 
ber, 2,000,000  laths,  1,000,000 
shingles. 


A  building  has  recently  been  erected,  40  by  60  feet,  three  stories 
high,  for  a  woollen  mill. 

Barnard — ^Piscataquis  County. 

From  Selectmen's  Returns, 
Several  Powers. 

**  Bear  Brook  "  has  fall  sufficient  at  several  points  to  run  a  coih 
siderable  amount  of  machinery  the  entire  year,  excegt  in  an  ex- 
tremely diy  season. 

Saw  and  grist  mill  in  operation  at  one  point.  Saw  and  ehlngie 
machine^  on  the  east  or  main  branch  of  the  stream.  Also  a  saw 
mill  at  Egery  &  Williams'  slate  quarry  on  the  West  branch  of  the 
stream.  This  stream  is  not  half  so  large  as  Bear  brook  proper,  or 
East  branch;  yet  they  expect  to  saw  heavy  lumber  and  nm 
machinery  for  quarrying  purposes. 

Valuable  power  for  quarrying  purposes  on  the  Green  brook,  as 
there  are  several  slate  ledges  and  veins  along  its  banks.  Also  oi: 
Front  and  Wells  brooks. 

The  best  of  slate  in  this  town.  The  Egery  and  Williams'  quarry 
has  been  in  operation  one  year,  and  so  successfully,  that  it  coulu 
not  be  purchased  for  ten  timep  its  cost  one  year  ago.  The  pro 
duct  is  fully  equal  if  not  superior  to  any  slate  in  this  countrr. 
There  are  specimens  of  slate  about  five  feet  square,  and  about 
one-fourth  of  an  inch  thick,  as  it  came  from  the  ledge. 

An  immense  amount  of  lumber  of  all  kinds,  especially  spruce, 
hemlock  and  cedar.  Hemlock  is  almost  inexhaustible.  We  do 
not  think  there  is  another  place  in  the  State  where  the  Ejctracf  (f 
Hemlock  could  be  manufactured  with  a  greater  certainty  of  suc- 
cess.   Land  is  now  very  cheap  in  this  town.  . 

Bath — Sagadahoc  County. 
From  the  Returns  of  James  Wakefield,  Esq. 

Three  Powers. 
"  Sewall's  Mill,"  a  tide  power,  fall  13  feet,  twenty  horse-powers. 
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will  ^nd  10,000  bushels  of  grain,  and  saw  200,000  of  lamber. 
One  saw  operates  eight  months.  Two  wheels,  H.  Blake's  patent, 
thirty  and  thirty-six  inches  in  diameter  each. 

"  Rogers'  Mill,"  a  tide  mill  on  Whiskeag  stream,  sixteen  horse- 
powers, will  saw  300,000  of 'lumber.  One  saw,  operates  nine 
months  yearly.     Kendall  wheel. 

"  Winnegance  Mill  Dam  Company's  privilege,"  a  tide  power, 
three  hundred  and  thirty-three  horse-powers,  will  saw  16,000,000 
of  lumber,  operates  nine  months.     Kendall  wheel. 

Market,  Bath,  Portland  and  Boston,  by  rail  and  sea. 

Two-thirds  of  the  above  power  (Winnegance)  is  in  Phipsburg; 
one-third  in  Bath. 


Belfast — Waldo  County. 

Betuma  of  John  H.  Quimby,  JEsq. 

Ten  Powers,  and  More. 

On  "Goose  river,"  which  empties  into  Belfast  bay,  directly 
opposite  the  wharves  of  the  city,  on  the  eastern  side  of  the  harbor. 
Pall  185  feet  in  three-fourths  of  a  mile,  the  river  running  that  dis- 
tance over  a  ledge.  It  flows  from  Goose  pond,  in  Swanville,  six 
miles  from  Belfast,  which  pond  contains  thirteen  hundred  acres, 
with  a  great  depth,  and  a  large  water  shed  draining  into  it.  It  is 
iiso  fed  by  springs  from  its  bottom  which  makes  a  steady  supply 
3f  water  during  the  entire  year. 

At  the  outlet  of  this  pond,  there  is  a  solid  stone  dam,  so  that 
there  never  has  been  or  can  be  any  freshet  upon  the  river  to  do 
lamage  to  buildings  or  dams,  that  are  or  may  be  erected  thereon. 
About  one-half  of  the  powers  upon  said  river  are  now  occupied. 

First.  At  the  mouth  of  the  river  near  the  bay,  there  is  now  in 
process  of  construction  a  stone  dam,  which,  when  completed,  will 
jc,  on  top,  300  feet  long  and  20  feet  wide ;  and  26  feet  wide  at 
;lie  bottom,  30  feet  in  height,  built  upon  a  ledge.  The  salt  water 
lows  at  full  tide  at  the  face  of  this  dam,  10  feet,  leaving  a  head  of 
?eater  in  the  pond  at  full  tide  of  20  feet,  and  at  or  near  low  tide  of 
iO  feet.  • 

There  are  also  wharves  being  built  upon  each  side  of  said  stream, 
extending  from  the  dam  325  feet  to  the  bay,  one  of  which  will  be 
.  40  feet  wide ;  they  will  be  of  solid  rock  and  gravel,  and  vessels 
Lrawing  from  12  to  14  feet  of  water  can  load  or  discharge  at  the 
;vharves  at  the  foot  of  this  dam. 
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The  pond  at  this  dam  will  contain  15  or  20  acres,  and  the  main 
travelled  road  from  Belfast  to  Searsport  crosses  the  pond  about 
50  rods  above  the  dam.  The  volume  of  water  at  this  dam  will  be 
equal  to  185  horse-power,  (this  power  being  calculated  upon  a 
turbine  wheel  about  five  feet  in  ditkmeter.)  This  privilege  is  not 
occupied. 

Second.  The  next  fall  above  on  said  river  has  48  feet  head, 
equal  to  850  horse-powers,  and  is  not  occupied. 

Third.  The  next  above  this  has  15  feet  head,  equal  to  114  horse- 
powers, with  a  stone  dam,  and  is  occupied  for  a  grist  mill. 

Fourth.  The  next  fall  above  has  14  feet  head,  equal  to  UX> 
horse-powers,  has  a  stone  dam,  occupied  for  manufacture  of  paper. 

Fifth.  The  next  fall  has  10  feet  head,  equal  to  62  horse-powers, 
has  a  stone  dam,  is  occupied  for  the  manufacture  of  paper. 

Sixth.  The  next  has  18  feet  head,  equal  to  150  horse-powers, 
has  a  nice  stone  dam,  is  occupied  for  the  manufacture  of  paper. 

Seventh.  The  next  has  10  feet  head,  equal  to  62  horae-powers, 
has  a  stone  dam,  is  occupied  for  axe  factory. 

Eighth.  The  next  has  10  feet  head,  equal  to  62  horse-powers, 
has  a  stone  dam,  is  occupied  for  an  axe  factory,  ("  Whiting's  axe 
factory.") 

Ninth.  The  next  has  13  feet  head,  equal  to  02  horse-powers; 
has  stone  dam,  and  is  occupied  for  theonanufacture  of  paper. 

Tenth.  '  The  next  anc^  last,  the  "  Mason  dam,''  has  a  fall  of  25 
feet  head,  equal  to  240  horse-powers,  has  a  stone  dam,  and  is 
unoccupied. 

The  powers  on  the  stream  used  for  the  manufacture  of  paper, 
are  occupied  by  the  Messrs.  Bussell,  from  the  firm  of  Willion: 
Russell  &  Sons,  Lawrence.  The  axe  factories  by  Messrs.  B. 
Eelley  &  Son,  and  Isaac  L.  Dunton. 

The  power  used  for  a  grist  mill  with  those  below,  including  the 
dam  at  the  outlet,  are  the  property  of  Hiram  £.  Pierce,  Esq. 

There  are  also  several  other  small  water-powers  ivithin  the 
limits  of  the  city,  but  none  that  in  size  or  volume  can  compar? 
with  this,  and  they  are  mostly  located  at  such  points,  that  no  heavy 
manufactory  could  be  established  upon  them;  they  are  mosth' 
occupied  for  saw,  stave,  shingle,  grist  and  plaster  mills. 
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Belarade — ^Kennbbbc  County. 

Frcm  Selectmen's  Statement. 
3  Powers. 

St,  "Belgrade  Mills;''  fall  ten  feet;  saw,  shingle  and  grist 

which  have  constant  employment;  also  a  factory  for  the 

facture  of  thread-spools  and  excelsior,  which  does  a  large 

nt  of  business,  nsing  annually  5,000  cords  of  birch  and  poplar 

■  m 

e  power  is  very  inadequately  employed,  considering  the  great 
[y  of  water  and  excellence  of  the  location,  it  being  situated  at 
utlet  of  Oreat  pond,  which  is  about  eight  miles  in  length,  and 
A  average  width  of  two  and  a  half  miles,  and  is  supplied  by 
h,  McGraw,  and  other  ponds,  besides  numerous  large  and 
[  streams.  This  power  is  situated  six  miles  from  the  Maine 
ral  Railroad  station  at  Belgrade. 

cond,  at  the  outlet  of  McOrath  pond,  at  the  present  time 
rgoing  improvement,  there  having  been  erected  the  present 
)n,  186T,  a  building  forty  by  fifty  feet,  three  stories  high, 
ided  for  machinery  of  various  descriptions ;  already  in  opera- 
various  saw  mills,  and  grist  mill,  with  room  and  power  for 
}  mills  during  a  portion  of  the  season.    Height  of  faU,  ten 

lird,  below  the  above  powers,  on  the  outlet  of  McOrath  pond, 
lerly  saw,  and  shingle  machine ;  at  present  not  used.  A  valua- 
3ower. 

Beluont — Waldo  County. 

From  SeUctmen^B  Returns. 
^e  Powers. 

irst,  on  "Tilden  Stream,"  the  outlet  of  Tilden  pond;  fall 

nty-four  feet  in  half  a  mile. 

econd,  on  "  Green  Stream ;"  fall  twenty  feet  in  a  half  mile. 

hird,  on  "Cross  Stream  ;''  fall  fifteen  feet  in  one-fourth  mile. 

he  above  streams  are  connected  each  with  a  pond  two  miles  in 

umference.    Two  mills  upon  them,  which  operate  about  six 

iths.    Capacity  of  the  lakes  can  be  increased  by  dams.     One- 

rth  of  the  bi^sin  wooded. 

iarket,  Belfiist,  by  road. 

Bknedicta  Plantation — Aroostook  County. 
Statement  of  the  Assessors. 
^ere  is  no  water  power  in  this  plantation. 
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Benton — Krnnebec  Countt. 

From  Selectmen's  Betums, 
Five  Powers. 

The  "  Lower  Falls,"  on  the  Sebasticook  river,  about  half  a  mile 
from  the  south  line  of  the  town.  Height  twelve  feet  in  balf  a  mile. 
Works  all  the  year.  .  Grist  and  various  saw  mills,  and  brosh-handio 
factory. 

The  "  Upper  Falls/'  half  a  mile  above  the  Lower  falls.  Height 
ten  feet  in  one  mile.  Works  all  the  year.  Saw  mill  and  match 
factory. 

The  "  Nine  Mile  Rips,"  about  one  mile  above  the  Upper  falls. 
Height  from  eight  to  twelve  feet  in  one  mile.  No  improvement?. 
Could  work  all  the  year  if  improved. 

"Hunt'tf  Mill,"  on  the  Fifteen-Mile  stream.  Fall  nine  feet, 
horizontal  run  one  mile.     No  improvements. 

'*Hanscom's  Mills,"  on  Fifteen-Mile  stream.  Height  fiiteei 
feet  in  two  miles.  Improvements,  various  saws,  planing,  la^t, 
and  shingle  machines,  and  tannery. 

The  mills  on  the  Fifteen-Mile  stream  operate  about  three-fourths 
of  the  year ;  the  tannery  all  the  year. 

Machinery  not  of  the  best  sort  for  economizing  pow^er.  Kim- 
ball, Tuttle,  and*  Atkins  wheels ;  the  last  regarded  the  best. 

The  power  on  the  Sebasticook  could  be  greatly  increased  by  th.^ 
improvement  of  the  ponds  for  reservoirs.  An  artificial  reservor 
of  1,000  acres  could  be  readily  constructed  on  Fifteen-Mile  stream: 
above  Hanscom's  Mills.  This  stream  also  connects  with  Albion 
pond.     See  reservoirs,  Part  II,  pages  95-96. 

No  danger  from  freshets ;  range  of  water  on  the  Sebasticook  & 
little  over  six  feet ;  on  the  Fifteen-Mile  stream  about  six  feet. 

Bocks,  granite  and  slate ;  excellent  for  building  purposes.  Lay 
of  the  land  about  the  falls  convenient  for  the  erection  of  mills. 

Value  of  Aggregate  Products,  At  Hanscom's  mills,  $27,000; 
Sebasticook  lower  falls,  $10,000 ;  Sebasticook  upper  falls,  $6,00\> 

Accessibility. — ^The  Sebasticook  upper  and  lower  falls  are  about 
two  miles  distant  from  the  depot  of  the  Maine  Central  Railroad  ^, 
Kendall  Mills.  Hunt's  and  Hanscom's  are  about  four  zuiles  fnn: 
the  depot  of  the  same  railroad  at  Clinton.  Lumber  goes  to 
Augusta  and  other  points  by  water. 
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Berwick — York  County. 

Fr<yni  (he  Betuma  of  the  Selectmen. 
Six  Powers. 

All  on  Salmon  Falle  river,  the  first  four  constituting  the  "  Great 
Falls/'  and  the  last  two  the  "  Salmon  Falls."     More  definitely — 
No  1,  the  Mast  Point  Privilege,  8  feet  fall. 

No.  2,  Great  Falls  Manufacturing  Co.'s  upper  level,      33       " 
No.  3,     "        "  "  "      2d  "  33       " 

No.  4,     "        "  '•  "      3d  "  33       " 

No.  5,  Salmon  Falls,        "  "      upper     "  19       " 

No.  6,       "  "  "  "      lower     "  22       " 

Total,  148  feet,  of  which  lOT  are  obtained  in  two  miles,  and  41 
in  about  50  rods. 

No.  1  is  simply  a  feeder  for  the  next  three.  It  is  filled  by  night 
and  drawn  down  by  day,  and  thus  no  water  runs  to  waste  by 
night.  It  is  supplied  by  the  reservoir  ponds  above,  from  which  is 
drawn  in  twenty-four  hours  what  the  mills  of  the  Great  Falls 
Manufacturing  Company  use  in  eleven.  This  quantity  is  409 
cubic  feet  of  water  per  second,  which  if  used  on  a  fall  of  eight 
feet  would  give  an  absolute  power  of  3T1  horse-power,  but  the 
great  variation  in  the  head  renders  it  of  little  value  for  operations 
at  dam  No.  1. 

The  above  quantity  flows  to  Nos.  2,  3  and  4,  successively,  and 
would  give  1,630  horse-powers  to  each,  or  4,690  horse-powers  to 
the  three.  It  then  flows  to  Nos.  5  and  6,  and  would  give  respec- 
tively 880  and  9Y3  horse-powers.  As  the  thread  of  the  Salmon 
Falls  river  is  the  boundary  line  between  this  State  and  New 
Hampshire,  only  one-half  this  power,  or  3,221  horse-powers,  is 
in  this  State. 

The  power  on  Nos.  2,  3,  6  and  6,  or  5,913  horse-powers,  is  all 
taken  up  by  cotton  mills,  and  about  a  quarter  of  No.  4  by  a  small 
woollen  mill.  Three-quarters  of  this,  or  1,148  horse-powers,  are 
as  available  in  this  State  as  in  New  Hampshire. 

The  mills  run  all  the  year,  ^he  wheels  are  turbines  and  breast, 
and  the  useful  effect  is  two-thirds  of  the  power  expended,  i.  e., 
the  power  above  given. 

The  first  three  privileges,  and  the  ponds  mentioned  below,  are 
owned  by  the  Great  Falls  Manufacturing  Company,  and  the  last 
two  by  the  Salmon  Falls  Manufacturing  Company. 

The  stream  is  fed  by  eight  ponds,  all  used  as  reservoirs,  and 
containing  3,769  acres,  mostly  in  this  State.     The  above  are  all  the 
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ponds  connected  with  the  stream.  Dams  are  already  erected  as 
high  as  possible  without  serious  damage  to  rail  and  highways. 

Destructive  freshets  are  unknown.  By  the  exercise  of  its  right 
of  controlling  the  reservoirs,  the  Great  Falls  Manufacturing  Com- 
pany maintains  a  uniform  stream  the  year  round.  In  the  spring 
freshets  a  rise  of  three  feet  is  an  unusual  occurrence. 

Underlying  rocks,  granite  and  trap.  Brick  clay  is  also  abun- 
dant. No  difficulty  in  locating  mills,  &c.  One-eighth  of  the  basin 
covered  with  woods. 

As  regards  the  effect  of  the  improvement  of  the  power,  there 
was  little  more  than  a  bare  settlement  before  the  building  of  the 
mills.  Estimates  from  the  census  of  1860  show  that  in  Berwick, 
Somersworth  and  Bollinsford,  a  population  of  about  9,000  has 
been  brought  together  by  the  erection  of  mills  on  the  falls  above 
described. 

Annual  production  in  1856,  for  example,  27,634,265  yards  cloth, 
valued  at.the  mills  at  $910,571.49. 

Market,  Boston,  by  rail  or  water,  after  four  miles  of  teaming. 

Several  small  powers  in  town,  as  Horn's  saw  mill,  Goodrich'? 
saw  mill,  Spencer's  shingle  mill,  all  on  Little  river ;  Guptill's  saw 
mill  and  shingle  mill  on  Beaver  Dam  brook ;  Mclntire's  sash,  door 
and  blind  factory  on  Salmon  Falls  brook,  etc. 

Bethel — Oxford  Countt. 
Frcyra  the  Statement  of  (7.  F,  Walker,  Esq.,  and  of  the  Selectmen, 

Seven  Powers. 

Five  on  "  Alder  Stream,"  which  is  the  outlet  of  ponds  covering 
1,000  acres,  and  has  a  descent  of  70  feet  in  one-fourth  of  a  mfle. 

First,  the  upper,  Hodsdon  &  Brown's  saw  and  shingle  mill ;  fell 
12  feet;  works  about  five  months  in  the  year.  With  improved 
machinery  could  operate  all  the  year. 

Second,  Russell's  Bedstead  and  Furniture  Mill;  fall  11  feet: 
works  all  the  year.  Machinery  not  economical  of  power.  Capa- 
ble of  turning  out  with  best  machinery  •  10,000  bedsteads  per 
annum.     L.  &  L.  W.  Russell. 

Third,  Walker's  grist  and  flour  mill ;  fall  16  feet ;  three  runs  of 
stones ;  works  all  the  year.  Very  superior  building.  Machinerr 
good,  but  not  the  best  for  economizing  power.  Would  grind 
100,000  bushels  per  annum  with  best  wheel.  Owned  by  C.  F. 
•Walker. 
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Fourth,  Ripley's  shingle  and  threshing  mill,  fall  six  feet.  Ma- 
chinery of  poor  constraction.  Would  saw  2,400,000  shingles  with 
suitable  wheel. 

Fifth,  nnimproved ;  fiJl  about  six  feet. 

All  the  above  powers  are  situated  within  three  or  four  rods  of 
the  Grand  Trunk  Railway,  which  runs  beside  the  stream  for  some 
distance.  They  are  all  perfectly  safe  against  freshets  or  ice,  the 
stream  being  fed  almost  wholly  by  ponds.  The  largest  pond  could 
be  raised  four  feet  or  more  for  a  reservoir,  at  little  expense. 

Sixth,  Chapman  Brook  power ;  fall  20  feet. 

Seventh,  on  "  Mill  brook,"  in  Bethel  village. 

Granite  abundant. 

Market,  Portland,  by  Qrand  Trunk  Railway. 

BiDDEFORD— York  County. 
SUUement  of  J,  O,   Oarland,  Esq. 

[See  alM  "  Biddeford  and  Saoo/'] 

Two  Powers, 

First,  "  Swan-Pond  Palls,"  on  the  outlet  stream  of  Swan  pond, 
a  short  distance  from  Saco  river;  eight  feet  head  and  fall,  20 
horse-power  for  eight  months  of  the  year.     Saw  mill. 

Second,  "  Curtis  Falls,"  on  Little  river,  not  fiar  ftom  its  mouth  ; 
ci^ht  feet  head  and  fall,  16  horse-power  for  eight  months  of  the 
year.     Saw  mill. 

BlDDSrORD  AND   SaCO — YoRK  CoUNTY. 

From  the  Returns  of  the  Mayor  of  Saco,  and  from  (he  Statement 
and  Flan  furnished  by  J.  O.  Oarland,  Esq,,  of  Biddeford. 

[See  alflo  ••Biddeford,"  end  «Saoo.*'] 

Tu^o  Powers. 

First  '*  Saco  Falls/'  on  the  Saco  river,  four  miles  from  its  mouth 
and  at  the  head  of  tide.    There  are  two  pitches ;  the  upper  eight 
foet;  the  lower  32  feet;  about  an  eighth  of  a  mile  apart.    The- 
river  is  divided  at  the  lower  falls  into  two  channels ;  the  "  main. 
river  "  and  the  "  east  branch." 

Volume  of  toaier. — ^In  the  time  of  extreme  low  water,  in  a  drouth, 
18,000  cubic  feet  per  minute  for  the  24  hours  are  commanded,  or 
ibout  40,000  cubic  feet  for  11  hours  a  day.  The  water  is  so  care- 
nally  husbanded  and  the  machinery  is  so  excellent,  that  the  power 
realized  is  150,000  spindles  for  the  class  of  goods  now  manu- 
factured. 

18 
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Upon  reference  to  Part  II,  page  *J^,it  will  be  seen  that  the  de- 
velopment of  the  reservoirs  of  the  river  would  increase  the  power 
at  this  point  very  greatly.  The  more  important  improvements 
however,  as  the  storage  of  Ot.  Ossipee  pond  to  a  larger  depth,  and 
the  conversion  into  reservoirs  of  the  low  lands  above  Great  Falls, 
would  be  attended  with  considerable  expense  for  fiowage. 

In.  ordinary  seasons  there  is  much  more  power  at  lowest  ran 
than  the  above  specified ;  and  in  all  seasons  a  &r  greater  amount 
for  nine  or  ten  months  of  the  year. 

Lay  of  the  land. — Naturally  only  moderately  &yorable^  the 
banks  being  rough,  high,  and  composed  of  tough  ledge.  The  best 
of  granite  within  a  mile. 

Accessibility. — ^The  falls  are  a  short  distance  only  from  railroad 
to  Portland  and  Boston ;  and  as  stated  above,  are  at  the  head  of 
tide,  vessels  drawing  10  feet  coming  to  the  foot  of  the  lovrer  fall. 
River  open  to  navigation  eight  or  nine  months  of  the  year. 

Improvements. — On  the  Saco  side : — On  the  upper  fall  a  ^ang 
saw  mill  turning  out  80,000  feet  lumber  per  24  hours  ;  single  saw 
7,000  feet',  box  machines  making  SOO  sogar-box  shooks  per  day; 
heading  machines  capable  of  turning  out  600  pairs  hogshead  heads 

daily. 

On  the  lower  &11  and  main  river  the  Yorib:  Corporation,  4M 
horse-powers.  H.  Temple,  agents  five  mills«  25,000  spindles,  capi- 
tal stock,  $1,200,000 ;  employing  300  males  at  an  average  of  $1.50 
per  day ;  600  females  at  $1.00  per  day.  Goods  furnished,  tickings, 
denims,  pantalooa  stuff,  etc.  Also  on  the  lower  Ml,  east  branch 
of  the  river,  a  grist  mill  with  three  runs  of  stones ;  a  plaster  mill ; 
a  manufactory  of  carriage  wheels  ^  planing,  turning;  also  unem- 
.ployed  water-power,  50,000  spindles  thereof,  available  nine  months 
of  the  year. 

Annual  production  of  all  the  powers  in  Saco :  of  the  cotton 
manufactures,  $1,000,090;  of  the  lumbeir  manufactures,  $250,000. 
Power  on  the  Saco  side,  owned  by  the  Saco  Water-Power  Com- 
pany ;  agent,  Thomas  Quimby,  BIddeford.  About  40  horse-powert 
of  steam-power  are  employed  in  Saco  in  tanneries  and  brick  yard. 
Population  of  Saco,  6,000 ;  six  churdies ;  IS  school-houses ;  20 
schoolrooms;,  expenses  for  schools,  1866,  $T,456.02.  Valuation, 
1866,  $3,358^460^. 

Power  on  the  Eiddeford  side,  owned  by  the  Laconia  Company, 
Pepperell  Compaay,  and  Saco  Water-Power  Machine  Shop  Com- 
pany.   Products  for  1867  about  $7,000,000. 
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Second,  ''little  Falls/'  on  Saco  river,  five  feet  four  inches  &11 
in  80  rode.  The  channel  is  straight  and  smooth  and  about  five 
feet  deep.    Not  improved. 


Bingham — Somerset  County. 

From  Selectmen's  Returns, 
[See  alio  **  BinghAm  rad  Momow.*^ 

One  Power. 

"Holway's  Shingle  Machine/'  on  Fall  brook.  Works  about 
three  months. 

Market,  Skowhegan,  and  other  points  on  the  Kennebec. 

Bingham  and  Moscow — Somerset  Govntt. 
From  the  RetwrnB  of  Bingham  and  Moscow, 

[See  also  "  Biogham,''  and  «  Moeoow.'*] 

One  Power. 

'*  Goodrich's  Mills/'  on  the  Austin  stream.  Three-fonrths  of 
the  dam  is  in  Moscow ;  saw,  grist,  shingle,  clapboard  and  lath 
mills,  in  Bingham.  Operates  the  whole  year;  bnt  owing  to  a 
leaky  dam  has  to  stop  in  a  severe  drouth. 

Numerous  and  large  ponds  above  on  the  stream.  See  page  M, 
Austin  ponds.  Freshets  heavy.  Slate  rock  abundant  about  the 
fall.     Basin  of  the  stream  nearly  all  covered  with  foresls. 

Market,  Skowhegan,  twenty-five  miles  distant. 

Blanchard — I^scataquis  Countt. 

From  Selectmen's  Returns,  and  a  Plan  of  ihs  Streams, 

Several  PoweM. 

The  Piscataquis  West  branch  for  the  distance  of  a  mile  has  a 
fall  of  200  or  dOO  feet,  and  is  a  violent  torrent.  The  banks  ore 
very  rough  and  ledgy,  so  that  only  a  part  of  the  power  could  be 
put  to  use  except  at  considerable  expense.  These  are  the  so- 
called  "  Grand  Falls/'  They  are  situated  below  the  forks  of  the 
west  branch. 

"Blanehard  Village  Power,"  eight  feet  fall;  water  fi)r  saw, 
shingle,  and  grist  mills,  nine  months  of  the  year. 

In  the  southwest  comer  of  the  town,  on  Thorn  brook,  the  outlei 
of  ponds ;  formerly  used  for  saw  and  shingle  mills,  not  in  use  at 
present ;  large  reservoirs  feasible. 
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Numerous  lakes  in  connection  with  the  streams,  all  susceptible 
of  improvement  at  little  cost.  See  last  part  of  the  first  Table, 
Part  II,  page  lOT.  Freshets  harmless.  Building  stone  abundant 
and  good. 

Market,  Dexter,  twenty  miles  distant. 

Bluehill — Hancock  County. 

From  Selecimen's  Statement. 

Numerous  Powers. 

Several  on  the  outlet  stream  of  the  "Four  Ponds;"  ponds,  300 
acres,  can  be  flowed  sufficiently  to  run  two  saws  the  entire  year. 
The  extreme  length  of  stream  and  ponds  three  and  one-half  miles. 
Upper  pond  elevated  about  200  feet  above  the  mouth  of  the  stream. 
Two  falls  occupied  on  the  stream. 

"  Allen's  Mill,"  at  its  mouth,  about  three  and  one-half  miles 
from  Bluehill  village.  An  old-fashioned  fly  wheel.  Can  be  run 
about  four  months  in  the  year,  and  will  cut  about  300,000  feet  of 
lumber. 

About  two  miles  from  Allen's  mill,  and  about  one  and  three- 
fourths  miles  from  the  village,  "  Grindle  &  Stover's  Mills/*'  saw 
and  shingle.  Stave  mill  has  a  horizontal  paddle  wheel,  saws  about 
200,000  staves  per  year. 

Several  upon  the  "Head  of  the  Bay  Stream."  Stream  is  about 
six  miles  in  length.  The  "  upper  dam,"  about  one  and  one-fourth 
miles  from  the  mouth  of  the  stream,  flows  100  acres  as  a  reservoir. 
100  or  125  feet  fall  from  dam  to  mouth  of  stream. 

Four  mills  on  this  stream,  on  as  many  difierent  dams,  all  within 
100  rods  of  its  mouth,  viz :  saw,  grist,  shingle,  and  stave  mills ; 
each  having  a  head  and  fall  of  about  12  feet.  Mills  operate  four 
months  yearly. 

One  or  more  on  Noyes'  pond  stream,  with  a  pond  of  about  50 
acres.  A  saw  mill  at  its  mouth,  old-fashion  fly  wheel.  Abund- 
ance of  water  for  one  saw  in  the  wet  season  of  the  year,  but  fails 

« 

soon. 

Some  are  located  upon  McHeard's  stream,  three  and  a  half  miles 
in  length,  and  connected  with  a  pond  of  about  30  acres,  which 
holds  out  most  of  the  year.  Saw,  shingle,  and  stave  mills.  Old- 
fashion  fly  and  tub  wheels  run  about  half  the  time. 

As  many  more  and  quite  as  eligible  falls  unoccupied  on  the 
above  named  streams. 
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''Tide  Mill/'  10  acres  of  pond,  grist  mill,  horizontal  paddle 
wheel,  with  ordinaiy  tides,  has  sufficient  water  to  drive  all  its 
machinery. 

About  200  rods  south  of  the  tide  mill,  are  situated  "Bluehill 
Falls.''  This,  as  a  tide-water  power,  is  probably  unsurpassed  in 
the  State.  The  full  flow  of  the  tide  rushes  through  a  passage 
about  175  feet  in  width  at  high  water  mark,  into  a  basin  or  pond, 
about  two  miles  in  length  and  half  a  mile  in  breadth.  Tributary  to 
the  pond  are  the  Four  Ponds  stream,  above  named,  and  one  other 
stream  nearly  as  large,  besides  several  smaller  ones.  This  fall 
can  be  easily  dammed,  there  being  abundance  of  good  granite 
within  one-fourth  of  a  mile. 

BOOTHBAY — ^LlNCOLN   CoUNTY. 

JFVom  Selectmen's  Returns. 

Three  Powers. 

First,  at  the  outlet  of  Adams'  pond,  a  saw  and  carding  machine. 
Former  operates  four  months. 

Second,  at  the  outlet  of  Reed's  pond. 

Third,  on  Mill-Oove  stream. 

Artificial  reservoirs  of  medium  capacity  are  feasible.  Suitable 
rocks  for  building. 

BowDoiN — Sagadahoc  County. 
From  Selectmen's  Returns. 

Nine  Powers. 

First,  on  Eaton  stream  in  the  east  part  of  the  town,  carding, 
fulling  and  threshing  machines.     Fall  about  15  feet. 

Second,  below,  a  very  good  privilege,  old  grist  mill  not  used, 
fall  of  12  feet.  The  above  would  run  half  of  the  time  throughout 
the  year. 

Third,  in  the  northeast  part  of  the  town,  saw  and  shingle  mill 
on  Dead  river.  Fall  about  eight  feet.  If  the  dam  were  good, 
would  saw  three-fourths  of  the  year.  Large  quantities  of  hemlock, 
spruce  and  all  kinds  of  hard  wood  near  this  mill. 

Fourth,  two  miles  below,  on  the  Cathance  stream,  the  "Huff 
Mill."    Head  of  10  feet,  and  the  best  mill  privilege  in  town. 

Fifth,  Sixth,  etc.  Two  or  three  good  privileges  for  mills  of  any 
kind  on  this  river,  with  enough  water  to  carry  a  saw  mill  three- 
fourths  of  the  year. 
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£ighihy  a  grist  mill  at  the  outlet  of  GsBsar'e  pond ;  fall  10  feet. 
Mill  operates  about  half  of  the  time. 

Ninth,  saw,  grist,  shingle,  picket  and  threshing  machines  on 
Purington  stream ;  fall  eight  feet ;  water  enough  to  carry  most  of 
the  machinery  about  one4ialf  of  the  time. 


BowDOiNHAM — Sagadahoc  Couimr. 
Selectmen's  SkUement, 
Thft  water-power  in  this  town  is  unimportant. 

BOWERBANK — PiSCATAQUIS    CoUNTY. 

From  Selectmen's  Betums, 
Several  Powers. 

On  Mill  brook.  Long-pond  and  Buttermilk  streams.  None  are 
employed. 

Long  pond  covers  1.50  square  miles.  A  20-foot  fall,  in  Howard, 
on  its  outlet. 

The  Buttermilk  stream  is  tributary  to  Long  pond.  There  are 
three  ponds  upon  said  stream. 

At  the  foot  of  the  lower  is  a  privilege  upon  which  by  flaming  a 
fall  of  twenty  feet  can  be  had. 

A  good  site  above,  at  the  foot  of  one  of  the  ponds. 

Ponds  can  be  flowed,  also  swamp  land.  Abundant  stone  for 
building ;  basin  of  streams  nearly  all  forest-covered. 

"  We  are  in  great  need  of  mills,  as  the  nearest  are  six  miles  ofl".'' 

Market,  Dover,  by  road. 

BowTOWN  TowNsmp — Somerset  County. 
Statement  of  Joseph  Clark,  Esq.,  of  Carratunk, 

[See  also  *<Bowtown  Township  and  Forks  Plantation/'  also  "Bowtown  Township  and 

Township  No.  l.**] 

Several  Powers. 

Situated  on  the  outlet  stream  of  Pierce  pond.  Stream  is  very 
rapid  throughout,  and  at  several  points  can  be  used  advanta- 
geously for  power.  The  pond  covers  3.50  square  miles,  and  is 
raised  10  feet,  forming  a  large  reservoir.  Storage  now  used  for 
log-driving. 

Powers  all  unimproved. 
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BOWTOWN  TOWNSHIP  AKD    FoBKS   PtANTATIOK— SOMERSET   CoUNTT. 

Staiement  of  J,  M.  Hayne$,  JSsq,,  of  Augusta. 

[See  alio  «  Bowtown  Townihip,"  Mid  "  Forka  PlanUtion.'' 

One  Power, 

"  Stand-Up  Rips/'  on  the  Kennebec  river,  one  mfle  above  the 
Forks,  20  feet  fall  in  100  feet,  ledge  bottom,  good  site  for  dam, 
ready  of  access,  would  operate  heavy  machinery  the  year  through. 

No  improvement. 

BowToww  TowKsrap  akd  Township  No.  1 — Sokbbsvt  County. 
Statement  of  J,  M,  Edynes,  Esq,,  of  Augusta , 

[See  alio  **  Bowtown  Township,"  and  '<  Township  Ko.  1."] 

Several  Powers. 

The  "Dead  River  Rapids,''  on  the  Dead  river,  between  the 
Forks  and  Grand  ^eills,  a  distance  of  twelve  miles.  The  descent  is 
gradual,  the  current  swift,  with  good  sites  for  dams ;  the  volume 
of  water,  by  the  use  of  the  numerous  ponds  above,  can  be  made 
constant  and  large  at  all  seasons ;  the  ponds  are  already  to  a  con- 
siderable extent  improved  for  storage  for  log-driving.   See  page  95. 

None  of  the  privileges  improved. 

Bradford — ^Penobscot  Countt. 
From  ihe  Selectmen's  Returns,  and  a  Plan  of  (he  breams. 

Ten  FowerSy  Small. 

Four  on  the  west  branch  of  Dead  stream,  each  of  which  will  run 
a  saw  for  half  the  year.  One  in  the  north  part  of  the  town.  Three 
in  the  east  part  of  the  town.  Two  on  Farber  brook  in  the  west 
part  of  the  town,  which  will  operate  about  four  months. 

No  lakes  or  ponds  in  the  vicinity.  Total  products,  in  value, 
about  $8,000. 

Market,  Bangor. 

Bradley — Penobscot  County. 

[See  Appendix.] 

*  Brassua  TowNsrap — Somerset  County. 
Statement  of  Reman  Whipple,  Esq.,  of  Solon. 

One  Power,  or  More. 

About  two  miles  above  the  lake,  fall  ten  feet ;  more  may  be  had. 

Good  site  for  dam.     Several  small  falls  above. 
Quite  a  number  of  small  ponds  on  various  streams  for  reservoirs. 
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Bremen — Lincoln  County. 

From  Selecimen*8  Betums, 
Four  Powera. 

First  and  Second,  on  the  outlet  of  Muscongus  pond.  Upper 
power  is  about  a  mile  above  the  lower,  and  the  lower  is  at  the 
head  of  tide.  Fall  of  forty  feet  in  a  mile.  The  upper  power  is 
improved  in  a  saw  and  grist  mill.  The  lower  power  is  not  used. 
About  1,500,000  of  lumber  are  cut  annually.  Mills  operate  about 
seven  months. 

Third,  a  tide  power,  "  Eeen^s  Mill  Pond,'^  near  the  ce&tre  of 
the  town.    Not  improved. 

Fourth,  a  tide  power,  "Broadcove  Mill  Stream/'  in  the  northern 
part  of  th«  town.     Not  improved. 

The  tide  flows  and  ebbs  about  ten  feet.  Muscongus  pond  is  a 
mile  long  and  half  a  mile  wide ;  can  be  made  a  good  reservoir. 
Artificial  reservoirs  feasible  at  small  expense.  Sock,  mostlj 
granite.    Basin  one-half  wooded. 

Market,  all  points  by  water. 

Brewer — Penobscot  County. 

From  Selectmen's  Returns. 
Seven  Powers. 

All  situated  on  Segeunkedunk  stream,  within  a  running  distance 
of  two  and  a  half  miles.  The  height  of  the  falls,  beginning  at  the 
lower,  is  twenty,  fourteen,  four,  twelve,  ten,  fourteen  and  twelve 
feet  respectively. 

One  gang  of  saws,  two  single  saws,  and  a  shingle  mill,  all  n^n 
tide  water  at  Brewer  village.  This  power  is  estimated  at  150 
horse ;  an  excellent  site  for  cotton  or  woollen  factory. 

The  shingle  and  grist  mills  operate  all  the  year ;  the  saw  mills 
about  eight  months.     Breast  wheel. 

Stream  connected  with  two  ponds,  one  three 'and  five-tenths  by 
one  mile,  the  other  one  by  one  mile ;  it  has  also  the  flowage  of  2,200 
acres  of  meadow.  The  large  pond  has  a  dam  ten  feet  high  ;  could 
have  four  feet  more  head. 

Freshets  harmless ;  stream  very  constant ;  in  fall  working  con. 
dition  even  when  the  mills  on  the  Penobscot  are  stopped  for  want 
of  water. 

The  saw  mills  cut  about  4,000,000  feet  of  lumber  annually. 
Small  part  of  the  power  used. 

Market,  aU  points  by  sea ;  vessels  load  at  wharves  close  by  the 
mills. 
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BbIDGTON — ^GUMBEBLAirD   COUNTT. 

Selectmen's  Statement, 

Twenty-Two  Powers. 

First  to  Twelfth,  inclusive.  On  Stevens'  brook,  the  outlet  of 
Crotched  pond ;  capable  of  working  machinery  from  that  of  a  saw 
and  grist  mill  to  a  large  woollen  factory.  Dam  at  outlet  of  pond 
will  reserve  five  feet  of  water.  First,  "  Cumberland  Mills,"  12 
feet  fall.  Second,  four  feet  fall;  sash  and  blind  factory,  both 
owned  by  E.  Gibbs.  Third,  saw  mill,  carriage  factory,  and 
foundry;  B.  Walker.  Fourth,  12  feet  fall,  '' Pondicherry  Mills,'' 
machine  shop,  and  grist  mill;  Storer  Bros.,  Davis  &  Littlefield. 
Fifth,  "Johnson's  Falls,"  12  feet;  saw  mill.  Sixth  and  Seventh, 
sites  for  two  dams,  fall  28  feet ;  unimproved.  Eighth,  12  feet  fall, 
"Forest  MiU,  No.  1."  Ninth,  12  feet  fall,  " Forest  Mill,  No.  2," 
all  owned  by  Taylor  &  Perry.  Tenth  and  Eleventh,  sites,  fall  26 
feet ;  unimproved ;  owned  by  S.  F.  Perley,  Esq.  Twelfth ;  site, 
20  feet  fall ;  owned  by  H.  Little ;  unimproved.  Total  fall  about 
150  feet  in  one  and  one-half  miles. 

Thirteenth  and  Fourteenth.  On  Wood's  pond  outlet.  First,  10 
feet  fall;  saw  and  grist  mill.  Berry  Bros.  Second,  10  feet  fall ; 
^st  mill. 

Fifteenth  and  Sixteenth.  At  North  Bridgton.  First,  20  feet, 
bedstead  and  furniture  factory,  saw  and  grist  mill,  Hon.  L.  Brown. 
Second,  16  feet  fall ;  tannery  and  shingle  mill,  F.  W.  Tarr. 

Seventeenth  and  Eighteenth.  On  Bear  brook.  First,  12  feet 
fall ;  saw  and  grist  mill,  A.  Sampson.  Second,  site,  fall  not 
reported ;  unimproved  ;  £.  Adams. 

Nineteenth.  On  Adams'  pond  outlet.  South  Bridgton  ;  12  feet ; 
carriage  factory,  0.  J.  Libby. 

Twentieth,  Twenty-First  and  Twenty-Second.  On  Ingalls  pond 
outlet,  three  dams.  First,  20  feet  fall ;  saw  mill.  Second,  eight 
feet  fall;  grist  mill,  by  Fosters.  Third,  10  feet;  machine  shop, 
by  Knapps. 

The  dams  on  Stevens'  brook  are  chiefly  of  granite  laid  in  cement ; 
those  on  the  other  streams  with  very  few  exceptions  are  perma- 
nently made  of  stone  and  gravel.  Generally  the  best  of  machinery 
is  employed. 

Annual  production  of  the  various  mills,  $600,000. 

Amount  of  water  in  Stevens'  brook,  from  Crotched  pond  to  Pon- 
dicherry  miUs,  300  square  inches,  under  12  feet  fall ;  including 
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said  mills  to  Long  pond,  450  square  inches,  under  12  feet  Ml. 
The  Woods  pond  outlet  falls  into  Stevens'  brook  above  Pondi- 
cherry  mills.  Power  of  the  other  streams  is  sufficient  to  drive  all 
the  machinery  that  is  employed,  during  ordinary  seasons. 

Stevens'  brook  is  supplied  by  Crotched  pond,  area  of  about  three 
square  miles,  and  that  by  Stevens'  pond,  of  one  square  mile.  Also 
by  Woods  pond,  of  one  and  a  half  square  miles,  and  that  by  an- 
other of  60  acres.  Brown's  is  supplied  by  Moose  pond,  area  one 
and  a  half  square  miles.  Sampson's  by  Bear  pond,  of  one  square 
mile.  Libby's  by  Adams'  pond,  three  fourths  square  mile.  Res- 
ervoirs of  100  to  600  acres  could  be  made,  and  at  trifling  cost. 
Several  of  said  ponds  could  be  raised.  Perhaps  60  per  cent,  of  the 
above  power  is  in  use.  There  is  a  constant  supply  of  water,  with 
one  or  two  exceptions,  for  all  the  powers  named  in  the  foregoing 
list. 

Granite  in  ledge  and  boulders  sufficient  for  all  building  purposes. 
Buildings  principally  of  wood  above  the  basement.  Clay  in 
abundance  for  making  the  best  of  brick. 

Fifty  per  cent,  of  the  basin  of  the  streams  covered  with  forest. 
Lay  of  land  for  building,  above  the  average. 

Market,  Bridgton  and  adjoining  towns ;  Portland  and  Boston ; 
conveyance,  canal  in  summer,  team  and  railroad  in  winter. 

• 

Briooiwatbb---Aroo8tooe  Countt. 

From  Selectmen's  Returns, 
Five  Powers. 

First,  the  "  Bond  Power,"  on  the  Presque  Isle  stream  of  the  St. 
John,  forty  rods  from  Maine  State  line.  The  dam  is  chiefly  natu- 
ral, and  the  artificial  part  rests  on  solid  rock.  Grist,  saw  and  two 
shingle  mills.  Properly  managed,  this  power  would  run  twelve 
months  in  the  year  a  grist  mill,  a  gang  saw  mill,  two  shingle 
machines,  a  machine  shop,  and  a  large  woollen  and  cotton  factory. 
Immediately  above  the  mill  the  Whitney  brook  connects  with  the 
(Stream  forming  a  part  of  the  mill  pond.  There  are  no  lakes  of 
any  account  on  the  Presque  Isle  stream.  Small  proportion  of  this 
power  used. 

Second,  "Whitney  Brook  Power,"  a  natural  privilege  just 
across  the  point  made  by  the  Presque  Isle  stream  and  Whitney 
brook.  A  good  site  for  dam  (which  would  be  very  short)  on  a 
rock.    Large  flowage  and  plenty  of  reservoirs  at  the  head  of  the 
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brook.    This  would  drive  the  machinery  of  a  large  woollen  ftctory, 
machine  shop,  &c.,  all  the  year. 

Third,  Fourth,  and  Fifth,  good  privileges  on  the  Presque  Isle 
stream,  from  one  to  four  nules  above.  All  are  citable  of  supply- 
ing water  for  a  small  amount  of  machinery  nearly  all  the  year,  if 
properly  managed.  Lumber  of  the  best  quality  on  the  streams, 
which  would  furnish  work  for  two  saw  mills  twenty  years. 

BbIOHTON — SOMBBSBT  CoUNTT. 

From  Belecimen'a  Betwrns. 
Four  Powers* 

First  and  Second,  upper  and  lower  ''Weeks'  Falls,''  on  the 
Wesserunsett  river.  The  lower  fall  has  thirty  feet  descent  in  four 
rods,  with  a  stone  dam  at  the  head ;  no  mills.  Upper  fall  has  saw, 
^rist  and  shingle  miUs. 

Power  suJBScient  to  carry  all  the  machinery  the  year  round.  On 
the  lower  fall  a  breast  wheel,  34  feet,  may  be  used. 

Third,  the  Cooly  falls,  on  the  same  stream. 

Fourth,  on  the  Wyman  brook.    Unimproved. 

The  Wesserunsett  is  fed  by  Weeks'  pond,  which  has  a  dam  six 
feet  high  at  its  outlet,  and  has  an  area  of  over  a  square  mile ;  range 
of  the  stream,  from  lowest  to  highest,  four  feet.  Sites  for  mills 
most  excellent.    Basin  thickly  covered  wjth  woods. 

Not  ten  per  cent,  of  the  power  used. 

Market,  Skowhegan,  by  road. 

Bristol — Lincoln  County. 

From  the  Betums  of  O.  8t.  C  O'Brien,  M,  D. 

Seven  Powers, 

The  Femaquid  river  falls  50  feet  in  the  first  500  of  distance  from 
tide  water,  and  100  feet  in  the  first  two  miles,  or  from  "Bristol 
Mills  "  to  the  salt  water. 

First,  the  50  feet  constitute  the  "Femaquid  Falls."  The  privi- 
lege can  be  advantageously  divided  into  four  or  more  sites.  The 
only  improvement  at  present  is  a  grist  mill  and  carding  machine, 
using  an  insignificant  portion  of  the  power.  The  remnants  of  two 
ancient  dams  are  found  here,  of  the  history  of  which  no  one  in  the 
vicinity  has  knowledge.  Privilege  is  regarded  an  excellent  site 
for  a  manufacturing  enterprise  of  considerable  magnitude.  The 
lower  privilege  discharges  its  waters  directly  into  tide.  Vessels 
load  and  unload  within  50  rods  of  the  present  mill.    Excellent 
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opportunities  for  locating  mills  and  dams,  on  a  coarse  granite 
which  underlies  the  stream  and  banks  for  two  miles  back. 

Second,  a  mile  and  a  half  above,  **  Hatch's  Saw  Mill/' 

Third,  "  Bristol  Mills,"  half  a  mile  above,  grist  and  two  saw 
mills;  dam  and  grist  mill  are  stone;  considerable  expenditunr 
making  by  the  proprietors,  in  various  improvements,  and  the 
power  is  quite  fully  used. 

Fourth,  "  Upper  Saw  Mill,"  near  the  outlet  of  Biscay  pond. 

Forty  years  ago  a  dam  at  the  outlet  of  Pemaquid  pond  secure: 
abundant  water  at  Bristol  mills  for  two  saw  mills,  a  grist  mill  and 
woollen  factory,  all  summer,  with  old-fashioned  wheels.  For  reser- 
voirs, see  page  140,  Part  II. 

Artificial  reservoirs  feasible,  but  would  be  expensive  on  account 
of  flowage.  The  stream  is  naturally  constant,  the  moderatek 
undulating  character  of  the  country,  and  the  capacity  of  the  surface 
soil  for  water,  favoring  the  retention  of  water. 

Sixth,  '*  Call's  Tide  Power." 

Seventh,  "Paul's  Tide  Power." 

Considerable  oak  and  Norway  pine  in  the  vicinity  of  the  powers. 
Abundant  granite  in  boulders,  and  excellent  quarries  within  five 
miles. 

Pemaquid  stream  strongly  resembles  in  volume,  location,  et^.. 
Pemaquan  streapoi,  on  which  the  Pembroke  Iron  Works  are  locate, 
and  the  Pemaquid  falls  are  judged  well  adapted  to  a  similar  use, 
on  account  of  remarkably  easy  access. 

Bbooklin — Hancock  County. 
Selectmen's  Statement. 

No  water-power  in  this  town.  Fisheries  and  porgy  oil  manu- 
facture, the  leading  industries. 

Brooks — Waldo  County. 

From  Selectmen's  Returns. 
Eight  Powers. 

Four  on  Marsh  stream,  two  on  Sawyer  stream,  and  two  on  Ellis 
stream. 

Average  height  of  the  falls  16  feet.  Power  not  all  improved. 
Rose  wheel.  Mills  operate  about  seven  months.  Six  or  mor^ 
saw,  one  grist,  with  several  shingle  mills,  etc. 

£llis  stream  is  connected  with  a  pond  and  affords  water  most  of 
the  year.  The  pond  might  be  raised  considerably  more  by  a  dam. 
An  artificial  reservoir  of  large  extent  might  be  constructed  on  the 
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'  Sawyer  Stream,"  which  would  also  benefit  all  the  powers,  but 
)ne,  on  the  Marsh  stream. 

Streams  rise  and  fall  suddenly  except  the  Ellis.  Not  much 
brest. 

Market,  Belfast,  seven  miles,  by  road. 

Brooksville — Hancock  County. 
JVowi  Behims  of  Selectmen  and  of  J.  B,  Goodwin,  Esq, 

[See  alio  •*  BrooksHUe  end  Penobeoot."] 

3even  Powers. 

First,  at  the  outlet  of  Walker's  pond,  which  covers  2,000  acres ; 
i  ^woollen  factory  with  six  looms.  A  grist  and  shingle  mill  oper« 
ited  there  several  years  until  they  were  burned.  Now  cardiojg, 
shingle  and  stave  machines.  Two  dams ;  at  the  upper,  a  head  of 
foar  feet,  which  can  be  increased  to  six  feet.  Head  and  fall  at  the 
lower  dam  18  feet,  which  can  be  increased  to  20  feet.  Power 
Diily  partially  used. 

Second,  "Parker's  Privilege,"  at  the  outlet  of  a  pond,  operates 
saw,  grist  and  shingle  mills.  Operates  only  half  the  year  when 
the  water  is  drawn  off  the  surrounding  meadows. 

Third,  Fourth  and  Fifth,  "Blodgett's  Privileges,"  at  the  outlet 
of  two  ponds.  Ponds  so  much  elevated  above  tide  that  the  water 
caa  be  used  three  times.    Now  entirely  idle,  dams  all  goue. 

Sixth,  "  Smith's  Cove,"  a  tide  mill.  Formerly  a  saw  mill  and  a 
grist  mill  that  could  grind  100  bushels  a  day.  Mill  now  idle. 
Can  operate  16  hours  out  of  the  24. 

Seventh,  "Bakeman's  Privilege,"  a  tide  mill,  capable  of  doing 
a  large  amount,  but  now  idle.  Nature  almost  completed  the  dam. 
Good  building  and  machinery  upon  it.  Can  operate  16  hours  out 
of  the  24. 

The  capacity  of  the  ponds  can  readily  be  increased  by  the  use  of 
suitable  dams,  except  Walker's  which  would  not  rise  much. 
Machinery  all  very  inferior.  Freshets  harmless.  Lay  of  the  land 
favorable. 

Market,  any  point  accessible  by  sea. 

BROOKSVILLt  AND   PeKOBSCOT — ^HaNOOOK   CoUNTT. 

From  the  Statement  of  the  Boards  of  Selectmen. 

[See  ftlM  **  BrookBTiUe,"  and  «<  Penobeoot."] 

One  Power. 
*'  Davis's  Narrows  "  or  "  South  Bay  Meadow  Dam,"  on  the  Bag- 
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aduce  river,  an  inlet  of  Penobscot  bay,  five  miles  above  Castine, 
and  four  miles  below  Walker's  mills  in  Brooksville.  A  company 
was  some  years  ago  incorporated  nnder  the  name  of  ihe  Sonth 
Bay  Meadow  Dam  Company,  with  power  to  build  a  dam  across 
the  river  for  the  purpose  of  draining  thd  channel  above  the  dam  to 
make  meadow  for  the  cultivation  of  hay.  The  river  extends  five 
miles  above  the  dam  with  an  average  width  of  80  rods.  The 
company  built  a  stone  dam  across  the  river  on  the  bead  of  a  fall 
where  the  river  is  about  15  rods  wide  with  a  fall  of  10  feet  in  five 
rods  horizontal  distance.  The  dam  has  a  passage  throug^hit26 
feet  long,  closed  by  gates  that  open  on  the  ebb  tide  and  shut  on 
the  flood.  The  company  succeeded  in  draining  the  river  of  the 
tide  water,  but  the  numerous  streams  flowing  into  it  prevented 
ftirther  operation  in  that  direction.  They  then  obtained  a  charter 
for  a  toll  bridge  on  said  dam,  and  at  present  it  is  used  only  for  tiie 
bridge.  It  is  said  by  skilM  millwrights  that  if  another  dam  were 
erected  on  a  similar  fall  one  mile  below  on  said  river,  with  gates 
as  before  described,  so  as  to  drain  the  river  between  the  dams  for 
a  reservoir  to  receive  the  water  received  by  the  mills  on  the  upper 
dam,  so  that  what  accumulated  on  the  flood  would  run  out  on  the 
ebb  tide,  there  would  be  a  never  failing  supply  of  water.  If  the 
fresh  water  streams  should  fail  at  any  time,  the  flood  gates  could 
be  set  open  and  the  river  above  filled  in  24  hours.  It  has  beea 
estimated  that  the  river  when  full  above  would  last  one  week 
without  the  help  of  any  of  the  streams.  The  river  above  could  be 
filled  while  the  mills  are  shut  down  on  the  Sabbath.  The  Meadow 
dam  is  now  the  head  of  navigation  on  ihe  river;  vessels  drawing 
12  feet  of  water  can  come  up  to  the  dam. 

Bkownpield — Oxford  Countt. 

From  Selectmen's  Reiutna, 
Ten  Powers. 

First,  "Tyler's  Mill,''  in  the  village  onShepard's  river.  Can 
grind  15  bushels  of  grain  daily,  and  for  four  months  of  the  year 
saws  2,000  feet  of  boards,  and  cards  into  "  rolls "  aboat  7,000 
pounds  of  wool. 

Second,  the  "  Tannery  Mill,"  46  rods  below.  Three  tons  of 
leather  per  week. 

Third,  "Thorn  &  Seavey  Mills,"  half  a  mile  fi-om  No.  1,  on 
same  stream,  8,000  shingles  per  day  for  six  months,  3,000  feet 
boards  daily  for  four  months,  and  60  bushels  grain  ground  daily 
through  the  year. 
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Fourth,  at  otitlet  of  Ten-Mile  pond,  100,000  boards  and  staves 
yearly,  valaable  power,  only  partially  improved. 

Fifth,  "Marston  Mills,''  on  the  Little  Saco  river;  same  amount 
of  business  as  No.  4,  though  a  much  smaller  power. 

Sixth,  "Linscott's  Mill,"  on  south  branch  of  Shepard's  river; 
does  about  the  same  as  No.  4.  i;! 

Seventh,  "  Gram  &  Whitney  Mill,"  on  Shepard's  river;  grinds 
2,000  bushels,  saws  200,000  shingles.  \ 

Eighth,  "Hurd  k  Blake's  Mill,"  on  south  branch  Shepard's 
river;  not  employed,  formerly  sawed  50,000  feet  yearly. 

Ninth,  ^'Bradeen's  Mill,"  southeast  branch  Shepard's  river; 
cabinet  and  furniture  manufactory. 

Tenth,  "  Brown's  Mill,"  tub  and  kit  factory. 

The  Ten-Mile  pond  is  one  mile  long  and  half  a  mile  wide ;  the 
storage  can  be  increased  greatly.    Artificial  reservoirs  feasible.  ^1 

Shepard's  river  is  variable,  but  no  damage  need  occur.    The  {] 

powers  can  be  doubled  by  employment  of  the  best  machinery  and 
proper  use  of  the  water.  There  are  no  considerable  falls,  only 
rapids;  the  dams  vary  from  six  to  fifteen  feet.  Rock  granite, 
g'ood  for  rough  work.  Lay  of  the  land  excellent  for  all  purposes. 
Basin  one-eighth  wooded. 

Market,  Portland,  40  miles,  by  road ;  railroad  looked  for. 


Brownville — Piscataquis  Couhty. 

From  Selectmen's  Bekwns. 

Three  Powers, 

First,  at  the  village  on  Pleasant  river.  Head  and  fall  12  feet. 
Saw,  shingle,  clapboard  and  grist  mills.    Work  all  the  year. 

Second,  below,  and  neaor  the  south  line  of  the  town.  Not  im- 
proved. 

Third,  on  Pleasant  river,  about  four  miles  above  the  village. 

The  river  connects  with  a  number  of  large  ponds,  Lower  and 
Upper  £beeme,  Houston,  Furnace,  and  others,  and  its  manu- 
facturing capacity  can  be  very  greatly  increased  and  *at  little 
expense  by  the  use  of  these  for  reservoirs.  "There  is  waAer 
enough  to  carry  a  great  many  wheels." 

The  well-known  slate  quarries  are  about  half  a  mile  distant  from 
the  village,  and  building  stone  of  all  dimensions  can  be  procured 
thereat  in  any  quantity. 

Market,  Bangor. 
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Brunswick — Cumbbbland  County. 
From  Selectmen's  Returns. 

[See  also  **  BranBwiok  flad  Topaham."] 

One>Power. 

"  GatchelPs  Mills/'  a  small  carding  mill. 

Brunswick — Cumberland  County  ;  Topsham — Sagadahoc  CorNTY. 

From  the  Returns  of  the  Selectmen  of  (he  Towns,  from  Col.  Loam- 
mi  Baldwin's  Report  of  Survey,  and  from  various  other  sources. 

[See  alflo  *<  Brantwiok,"  and  "  Topeham."} 

Two  Powers, 

First,  the  "  Pejepscot  Falls,"  on  the  Androscoggin  river,  at  the 
head  of  tide ;  total  height  of  fall  about  41  (40.83)  feet  above  com- 
mon high  tide ;  whole  horizontal  distance,  1,980  feet.  The  fftU  can 
be  increased  to  55  feet  by  raising  the  upper  dam,  and  the  damage 
from  flowage  would  be  comparatively  inconsiderable,  the  land  on 
both  sides  of  the  river  for  eight  miles  to  Little  River  village  being 
mostly  high. 

Formation  of  the  FaMs. — The  natural  falls  consist  of  coarse 
graphic  granite  and  gneiss.  The  rock  upon  the  middle  fall  pro- 
jects above  the  water  at  several  points,  serving  as  natural  abut- 
ments to  the  several  sections  of  the  dam.  Shad  Island,  the  former 
site  of  mills,  divides  the  lower  fall  about  midway.  There  are 
three  pitches.  The  lowest  has  a  vertical  descent  of  about  15.49 
feet,  the  middle  of  14.04,  the  upper  11.30. 

The  view  accompanying  this  statement  is  of  the  middle  pitch 
alone. 

Volume  of  Water. — ^The  amount  of  water  commanded  at  Lewis- 
ton  at  low  run  is  94,000  cubic  feet  per  minute  for  11  hours  a  day. 
The  Little  Androscoggin  is  estimated  on  the  basis  of  returns  from 
Mechanic  falls,  to  yield  at  its  low  stage  the  truly  remarkable 
volume  of  22,000  cubic  feet  per  minute  to  the  Androscoggin,  so  at 
least  for  the  average  per-diem  working  hours.  If  the  estimate  for 
the  powers  on  the  Sabattus  river,  in  the  report  for  Lisbon,  is  to  be 
relied  upon,  that  stream  yields  6,000  to  8,000  cubic  feet  per 
minute  for  the  ordinary  working  hours.  So  that  with  the  addL 
tional  contributions  of  the  Little  river  and  other  smaller  streams, 
the  volume  of  water  available  for  manufacturing  at  Brunswick 
must  be  estimated  at  125,000  cubic  feet  per  minute  for  11  hours  a 
day,  at  extreme  low  summer  run,  in  a  dry  season. 
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Amount  of  power. — The  amoant  of  power  due  to  126,000  cubic 
feet  per  minute  on  41  feet  of  fall  is  in  gross  9,6*76  horse  power,  or 
397,000  spindles.  A  dam  securing  55  feet  head  would  give  a  gross 
power  of  12,980  horse,  or  519,200  spindles. 

The  aboye  estimate  is  based  upon  the  present  volume  of  the 
river,  the  great  lakes  remaining  unimproved  for  summer  storage. 
The  enormous  increase  of  the  power  attainable,  may  be  seen  upon 
reference  to  pages  83-86,  Part  II.  It  will  be  borne  in  mind  that 
the  storage  of  the  lakes  is,  with  a  few  unimportant  exceptions, 
now  used  for  only  log-driving  purposes. 

Lay  of  ike  land, — Unsurpassed  upon  both  sides  of  the  river. 
Ample  accommodations  for  a  great  manufacturing  city,  with  all  of 
the  appurtenant  mills,  workshops,  boarding-houses,  yards  and 
dwellings  are  found  upon  either  bank.  On  the  Brunswick  side, 
below  the  village,  the  ground  lies  in  three  extensive  levels  of 
such  height  and  form  as  to  admit  of  improvement  without  grading. 
A  natural  "run''  leads  from  the  required  site  of  the  upper  dam  to 
these  levels,  and  could  be  converted  into  a  grand  canal  at  very 
small  expense,  it  already  serving  for  a  water  course  for  considera- 
ble part  of  the  distance.  There  would  be  little  or  no  rock  exca- 
vation. 

The  stone  in  the  immediate  vicinity  of  the  falls  is  suitable  for 
foundations,  and  other  coarse  work.  Building  granite  of  excellent 
quality  within  two  miles,  and  excellent  clay  for  bricks  close  at 
hand.     Lime  burned  in  town. 

The  privilege  is  owned  by  about  fifteen  different  proprietors, 
resident  in  the  vicinity. 

Improvements. — Two  dams  constructed  of  wood,  leaky  at  pres- 
ent, as  indeed  they  always  have  been.  The  power  has  been  so 
much  in  surplus  that  the  leakage  has  been  of  no  importance.  The 
tipper  or  third  dam  rotted  down  and  was  carried  away  a  few  years 
ago.  The  machinery  employed  is  by  no  means  of  the  best  con- 
struction for  economizing  power  or  in  other  respects.  This  state- 
ment does  not  apply,  however,  to  the  cotton  mill.  This  is  located 
on  the  middle  dam  on  the  Brunswick  side,  a  natural  site  for  a  mill 
of  50,000  spindles  being  close  by  it  on  the  same  dam,  and  is  the 
property  of  the  Cabot  Manufacturing  Company,  organized  185T, 
capital  $400,000 ;  mill  recently  enlarged,  best  of  machinery  put  in, 
25,000  spindles,  employs  about  500  hands,  manufactures  fine  and 
coarse  sheetings  and  drills.  The  company  own  80  acres  of  land 
on  the  two  sides  of  the  river,  and  75  tenements.    Agent,  Benjamin 

14 
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Greene,  Bninswick.  There  are  also  on  the  Bmnerwick  side  two 
flour  mills  and  two  saw  mills.  Upon  the  Topsham  side  the  Topsham 
Paper  Company  are  just  completing  a  first-class  paper  mill,  of 
brick  with  slated  roof,  232  X  68  feet,  three  stories ;  heated  with 

I  steam,  equipment  for  which  is  already  in ;  $68,000  has  already 

been  spent;  just  getting  into  operation;  estimated  capacity  six 

^  tons  of  paper  per  day.     There  are  also  two  saw  mills,  a  flour  mill, 

and  other  small  machinery. 

The  proportion  of  the  power  now  used  is  insignificant.  Thirty 
saws  formerly  were  run,  now  only  four  single  saws  and  a  gang. 

Second  power,  "  Quaker  Mill  pond,''  on  the  Androscoggin,  three 
miles  above  the  Pejepscot  falls,  will  furnish  power  for  a  number  of 
saws.  It  may  in  time  serve  a  purpose  of  great  importance  as  a 
reservoir  against  the  day  draiWis  at  Brunswick,  caused  by  the  stop- 
page of  the  run  at  Lewiston  by  night  in  the  low-water  season. 

AcceasUnlify/. — Brunswick  and  Topsham  are  connected  by  rail- 
roads with  Portland,  Bath  and  the  interior.  Vessels  of  1,000  tons 
ctm  come  within  five  miles  of  the  falls,  but  from  that  point  would 
be  obliged  to  "lighter  up,''  the  channel  being  obstructed  with 
shifting  sands.  The  river  is  "  frozen  for  four  and  a  half  to  five 
months  yearly."  From  the  falls  to  Casco  bay  is  three  miles,  the 
country  a  dead  level ;  a  railroad  could  be  built  at  small  expense, 
opening  upon  excellent  harborage. 

"Any  parties  who  come  amongst  us  with  a  view  to  the  improve- 
ment of  our  water-power,  will  meet  a  cordial  reception  and  sub- 
stantial cooperation  on  both  sides  of  the  river." 

BucKFiBLD — Oxford  Oountt. 
From  the  SUUemerU  of  Virgil  D.  JParris,  Esq, 

Ten  Powers. 

Pour  on  the  Nerinscot  or  Twenty«iile  river,  at  Buckfield  village. 
Fall  64  feet  in  100  rods.  Three  dams,  on  which  are  "Hariow's 
Flour  Mill,"  75  barrels  capacity  per  day  besides  custom  grinding; 
also  plaster,  carding,  saw,  and  two  shingle  mills,  tannery,  shovel- 
handle  factory,  carriage  factory,  etc.  * 

The  power  is  wastefully  employed ;  the  dams  are  old  and  leaky; 
X  the  machinery  not  economical  of  power. 

The  stream  is  fed  by  Abbot,  Washburn,  Half-Moon,  Shag, 
Pleasant,  Tautrabagus,  North  and  South  ponds.  Three  only  im- 
proved for  reservoirs,  and  they  but  partially.  A  thousand  dollars 
outlay  in  dama  on  the  ponds  would  quadruple  the  power  at  Buck- 
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field  in  a  drouth,  and  make  it  unfailing  and  ample  for  the  demands 
of  a  large  manufacturing  businesB. 

Fifth  and  Sixth,  at  North  Buckfleld,  on  the  same  river,  25  feet 
fall  in  40  rods  horizontal.  On  the  upper,  Col.  W.  Heald,  flomt, 
saw,  and  shingle  mills, powder-keg  machinery,  etc.,  etc.  On  the 
lower,  Messrs.  Keen,  large  carriage  and  sled  factory,  not  yet  in 
full  operation. 

Seventh,  half  a  mile  above,  "  Marble's  Powder  Mill,''  90  tons, 
or  6,000  kegs  powder  per  annum ;  capacity  for  double  the  amount. 

The  above  powers  are  all  within  two  and  a  half  mOes  of  Buck- 
field  depot,  and  have  therefore  facilities  of  access  to  market  for 
products.  They  are  alike-  and  equally  with  the  village  powers 
susceptible  of  Increase  by  the  use  of  the  ponds  above  referred  to. 

Eighth  and  Ninth,  on  the  east  branch  of  Nerinscot  river,  half  a 
mile  from  Buckfield  village,  fed  by  the  outlet  streams  of  Bunga- 
xQiick,  Northeast,  Swan,  Great  and  Little  Labrador  ponds ;  power 
not  heavy,  but  can  be  made  constant  by  the  use  of  the  reservoirs, 
and  indeed  is  already  comparatively  free  from  variation. 

Tenth,  half  a  mile  below  Buckfield  village,  at  the  junction  of 
the  East  and  West  branches  of  the  Twenty-mile  river,  four  feet 
perpendicular  faU,  ledge  bottom  and  banks,  river  not  over  65  feet 
livide,  banks  bold  and  high ;  inexhaustible  quarry  of  the  best  of 
granite  within  150  rods  of^the  site,  with  descending  grade.  No 
better  possible  location  could  be  found  for  a  larg^  factory,  as 
power,  building  material,  accessibility  to  market,  and  unusual 
facilities  for  economical  improvement  are  combined. 

Market,  all  points,  by  rail. 

BucKSPORT — Hancock  County. 

_  _  •  *  _ 

Fnym,  (he  Statement,  and  from  a  Plan  of  the  Water-Power,  Pre- 
sented by  W.  H.  PiUhwry,  Esq,,  at  the  Bequest  and  toWi  the  En- 
dorsement of  (he  Selectmen. 

nrine  Powers. 

X  valuable  stream  of  water  runs  through  the  eastern  part  of 
Bucksport  village  to  tide  water,  (see  plan  accompanying  this 
paper.)  It  is  valuable  because,  first,  of  the  number  of  times  the 
water  can  be  used  over — the  banks  being  high  and  formed  of 
rocks ;  because,  secondly,  of  its  immediate  contiguity  to  naviga- 
ble tide  water;  becaui^,  thirdly,  of  the  supply  of  water;  because, 
fourthly,  of  the  readiness  and  ease  with  which  all  the  requisite 


212  WATHR  POWEB  OV  MAINE.  [Pakt  m. 

building  material  may  be  obtained — the  wood  being  at  hand,  the 

brick  within  a  few  miles,  and  plenty  of  granite  by  water  about 

five  miles  distant,  from  quarries  which  supply  the  material  for 

I  Fort  Knox  and  for  other  goyemment  works  both  in  and  out  of 

^  the  State ;  and  because,  fifthly,  of  the  opportunity  for  building, 

I  especially  on  the  eastern  side  of  the  stream,  from  dam  No.  8  to 

tide  water  in  the  harbor. 
'  First,  No  1  dams  the  pond  making  the  head  water.    The  dam 

may  be  raised  three  feet  with  but  very  little  expense,  and  with 
,  little  damage ;  then  the  head  will  be  ten  feet,  and  the  pond  will 

cover,  at  low  water,  about  150  acres,  and  at  high  water  at  least 
360  acres,  with  a  very  short  dam. 

The  accompanying  plan  will  show  the  number  of  dams  that  may 
be  erected,  with  the  distance  sjid  faU  from  dam  to  dam  and  to  tide 
water.  The  dams,  less  one,  have  all  been  erected,  though  two  are 
now  in  a  state  of  decay  and  have  been  abandoned. 

From  the  plan  referred  to  I  digest  as  follows : 

Second,  280  rods  below  the  first,  and  just  below  Centre  street 
in  the  village,  fall  19  feet. 

Third,  18  rods  below  the  second,  11  feet  fall.  A  small  building 
upon  it,  which  has  been  used^  as  an  edge  tool  factory. 

Fourth,  82  rods  below  the  third,  fall  eight  feet.  Used  for  a 
tannery.  p 

Fifth,  16  and  three-fourths  rods  below,  fall  15  feet.  Dam  in 
contemplation. 

Sixth,  eight  rods  below,  fall  12  feet.    Dam  in  contemplation. 

Seventh,  four  and  one-third  rods  below,  fall  13  feet.  Grrist  mill, 
with  a  16-foot  overshot  whefel. 

Eighth,  eight  rods  below,  eight  feet  fall.  Clothing  mill  and 
carding  machine,  ten-foot  breast  wheel  taking  the  water  on  the  top. 

Ninth,  eight  rods  below,  nine  feet  fall.  A  saw  mill  that  takes 
up  logs  from  tide  water.  From  the  Ninth  to  the  tide,  ten  rods  and 
sixteen  feet  fall. 

With  very  small  expense  the  water  of  another  pond  in  Bucks- 
port  can  be  turned  into  pond  made  by  dam  No.  1,  and  by  danmiing 
the  pond  referred  to  (a  very  short  dam)  this  water  can  be  held  in 
reserve.  This  addition  will  make  the  stream  a  source  of  constant 
and  valuable  manufacturing  power. 
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BuBUNOTON — ^Penobscot  County. 

Selectmen's  Returns, 

In  the  town  of  Burlington  there  is  but  very  little  water-power, 
and  no  mills  of  any  description.  The  Madagascal  lake,  which 
covers  1,000  acres,  has  a  head  of  seven  feet  raised  upon  it  by  a 
dam,  the  storage  being  u^ed  for  log-driving  purposes. 

BuRNHAM — Waldo  County. 
From  Selectmen's  Returns. 

[See  Also  «  BaiDhAm  and  GlintoD  Oore,"  »Im>  «  Bnrnhun  and  Pittafield.''] 

Three  Powers. 

First,  on  the  Twenty-Five-Mile  stream,  one-fourth  of  a  mile  from 
the  Sebasticook  river,  in  the  northwesterly  part  of  the  town.  The 
falls  were  formerly  known  as  the  Ferguson  falls,  (not  to  be  con- 
founded with  the  Ferguson  rips  on  the  Sebasticook  between 
Bumham  and  Clinton  Gore,)  and  have  a  twelve-foot  head  and  fall 
in  ten  rods  at  a  medium  stage  of  water.  Tannery,  grinding  from 
3,000  to  4,000  cords  of  bark,  and  tanning  about  35,000  sides  of 
leather  per  year ;  two  shingle  machines,  sawing  from  400,000  to 
500,000  shingles,  running  from  eight  to  ten  months ;  also  a  saw 
mill,  sawing  from  800,000  to  1,000,000  feet  of  lumber,  running 
from  four  to  six  months. 

The  machinery  is  of  good  construction.  Steams  and  Rose 
wheels.  The  stream  is  fed  by  the  Twenty-Five-Mile  pond,  which 
is  four  by  two  miles  in  extent.  There  are  now  two  feet  head  of 
storage  on  the  pond ;  two  feet  more  might  be  had  by  channeling 
the  outlet,  which  could  be  done  at  small  expense.  No  destruction 
by  freshet.  Total  range  from  low  to  high  water,  twelve  feet.  The 
rock  about  the  falls  is  granite,  suitable  for  building  purposes.  The 
land  very  convenient  for  shops  and  more  mills.  About  half  the 
basin  of  the  stream  covered  with  forest. 

Second,  in  southeasterly  part  of  the  town,  on  Bog  brook,  three 
feet  fall  in  four  rods ;  200,000  to  400,000  feet  of  lumber,  and  from 
200,000  to  300,000  shingles ;  Rose  wheel.  Works  four  months  in 
the  year.  Power  could  be  greatly  improved  by  buying  flowage, 
so  as  to  hold  the  water  in  the  summer. 

Third,  in  the  northerly  part  of  the  town,  on  the  Meadow  brook ; 
three  feet  fall  in  six  rods;  from  400,000  to  600,000  shingles; 
operates  three  to  four  months  in  the  year. 

Market,  all  points,  by  rail. 
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BuRNHAM — Waldo  County;  Cunton  Gore — ^Kennebec  County. 

From  the  Betams  of  CUnUm  Oore, 

[Bm  alio  *<BaniliMn/'  and  "GUnton  Qm.**} 

One  Power. 

The  ''Ferguson  Rips/'  on  Sebasticook  river;  ten  feet  fall  in 
fifteen  rods  distance ;  half  a  mile  from  the  Maine  Central  Railroad, 
one  and  one-half  miles  from  the  village  of  Bumham. 

The  banks  are  favorable  for  the  location  of  mills.  The  bottom 
and  sides  of  the  stream  are  excellent  for  dams. 

For  reservoirs  tributary  to  this  power,  see  Part  II,  pages  95-96. 

No  part  of  this  privilege  is  employed. 

BuRNHAM — Waldo  County  ;  Pittsfield — Somerset  County. 
From  the  Returns  of  Bumham  and-  Pittsfield. 

[See  also  "  Burnliam/'  and  "  Pittsfield."] 

Two  Powers. 

First  "  Eel  Weir  Rips,"  on  the  Sebasticook  river ;  fall  eight  feet 
in  eighty  rods ;  unimproved. 

Second,  ''Thirty  Mile  Rips,"  on  the  same  river;  fall  35  feet  in 
480  rods.  This  is  a  most  valuable  power.  The  banks  are  in  all 
respects  favorable  for  the  location  of  manufacturing  establish- 
ments ;  the  bottom  and  sides  of  the  river  will  admit  of  the  building 
of  dams  first-class  in  all  particulars  at  small  expense.  No  part  of 
it  is  improved. 

For  reservoirs,  see  last  table,  page  95,  Part  II. 

Market,  all  points,  by  rail. 

Buxton — York  County. 

Statement  of  the  Selectmen,   based  upon   the    Survey    of  Daniel 

Dennett,  Esq. 

[See  also  **  Bazton  and  DaTton,**  <*  Buxton  and  HoHis,"  also  "Buzton,  Hollia  and 

Standish."] 

Pour  Powers. 

Two  on  the  outlet  of  Bonny  Eagle  pond.  Volume  of  water  at 
ordinary  low  stage,  nearly  two  square  feet.  The  quantity  for  use 
might  be  considerably  increased  by  a  dam  three  or  four  feet  in 
height  at  the  outlet  of  the  pond,  which  could  be  constructed  at 
inconsiderable  cost,  and  with  little  or  no  expense  for  additional 
flowage.     The  pond  contains  about  one  hundred  and  ninety  acres. 

First,  "Bog  Mills,"  about  half  a  mile  from  the  pond.  Fall 
about  15  feet  in  six  rods.     At  the  head  a  dam  of  stone  about  11 
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feet  high.  Grist,  fihingle,  lath,  and  heading  mille.  Situated  one 
mile  from  West  Buxton  village  and  Bonny  Eagle  village. 

Second,  half  a  mile  below.  Fall  16  feet  in  three  rods.  Formerly 
occupied  for  a  chair  and  furniture  factory,  now  nnoccapied. 
Situated  on  the  road  about  half  a  mUe  below  Bonny  Eagle  village 
and  one  mile  above  West  Buxton  village. 

Small  powers  on  Little  river,  as  follows : 

Third,  near  Buxton  Centre,  "  Leavitt's  Mills,"  grist,  stave  and 
shingle.  Stone  dam  10  feet  high ;  head  and  fall  11  feet.  Water- 
wheel,  Howd  patent.  At  lowest  run  not  sufficient  power  to  operate. 

Fourth,  about  60  rods  below,  "  Ward's  Carriage  Shop ;''  fall  14 
feet.  "  Tuttle  centre  vent  wheel."  Not  sufficient  water  to  carry 
the  machinery  at  lowest  water. 


Buxton  and  Dayton — ^York  County. 

f^rom  the  Joint  Statement  of  the  Selectmen  of  Buxton  and  ffoUis, 
based  upon  the  Survey  of  Daniel  Dennett,  Esq. 

[See  also  *'  Buxton,''  and  *<  Dayton.''] 

Two  Powers. 

First  "Union  Falls,"  on  Saco  river,  12  mUes,  following  the 
course  of  the  river,  and  eight  miles  by  the  most  direct  road,  above 
Saco  &HB,  in  Saco.  A  good  stone  dam  here  was  built  by  the  Saoo 
Water-Power  Company  in  1856,  with  15  feet  fall  in  low  water. 
A  good  bridge  200  feet  beloW  the  dam.  This  power  is  entirely 
unoccupied,  with  the  exception  of  a  small  grist  and  shingle  mill. 

If  the  volume  of  water  at  this  point  in  a  severe  drouth,  be 
asBumed  to  be  1,500  cubic  feet  per  minute  less  than  at  Saco,  or 
16,500  cubic  feet  per  minute,  the  gross  power  of  the  fall  is  466 
horse-powers  for  24  hours,  or  over  1,000  horse-powers  for  11  hours 
a  day,  or  over  40,000  spindles. 

Oranite,  in  convenient  localities  for  use,  abounds  within  a  mile 
or  two  of  the  falls. 

On  the  west  side  there  is  below  the  dam  an  intervale  of  sixty 
acres,  convenient  for  building  mills ;  the  back  lands  are  high,  of 
^anite  soil,  and  are  productive.  On  the  east  side  the  soil  is  more 
clayey,  but  not  less  productive  than  that  on  the  west.  Abundance 
of  good  clay  for  bricks  in  the  immediate  vicinity. 

The  land  in  the  vicinity  is  to  a  great  extent  under  cultivation, 
though  there  is  an  abundance  of  wood,  and  of  pine  and  oak  timber. 
There  are  also  in  the  neighborhood  large  peat  beds  of  good  quality* 
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This  power  is  now  held  by  the  Biddeford  and  Saco  Water-Power 
Company. 

Second,  ''  Union  Bapids/'  extending  half  a  mile  below  Union 
falls,  the  descent  in  that  distance  being  eight  or  nine  feet.  Power 
in  proportion  as  above. 

The  capacity  of  these  powers  can  be  immensely  increased  by  the 
use  of  reservoirs  on  the  river.     See  page  1*1,  Part  II. 

Buxton  antd  Hollis — York  CotrNTY. 

Joint  Statement  of  the  Boards  of  Selectmen,  Based  upon  the  Survey 

of  Daniel  Dennett,  Esq. 

[See  also  "Bazton,"  and  *<HoUi8."] 

Three  Powers. 

"  Salmon  Falls,"  on  Saco  river.  The  head  of  these  falls  is  two 
miles,  by  the  course  of  the  river,  above  Union  falls.  A  log  dam 
has  been  erected  here  about  20  feet  high.  From  this  dam  the 
water  dashes  through  a  narrow  rock-bound  channel  for  a  distance 
of  something  above  200  rods  to  the  foot  of  the  falls.  The  whole 
fall  is  62  feet. 

If  the  extreme  low-run  volume  of  water  at  this  point  be  assumed 
to  be  2,000  cubic  feet  per  minute  less  than  at  Saco  for  the  24 
hours,  the  gross  power  of  the  fall,  day  and  night,  is  1,860  horse- 
power, 74,400  spindles;  or  4,050  horse-power  for  11  hours  a  day, 
162,000  spindles. 

The  east  bank  is  high  and  precipitous,  except  near  the  dam, 
where  is  a  favorable  mill  site  which  is  now  partially  occupied  by 
saw  mills,  containing  in  all  four  saws,  capable  of  cutting  4,000,000 
feet  of  lumber  per  annum.  On  the  west  side  of  the  river  in  Hollis, 
the  bank  of  primitive  rock  is  not  so  high  or  precipitous,  and  has 
convenient  sites  for  mills  and  manufactories,  now  only  occupied 
for  a  grist  mill  and  one  shingle  and  heading  machine.  At  the  foot 
of  the  falls,  both  in  Buxton  and  Pollis,  are  good  sites  for  mills, 
and  in  the  immediate  vicinity  an  abundance  of  good  clay  for 
bricks.  About  two  miles  west  of  these  falls  there  is  a  large  sup- 
ply of  granite,  easily  accessible,  suitable  for  building  purposes. 
Salmon  Falls  village,  situated  at  the  head  of  these  falls,  is  upon  a 
direct  road  from  Alfred  to  Portland.  The  surrounding  country 
furnishes  a  large  supply  of  agricultural  productions.  The  soil, 
like  other  localities  by  the  river  in  these  towns,  is  i^f  various 
qualities,  principally,  however,  a  clay  or  sand  loam,  and  quite 
productive.    The  head  of  these  falls  is  situated  fifteen  miles,  road 
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distance,  from  PortlaQd,  and  nine  miles  from  Saco  and  Biddeford. 
The  Portland  and  Rochester  Bailroad  passes  within  one  and  one- 
fourth  miles.  Power  is  owned  by  the  Biddeford  and  Saco  Water- 
Power  Company. 

Second,  "  Bar  Mills  Falls/'  situated  at  the  village  of  Bar  MUls, 
420  rods,  by  the  river,  above  Salmon  falls.  The  fall  here  is  18 
feet  in  a  running  distance  of  60  rods. 

The  total  power  of  the  fall  in  a  drouth,  with  water  as  above,  is 
540  horse-power,  gross,  or  1,1T8  horse-power,  gross,  for  11  hours 
a  day;  or  47,120  spindles. 

The  banks  are  low  on  either  side,  furnishing  excellent  sites  for 
the  erection  of  manufactories  and  mills.  There  is  an  old  wooden 
dam  at  the  head  of  the  falls,  which  allows  a  great  waste  of  water, 
while  the  power  now  available  is  only  partially  used.  There  are 
here  11  saws,  capable  of  sawing  at  least  11,000,000  feet  of  lum- 
ber. In  connection  with  the  saw  mills,  there  are  several  heading 
machines,  and  machines  for  manufacturing  sugar-box  shocks.  In 
addition  to  the  foregoing  there  are  a  grist  mill  and  plaster  mill. 
The  water-wheels  are  the  spiral  vent,  excepting  four  of  the  old 
style  under-shot  wheel.  A  county  road  crosses  the  river  here 
over  a  bridge  250  feet  long,  and  the  Portland  and  Rochester  Rail^ 
road  crosses  the  river  near  the  falls.  Good  granite  quarries  are 
open  within  two  miles  of  these  falls,  with  an  abundant  supply. 
The  falls  are  15  miles  from  Portland,  and  10  from  Saco. 

Third  "  Moderation  Falls,"  at  West  Buxton  village,  five  miles 
by  the  course  of  the  river  above  Bar  Mills  falls.  Fall  14  feet  in  36 
rods  running  distance. 

If  the  lowest  volume  of  water  at  this  point  be  assumed  to  be 
2,300  cubic  feet  less  per  minute  for  the  24  hours  than  at  Saco,  the 
constant  gross  power  at  minimum  run  is  about  420  horse-power, 
or  16,800  spindles.  This  is  but  a  small  part  of  the  power  that  can 
be  realized  upon  use  of  the  reservoirs  above  for  storage.  See 
page  77,  Part  II.  The  storage  is  equally  available  upon  the  other 
powers. 

At  the  head  is  an  old  log  dam,  through  which  at  lowest  water 
more  than  one-half  of  the  water  of  the  river  escapes.  The  river 
here  has  a  rock  bed,  and  the  banks  on  either  side  furnish  excellent 
sites  for  building  mills  for  a  considerable  distance  below  the  falls, 
to  which  the  water  might  be  carried  with  slight  expense  and  labor, 
by  means  of  canals,  penstocks,  or  flumes.  Within  two  miles  are 
now  two  brick-yards,  where  a  large  number  of  bricks  of  superior 
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quality  are  annually  manu&ctured.  Good  granite  for  bnilding 
purposes  may  be  obtained  on  the  banks  of  the  river  about  one 
mile  above.  The  soil  in  the  immediate  vicinity  of  the  falls  is  a 
clay  loam,  while  further  from  the  river  a  sandy  loam  prevails. 
The  out-cropping  rocks  on  the  west  or  Hollis  side  of  the  river  are 
granite ;  on  the  east  or  Buxton  side  the  rocks  are  chiefly  mica 
schist.  No  granite  except  detached  rocks  or  boulders.  Wood 
and  timber  are  abundant  for  fire  and  for  building  purposes. 

This  power  is  now  partly  improved  by  two  woollen  manufac- 
tories ;  two  double  saw  mills,  containing  three  single  saws  and 
one  gang,  capable  together  of  sawing  annually  11,000,000  feet 
of  lumber.  There  are  besides,  four  machines  for  manufacturing 
sugar-box  shooks,  two  shingle  mills,  several  heading  machines, 
one  grist  mill  and  one  plaster  mill.  Water-wheels,  spiral  vent 
and  turbine.  A  county  road  here  crosses  the  river  over  a  good 
bridge  240  .feet  in  length. 

The  market  of  this  place,  as  well  as  the  principal  market  of 
those  doing  business  at  either  of  the  falls  in  these  towns,  is  Port- 
land,  and  is  reached  by  way  of  the  Portland  &  Rochester  Railroad. 

These  falls  are  situated  18  miles  from  Portland,  14  miles  from 
Saco,  and  five  miles  from  the  nearest  station  on  the  Portland  Sl 
Rochester  Railroad. 

Buxton  and  Hollis — York  County  ;  Standish — Cumberland  Cocnty. 

Statements  of  the  Boards  of  Selectmen,  based  for  Buxton  and  Hollis 

upon  the  Survey  of  Daniel  Dennett,  Esq, 

[See  Alao  '<  Buxton,"  «  HoUib/'  and' "  Standiah."] 

One  Power. 

"Bonny  Eagle  Falls,"  in  Hollis  on  the  west  and  Standish  and 
Buxton  on  the  east  side,  situated  at  Bonny  Eagle  village,  one  and 
one-fourth  miles  by  the  river  above  "  Moderation  Falls."  Their 
total  height  is  forty-eight  and  one-half  feet.  That  descent  is 
attained  within  a  running  distance  of  160  rods.  Twenty-five  feet 
of  fall  are  obtained  in  60  rods.  The  water  of  the  river  divides  at 
the  head  of  the  falls  and  runs  in  two  channels  to  the  foot  of  the 
falls,  forming  an  island  containing  about  60  acres.  By  the  main 
or  western  channel,  the  water  descends  through  a  narrow  passage 
bounded  by  rocks,  in  a  succession  of  falls  and  rapids,  while  by  the 
other  or  eastern  channel,  the  descent,  though  rapid,  is  continuous. 
The  banks  of  the  western  channel,  though  not  rising  to  a  great 
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height,  are  precipitous  through  a  part  of  the  distance,  though  fur- 
nishing  in  some  places  eligible  sites  for  mills  and  reservoirs.  The 
bed  of  the  eastern  channel  or  "  New  River/'  so  called,  is  of  rock, 
^with  low  banks,  sufficiently  high  however  to  serve  as  a  protection 
from  freshets.  The  banks  and  the  lands  extending  back  from  them, 
furnish  excellent  sites  for  building  mills,  and  seem  to  be  especially 
fitted  for  the  easy  and  cheap  construction  of  aqueducts  and  reser- 
voirs, particularly  upon  the  island  above  named. 

At  the  head  of  the  main  channel  the  power  is  partially  improved. 
On  the  Standish  side  there  is  one  double  saw  mill,  containing  two 
single  saws,  with  other  machines  sufficient  to  manufacture  into 
headings  and  sugar-box  shocks  the  boards  sawed  at  the  mills. 
This  machinery  is  capable  of  manufacturing  2,000,000  of  lumber 
annually.  On  the  Hollis  side  of  the  falls  are  two  saw  mills,  owned 
by  Messrs.  Ab\jah  Usher  and  M.  M.  Game,  with  other  machinery 
capable  of  manufacturing  into  headings  and  box  shocks  2,000,000 
feet  of  lumber.  Standish  report  says,  "Three  million  feet  of 
lumber  manufactured  annually."  Total  range  of  water  from 
lowest  to  highest  on  the  dam,  six  feet. 

If  the  volume  of  water  at  this  point,  in  extreme  summer  drouth, 
be  assumed  to  be  2,500  cubic  feet  per  minute  less  than  at  Saco,  or 
16,600  cubic  feet  per  minute  for  the  24  hours,  the  gross  power  of 
the  fall  is  1,504  horse-power,  60,160  spindles;  or  3,263  horse- 
power, 130,520  spindles,  for  11  hours  a  day.  See  page  TT,  Part 
II,  for  a  list  of  the  reservoirs  that  may  be  improved  for  the  fiirther 
development  of  this  power. 

The  out-cropping  rocks  at  the  falls  and  in  their  neighborhood, 
are  chiefly  granite  of  good  quality  for  building  purposes,  and  easily 
accessible.  The  soil  in  the  vicinity  is  of  various  qualities  and  gen- 
erally of  good  quality  for  agricultural  purposes.  Wood  and  timber 
are  abundant.  There  is  also  good  clay  for  bricks  in  the  vicinity, 
and  a  brick-yard  now  being  worked  within  a  half  mile  of  the  falls. 

Bonny  Eagle  village,  at  the  head  of  the  falls,  is  upon  the  county 
road  which  formerly  was  the  great  thoroughfare  from  Dover,  N.  H., 
and  Alfred,  Me.,  to  Augusta  and  the  east.  Bonny  Eagle  is  dis- 
tant from  Portland  18  miles ;  from  Saco  by  road  16  miles ;  from 
the  nearest  station  on  the  Portland  &  Rochester  Railroad,  six 
miles. 
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Byron — Oxford  CouNrr. 

From  a  Statement,  and  Plan  of  the  Streams,  furnished  by  Stephen 

Taylor,  Esq, 

Twelve  Powers,  and  More. 

It  is  hardly  practicable  to  enumerate  all  the  powers  in  this  town 
as  Swift  river,  the  most  important  stream,  is  so  steep  in  its  de- 
scent, that  a  mill  could  be  run  upon  every  ten  rods  of  its  length 
in  this  town.     The  twelve  enumerated  are  the  most  important. 

First  and  Second,  on  Mill  brook,  formerly  grist  and  saw  mills, 
now  out  of  use ;  quite  a  large  pond  can  beTiad  at  No.  1 .  At  No.  2 
10  feet  fall,  rocky  bottom,  and  four  square  feet  of  water  at  average 
run,  and  one  and  one-half  to  two  square  feet  at  low-water. 

Third,  on  Mott  branch,  saw  mill,  more  machinery  going  in. 

Fourth,  on  Swift  river  below  the  west  branch ;  cuts  out  over 
3,000  clapboards  in  24  hours  at  a  good  pitch  of  water ;  about  four 
square  feet  water  at  low  run,  and  at  high  water,  the  river  fiill, 
which  is  from  40  to  60  feet  wide. 

Fifth,  on  the  same,  a  saw  mill  forty  years  ago ;  not  now  used. 

Sixth,  below,  one-third  of  a  mile  above  the  bridge,  formerly  a 
saw  and  grist  miU  ;  now  unimproved. 

Seventh,  a  few  rods  below,  grist  and  saw  mill  in  construction. 
Eiver  is  about  60  or  75  feet  wide,  ledgy  bottom,  with  a  natural 
canal  on  the  left  bank ;  12  to  14  feet  fall ;  about  six  square  feet 
water  at  low  run. 

Eighth,  below,  at  the  bridge,  natural  ledge  fall  10  to  14  feet 
high ;  a  deep  cut  in  the  ledge  just  below  the  fall,  with  a  bridge 
resting  upon  it  at  either  end,  perhaps  100  feet  from  the  water. 

Tenth,  below,  saw  mill  30  or  40  years  ago.     Not  now  used. 

Eleventh,  below,  a  very  good  power,  ledge  on  one  side,  rocky 
bottom. 

Twelfth,  on  East  branch,  a  good  power,  ledge  falls,  a  dam  would 
give  10  or  12  feet  head;  about  two  and  a  half  feet  water  at  low 
pitch. 

0  Township — Aroostook  County. 

Statement  of  H,   0.  Eussey,  Esq.,  of  Monticello. 

There  are  water  powers  in  this  township  on  the  Meduxnakeag 
river.    Enormous  amounts  of  lumber  close  about  them. 
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C  Township — Oxford  County. 
One  Power. 

A  dam  on  the  outlet  of  Richardson  lake  gives  a  head  of  12  feet 
over  the  entire  sarface  of  about  20  square  miles.  Storage  now 
used  for  only  log-driving  purposes.  Lake  fed  by  85  or  more  square 
miles  of  lakes  above,  which  are  dammed. 


Calais — Washington  County. 

From  the  Statement  of  J^evi  L.  Lowell,  and  WiUiam  JET.  Boardman, 
Esqs, ;  and  of  G.  F.  Todd,  Esq.,  of  MilUoum, 

£ight  Powers. 

First,  the  "  Salt  Water  Falls,"  on  the  St.  Croix  river  just  above 
the  bridge ;  fall  ten  feet ;  the  power  is  now  used  to  propel  only  a 
grist  mill ;  formerly  a  saw  mill  was  situated  on  the  dam,  but  this 
is  discontinued,  owing  to  the  rise  of  tide  which  suspends  opera- 
tions about  half  the  time. 

Second,  about  a  half  mile  above,  the  "  Union  Falls ;"  seldom 
obliged  to  stop  on  account  of  rise  of  tide.  At  this  point  a  dam 
extends  across  the  river,  on  which  dam  are  situated  improvements 
as  follows : 

EngUsh  side. 

Five  gangs;  five  lath  ma- 
chines. 

Will  cut  twelve  million  feet  of 
long  lumber  and  twelve  million 
laths. 


American  side. 
Two  gangs ;  one  shingle  ma^ 
chine ;  two  lath  machines. 

Will  out  five  million  long  lum- 
ber ;  five  million  laths ;  five  hun- 
dred thousand  shingles. 
Third,  "  Salmon  Falls,"  about  one  mile  ftirther  up,  on  which  are 
improvements  as  follows : 

Very  fine  power  unimproved.       A  machine  shop  and  grist  mill. 

Fourth,  "Lower  Dam  at  Milltown,"  one-fourth  mile  above  Sal- 
mon falls,  with  improvements  as  follows : 


Three  gangs ;  two  single  saws, 
three  lath  machines,  one  sash 
and  blind  factory,  one  shingle 
machine,  a  planing  machine,  one 
saw  factory,  two  axe  factories, 
two  grist  mills. 

Will  cut  eight  million  long 
lumber,  two  million  laths,  and 
manufacture  600  dozen  axes. 


Two  gangs ;  one  single  saw. 
Will  cut  six  million  feet  lum- 
ber and  six  million  laths. 
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Fifth,  "  Upper  Dam  at  Milltown/'  forty  rode  above  Lower  dam, 
with  improvements  as  follows : 


Six  gangs ;  six  lath  machines. 

Will  cut  fifteen  million  long 

lumber  and  fiftieen  million  laths. 


Three  gangs,  three  single  saws, 
three  lath  machines,  two  shingle 
machines,  one  planing  factory, 
one  grist  mill. 

Will  cut  nine  million  long  lum- 
ber, nine  million  laths,  one  million 
five  hundred  thousand  shingles. 

Aggregate  annual  production,  about  ,100,000,000  of  lumber 
sawed,  and  70,000  bushels  of  grain  ground.  The  power  is  ample 
to  double  or  treble  the  amount.  Not  more  than  half  of  the  power 
is  improved,  if  so  much.  Yalue  of  annual  products  about  $2,000,- 
000.  The  saw  mills  operate  from  April  1st  to  November  25th, 
they  however  do  partial  work  for  a  larger  proportion  of  the  year. 
The  grist  mills  operate  all  the  year.  Yarious  forms  of  wheels 
used ;  centre  vent  reputed  the  best.  Machinery  in  general  excel- 
lent. The  power  is  owned  chiefly  by  manufacturers  of  lumber 
resident  in  the  vicinity. 

The  great  lakes  at  the  source  of  the  river  on  both  its  branches 
can  be  flowed  to  almost  any  extent,  securing  an  indefinite  in- 
crease of  power.  Artificial  reservoirs  also  are  peculiarly  feasible, 
there  being  a  large  amount  of  low  land  upon  the  river  susceptible 
of  ready  conversion  into  storage  basins  at  moderate  expense.  The 
delivery  of  water  can  be  made  practically  constant.  For  table  of 
reservoirs,  with  the  storage  thereon,  see  page  119^  Part  II.  The 
storage  is  now  used  for  driving  lumber.  A  storage  of  only  four 
feet  upon  100  square  miles  of  lakes  connected  witii  this  river, 
would  yield  for  10  hours  a  day,  312  days  per  year,  on  the  Calais 
fails  alone,  72  feet,  a  gross  power  of  over  8,000  horse,  or  320,000 
spindles. 

Freshets  can  be  controlled  readily,  the  low  banks  further  up  the 
stream  overflowing  aft^r  a  certain  rise  is  attained,  and  reUevbg 
the  pressure.  No  logs  have  ever  been  lost  on  the  St.  Croix.  The 
extreme  total  range  from  lowest  to  highest  water  is  about  nine 
feet. 

Underlying  and  surrounding  rock,  granite  and  slate,  adapted  to 
building  uses.  The  lay  of  the  land  upon  the  privileges  is  mo8t 
excellent  for  the  accommodations  of  mills  aiad  workshops,  the  nat- 
ural surface  being  about  on  a  level  with  the  highest  run  of  water 
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in  freshets.  Probably 'five-sizths  of  the  basin  of  the  stream  is 
foreslrcoTered,  much  of  it  being  timber  land. 

Inadequately  as  the  power  has  been  improTed,  it  has  been  suffi- 
cient to  draw  about  it  and  settle  a  population  of  20,000  souls 
within  a  radius  of  five  miles. 

Being  situated  at  the  head  of  tide  upon  navigable  waters,  mar- 
kets are  at  all  points  accessible  by  sea  where  lumber  is  wanted ; 
in  particular  the  ports  of  the  United  States,  the  West  Indies  and 
Europe.  Becords  from  1831  to  1867  in  possession  of  L.  L.  Lowell, 
Esq.,  show  that  the  river  closes  with  ice  on  the  averan^  the  25th 
of  December,  and  opens  the  20th  of  March. 

Sixth,  on  Beaver  lake  stream.  No  specifications.  The  lake 
covers  about  a  square  mile  according  to  the  State  map. 

Seventh  and  Eighth,  on  Magurrewock  stream,  the  outlet  of  the 
Mag^rrewock  lakes.  No  details.  The  lakes  cover  an  aggregate 
of  three  or  four  square  miles  according  to  the  State  map. 

CaMBBIDOB — SOKBRSBT   CoUNTT. 

From  Seledmen's  Beiums, 
Several  Powers. 

First,  at  the  village,  on  Ferguson  stream,  which  rises  in  large 
bogs;  head  and  fall  thirteen  feet;  saw  and  flour  mill;  former 
operates  about  half  of  the  time,  the  latter  all  the  year. 

Other  small  powers  not  occupied. 

Caicdbn — Knox  County. 

Fnmi  ihe  8Memei/d  of  T.  R.  SimonUm,  Ssq.,  and  from  a  Flan  (fthe 

Waier-Fotoer,  both  based  upon  a  Survey  by  Nathaniel  Crocker,  Esq, 
Twenty-One  Powers. 

The  most  important  are  on  the  Megunticook  stream,  which  flows 
from  Canaan  or  Megunticook  pond  into  Penobscot  bay.  The 
length  of  the  stream,  following  its  course,  is  about  three  miles 
and  a  half;  but  the  distance  on  a  straight  line  from  the  pond  to 
tide  waters  at  Camden  harbor  is  about  two  and  one-half  miles. 
By  means  of  the  dams  at  the  source  of  the  stream  a  full  and  abun- 
dant supply  of  water  is  reserved  for  the  dry  months  of  summer. 

The  number  of  falls  available  for  manufacturing  purposes  on  the 
stream  is  14,  and  the  amount  of  head  of  all  the  falls  is  about  150 
feet. 

First,  three  rods  from  tide  waters  at  Camden  village  is  located 
the  large  anchor  factory  owned  and  operated  by  H.  E.  &  W.  O. 
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AldeD.  Nine  feet  head  at  high  tide  and  15  feet  at  low  tide.  Two 
buildings,  50  by  90  feet,  and  35  by  60  feet.  Wheel,  Reynolds' 
turbine.  Three  thousand  pounds  of  anchors  per  day,  or  350  tons 
per  year,  can  be  made  by  the  machinery  now  used. 

Second,  six  rods  from  tide  waters,  grist  mill,  Messrs.  Carleton 
and  others.  Twelve  feet  head  and  50  horse-power.  Twenty 
thousand  bushels  ground  per  annum. 

Third,  41  rods  from  tide  waters,  Moody's  cracker  bakery ;  four 
feet  head,  $12,000  annual  manufacture.  Kneading,  etc.,  done  by 
water-power.  The  surplus  water  is  conducted  by  a  flume  to  the 
carriage  factory  of  William  J.  Parrar,  and  there  used  in  driving 
machinery  for  sawing  and  turning  materials  employed  in  repairing 
and  manufacturing  carriages. 

Fourth,  59  rods  from  tide  waters,  "  Bryant's  Marble  Works ;" 
four  feet  head.  Nearly  all  the  gravestones  sold  in  Belfast,  Gam- 
den  and  Rockland,  are  polished  at  this  establishment.  Shafting 
is  connecting  with  an  adjoining  building,  where  the  manufacture 
of  Collins'  glass  cylinder  pumps  is  carried  on. 

Fifth,  66  rods  from  tide  waters  is  the  large  factory  for  manufac- 
ture of  felting  used  in  the  manufacture  of  paper,  carried  on  by 
Johnson,  Fuller  &  Company,  being  the  only  establishment  of  the 
kind  in  the  United  States.  Factory  building  40  by  100  feet,  has 
two  stories  and  two  basements ;  operatives  employed,  35 ;  sales, 
$60,000 ;  head,  13  feet  and  55  horse-power ;  two  sets  of  machinery 
with  800  spindles ;  Reynolds'  turbine.  The  surplus  water  is  con- 
ducted by  a  canal  to  the  tannery  some  40  rods  below,  owned  and 
carried  on  by  Thomdike  &  Scott.  This  power  has  eight  feet  head. 
Three  large  buildings ;  34  tan  vats.     Sales  yearly,  $25,000. 

Sixth,  86  rods  from  tide  waters,  "Alden's  Oakum  Factory." 
Eight  feet  head  and  34  horse-power.  Reynolds'  turbine.  Two 
large  buildings.     Sales  $25,000  per  year.     A  carding  machine. 

Seventh,  98  rods  from  tide  waters,  "  Knowlton  &  Co.'s  Machine 
Shop ;"  12  feet  head  and  50  horse-power  in  drouth.  Reynolds' 
turbine.  Five  buildings  averaging  40  by  60  feet.  Manufactures 
are  ships'  iron  pumps,  capstans,  steering  wheels  with  iron  rime 
and  locust  spokes,  force  pumps,  windlass  purchases,  geared  and 
gipsy  winches,  composition  work,  iron  spikes,  galvanized  spikes, 
vessels'  blocks ;  also  Reynolds'  turbine  water  wheels  with  gear- 
ing, shaftings,  iron  pullies,  &c.  One  of  these  power  capstans,  the 
vessel  pumps  and  a  windlass  purchase,  were  invented  by  David 
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Knowlton,  one  of  the  finn.     Sales,  $75,000  to  $100,000  per  year. 
Operatives,  35  to  45. 

Eighth,  289 rods  from  tide  waters,  "Hemingway  Palls,"  head 
abont  10  feet.  Have  never  been  used,  but  are  available  for  manu- 
facturing purposes. 

Ninth,  340  rods  from  tide  waters  is  "  Gould's  Plug  and  Wedge 
Factory,"  head  IS  feet.  Two  buildings,  25  by  30  feet,  and  31 
by  50.     Sales,  $5,000  per  year. 

Tenth  and  Eleventh,  at  the  distance  of  412  and  432  rods  from 
tide  waters,  occupied  by  D.  H.  Bisbee  A  Co.,  in  the  manufacture 
of  powder.  Two  dams,  head  20  feet ;  at  the  lower  dam  eight,  at 
the  upper  dam  12  feet.  The  buildings,  eleven  in  number,  one 
story,  vary  in  size  from  28  by  38  to  12  by  12.  Powder  manufac- 
tured yearly,  8,000  kegs,  $30,000  to  $40,000. 

Twelfth,  544  rods  from  tide  waters  are  the  falls  on  the  Conant 
farm,  having  a  head  of  10  feet.     Unoccupied. 

Thirteenth,  f  9T  rods  from  tide  waters,  with  11  feet  head,  also 
unoccupied. 

Fourteenth  and  Fifteenth,  at  the  source  of  the  stream,  1,107 
rods  from  tide  waters,  the  "  Molineaux  Mills."  Two  privileges 
as  now  oecupied,  one  for  a  grist  and  one  for  a  saw  mill.  Head  of 
12  feet.  Should  a  dam  be  built,  say  12  rods  below  these  priv- 
ileges, and  they  united,  a  head  of  water  could  be  obtained  of  20 
feet  or  86  horse-power.  This  privilege  would  be  an  excellent  one 
for  a  paper  factoiy^  the  water  being  pure  and  well  adapted  for  the 
Doanu^fccture  of  a  superior  quality  of  paper.  A  number  of  enter- 
prising gentlemen  have  been  talking  of  building  such  a  factory 
for  a  year  or  two  paet. 

In  addition  to  the  water-powers  on  the  Megunticook  stream* 
already  named,  there  are  others  of  minor  importance  in  different 
parts  of  the  town,  which  have  been  or  are  now  occupied  for  vari- 
ous branches  of  manufacture. 

Sixteenth,  on  Spring  brook  stream,  two  and  a  half  miles  from 
Camden  village,  on  the  road  to  Belfast ;  head  50  feet,  available 
during  a  part  of  the  year.  Formerly  a  stave  and  shingle  mill. 
Now  unoccupied. 

Seventeenth,  on  the  brook  running  from  Harrington's  meadow 
into  Canaan  pond ;  head  16  feet.  Operates  a  stave  and  shingle 
mill  during  the  M\  and  spring  months. 

Eighteenth,  on  Groose  river  stream,  which  runs  from  Hosmer's 
pond  to  Rockport  village ;  power  available  during  a  large  part  of 

16 


226  WATER  POWER  OF  MAINE.  [Past  m. 

the  year.    Formerly  a  grist,  saw,  and  two  stave  and  shingle  mills. 
Now  in  operation  a  stave  and  shingle  mill. 

On  the  outlet  of  Oyster  river  pond,  several  powers  available  in 
wet  seasons  during  all  the  year,  and  in  dry  seasons  during  the 
largest  part  of  the  year. 

Nineteenth,  near  Oyster  river  pond,  nine  feet  head;  used  eight 
or  nine  months  of  the  year  for  a  stave  and  shingle  mill. 

Twentieth,  a  little  over  a  mile  below,  twenty-three  feet  head, 
available  during  most  of  the  year,  some  yearsL  all  the  year ;  stave, 
shingle  and  grist  machinery.  Three-fourths  of  a  mile  below,  saw 
mill  and  grist  mill ;  head  ten  feet.     Operates  nearly  all  the  year. 

Twenty-First,  at  Rockville  village,  formerly  a  tannery,  stave 
and  shingle  mill,  and  a  sash  and  blind  factory ;  not  in  operation 
at  the  present  time. 

The  scenery  of  Camden  is  to  a  remarkable  degree  varied  and 
beautiful,  combining  the  charms  of  inland,  ocean  and  mountain 
prospect.  There  are  extensive  beds  of  limestone  in  the  town,  and 
large  quantities  are  quarried  at  various  points.  There  are  nine 
ponds,  with  an  area  of  1,335  acres. 

The  population  of  Camden  by  the  census  of  1860  was  4,588,  and 
its  valuation  $1,062,228.  It  is  considered  a  moderate  estimate 
that  the  next  census  will  give  a  population  of  5,500,  and  an  in- 
crease of  valuation  from  50  to  75  per  cent.  There  are  two  good 
harbors,  one  at  Camden  and  the  other  at  Rockport,  both  clear  of 
ice  except  during  a  few  of  the  coldest  days  of  winter. 

Camden  has  devised  liberal  things  for  those  willing  to  assist  in 
developing  her  manufacturing  resources,  by  exempting  from  taxa- 
tion the  property  invested,  for  a  period  of  five  or  ten  years. 

Canaan — Somgrsbt  County. 

Frcrni  Selectmen's  Betums. 
Six  FowerSy  and  More. 

J'irst,  ''Barnes'  Mill,"  on  the  outlet  stream  of  Morrill  pond, 
which  has  high  banks  and  can  be  converted  into  a  reservoir  with 
10  feet  head ;  it  is  one  and  a  half  by  three-quarter  miles.  A  dam, 
small  saw  mill,  with  14  feet  head,  are  the  only  improvementa. 

Second,  in  Canaan  village,  on  Sebattas  stream,  the  outlet  of 
Sibley's  pond.  The  pond  is  one  by  two  miles,  receives  contribu- 
tions from  Morrill  pond,  also  from  Black  stream  and  Bog  stream. 
Head  seven  feet,  shingle  and  planing  mill ;  operates  about  three- 
kfourihs  of  the  year. 
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Third,  in  Canaan  village,  on  the  Sebattas  stream,  18  feet  head, 
grist,  carding,  bark  and  fulling  mills ;  operate  the  year  round. 

Fourth,  in  Canaan  village,  on  the  same  stream,  head  eight  feet ; 
saw  and  shingle  mill  which  operates  nearly  all  the  year. 

Fifth  and  Sixth,  "Moore's  Mills,"  one  mile  below  Canaan 
village  ;  the  upper,  a  head  of  six  feet ;  a  saw  mill  which  operates 
about  six  months  of  the  year.  Lower  dam  10  feet  head ;  saw, 
shingle  and  grist  mills ;  operate  nearly  all  the  year. 

The  power  on  Sebattas  stream  is  only  part  improved.  It  will 
furnish  100  horse-powers  the  year  round.  Black  stream  and  Bog 
stream  are  both  very  constant  in  their  flow.  The  dams  can  all  be 
raised  several  feet  so  as  to  furnish  more  head. 

Other  dams,  also,  at  other  points,  might  be  built,  so  as  to  afford 
safe  and  valuable  power.  Wheels,  Tuttle's  centre-vent  with 
patent  regulator.  The  soil  of  the  town  is  very  productive  as 
appears  by  census  statistics. 

Canton — Oxford  County. 

From  the  Statement  of  the  Selectm,en. 
Six  Powers. 

First,  Capen's  Eips,"  on  the  Androscoggin  river.  Fall  six  to 
ten  feet  in  ten  rods.  A  saw  mill  was  formerly  operated  at  this 
point.  A  substantial  dam  can  be  erected  here,  and  an  excellent 
^water-power  established. 

Second,  ''Canton  Mills,''  upon  the  outlet  of  Whitney  pond. 
Fall  eight  feet  in  three  rods.  Various  saws  operate  from  three  to 
six  months.  Also  tannery,  and  a  grist  mill  which  operates  the 
whole  year. 

Whitney  pond  is  nearly  two  and  a  half  by  three-quarter  miles. 
By  means  of  dams  the  power  can  be  increased,  with  damage  by 
flowage.    No  loss  by  freshets  when  the  dam  is  in  good  order. 

Third,  15  rods  below  the  saw  and  grist  mill,  a  fall  of  three  feet 
vertical,  with  a  dam  to  add  seven  feet  head.  A  foundry,  with  the 
first  right  to  draw  the  water,  two  large  planers,  one  small  do., 
one  iron  lathe,  one  wood  do.,  and  various  saws,  all  of  which  may 
be  propelled  at  the  same  time.  Across  the  stream  is  a  carriage 
manufactory  with  necessary  saws  and  lathes. 

Fourth,  "Stubbs'  Mill,'^  upon  the  outlet  of  Dix  pond;  fall  20 
feet ;  overshot  wheel,  on  which  29  cubic  inches  of  water  carry  the 
board  saw.     Various  saws. 

Fifth,  between  this  and  the  pond,  has  the  same  altitude  and  is 
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not  used.  A  dam  controls  the  water  in  the  pond  without  damage 
to  any  land  owner  and  might  be  made  to  hold  it  still  higher.  Pond 
is  fed  by  springs  and  is  about  half  a  mile  in  length. 

Sixth,  "Howe's  Mill/'  on  Howe's  stream ;  fall  16  to  20  feet; 
stream  small,  and  a  dam  would  cause  the  flowage  of  a  large  tract 
of  valuable  meadow ;  saw  and  grist  mill  which  operate  part  of  the 
year. 

Market,  Portland,  by  the  Portland  &,  Oxford  Central  and  the 
Grand  Trunk  Railroads,  also  by  the  Androscoggin  Eailroad  and 
its  connections. 

Cape  Elizabeth — Cumberland  County. 

From  Selectmen's  Behtms. 
PouTi  Powers. 

First,  "  Clark's  Mills,"  on  Long  creek.  Fall  18  feet  in  half  a 
mile,  operates  10  months,  breast  wheel  18  feet  in  diameter. 

Second,  on  Mill  creek,  a  tide  power.  Stone  dam ;  grist  mill, 
nine-foot  tub  wheel.  Tide  rises  and  falls  from  five  to  eight  feet ; 
mill  operates  from  10  to  12  hours  a  day,  and  can  grind  150  bushels 
in  the  time. 

Third,  a  tide  power  at  Spurwink.     Unimproved. 

Fourth,  a  tide  power  of  large  capacity  can  be  secured  by  a  dam 
at  the  mouth  of  the  estuary  into  which  Long  creek  empties. 

Two  artificial  reservoirs  of  large  capacity  can  be  constructed  in 
connection  with  the  powers. 

Market,  Portland,  close  at  hand. 

Carmel — ^Penobscot  County. 

From  Selectmen's  Betwms. 
Seventeen  Powers. 

Upon  the  Buggies  stream,  three  ;  Kingsley  do.,  four ;  Sowadabs- 
cook  do.,  four ;  Harvey  do.,  four ;  Kenduskeag  do.,  two. 

There  are  no  fsills  of  any  note ;  the  power  is  produced  chiefly  by 
dams ;  is  judged  sufficient  to  cut  yearly  5,000,000  feet  of  boards 
and  4,000,000  shingles.  It  is  not  all  improved;  in  part,  in  mills, 
as  follows :  Ten  board,  eight  shingle,  one  lemon-box,  one  cloth- 
dressing  and  carding,  and  a  grist  mill.  The  mills  do  not  work 
all  the  year ;  about  one-half  work  six  months,  and  the  other  half 
one-third  of  the  year. 

The  Sowadabscook  stream  is  connected  with  a  pond  two  bj  one 
miles,  the  Kenduskeag  with  a  pond  somewhat  smaller.      The 
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apacity  of  Hie  ponds  could  be  very  much  increased  at  small  ex- 
►ense  by  the  erection  of  dams.  Freshets  moderately  heavy.  In 
Tdinary  seasons  there  is  sufficient  in  the  Sowadabscook  through- 
►nt  the  year  to  operate  nearly  all  the  mills  npon  it.  Three-fourths 
>f  the  town  are  covered  with '^forests. 
Yearly  product,  $25,000.     Market,  Bangor. 

Carratunk  TowNsmp — Sokersbt  County. 
Statement  of  Joseph  Clark,  Esq, 

[See  alio  **  Cwmtonk  Township  and  Township  No.  1."] 

EVTimeroTis  Powers. 

Several  of  the  above  are  on  the  outlet  stream  of  Pleasant  pond. 
Stream  is  three  miles  long  and  falls  100  feet  in  that  distance. 

First,  at  the  outlet,  "Clark's  Saw  Mill,"  head  and  fall  12  feet, 
abundant  water  all  the  year  •may  be  had;  pond  covers  over 
three  square  miles.  Most  excellent  site  for  mills.  Small  part  of 
the  power  used. 

Second,  half  a  mile  below,  fall  12  feet ;  unimproved. 

Third,  Fourth,  Fifth,  below,  good  privileges,  unimproved. 

Sixth,  below,  near  the  road,  "  Brown's  Mills,"  saw,  grist,  axe, 
and  other  machinery ;  12  feet  head  and  fall ;  more  may  be  had. 

Seventh,  below  the  road,  near  the  Kennebec  river,  head  and  fall 
12  feet,  unimproved. 

Five  of  the  above  are  below  the  inlet  of  the  Moore's  Bog  stream, 
which  is  very  constant  and  has  three  or  four  ponds,  all  of  which 
can  be  flowed  for  reservoirs. 

Pine,  cedar,  spruce  and  hardwood  lumber  in  vast  quantities. 

A  flat-bottomed  steamer  could  be  run  on  Kennebec  river  from 
Carratunk  falls  in  Solon,  to  the  Forks,  passing  in  the  close  vicinity 
of  the  powers. 

Eighth,  Ninth  and  Tenth,  or  the  outlet  stream  of  the  Baker 
ponds,  two  privileges  below  the  second  pond,  and  one  below  the 
lowest  pond.  Thirty  feet  fall  on  the  last,  large  amount  of  fall  at 
the  upper  two.  Unimproved,  except  a  dam  at  the  outlet  of  the 
lower  pond,  which  flows  it  eight  feet. 

Carratukk  Township  and  TowNsrap  No.  1 — Somerset  County. 
StaieTnent  of  E,  W,  Parlin,  Esq.,  of  Pleasant  Ridge, 

[See  aim  «  Carratunk  Township,"  and  "  Township  No.  1."] 

One  Power. 
"Carrying-Place  Rips,''  on  the  Kennebec  river,  at  the  mouth  of 
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the  Carrying-Place  stream.  The  natural  fall  is  moderate,  but 
canals  could  be  constructed  on  either  shore,  which  would  give  a 
large  amount  of  power.  Banks  high,  but  not  so  crowded  upon 
the  river  as  to  forbid  the  location  of  mills.  Eock  bottom  and 
banks.     Fully  developed  this  would  make  a  valuable  power. 

CARROJiL — PbNOBSCOT    CoUNTT. 

Statement  of  J,  A.  Larrabee,  Esq. 

Two  Fowersy  or  More. 

First,  *'  Lowell's  Mill,"  near  the  outlet  of  Buck's  pond ;  operates 
four  months. 

Second,  saw  mill  on  the  west  branch  of  the  Baskahegan  inlet, 
operates  four  months. 

No  other  powers  now  used  in  the  town  of  Carroll. 

Carthage — ^Franklin  County. 
From  Selectmen's  Returns,  and  (he  Statement  of  Robert  Potter,  Esq, 

Ten  to  Twenty  Powers. 

The  whole  volume  of  Webb's  river  can  be  used  from  10  to  20 
times.  The  river  is  a  constant  succession  of  rips  for  several  miles. 
The  amount  of  power  is  indicated  by  the  fact  that  there  are  upon 
one  of  the  dams  a  saw  mill,  grist  mill  with  two  runs  of  stones,  two 
shingle  mills,  and  other  machinery ;  and  that  there  is  abundant 
water  for  them  all,  when  any  sort  of  precautions  are  taken  to  use 
it  economically. 

Webb's  pond,  the  source  of  the  stream,  covers  three  square 
miles ;  its  outlet  can  be  lowered  six  feet,  and  its  surface  raised 
three  feet,  thus  securing  nine  feet  head  over  the  whole  siirface. 
The  pond  is  fed  by  seven  different  streams  and  many  small  brooks, 
and  thus  drains  a  large  tract  of  country. 

The  privilege  at  the  foot  of  the  pond,  owned  by  Robert  Potter 
of  Portland,  offers  first-rate  facilities  for  improvement.  There  are 
near  the  outlet  1,000  acres  or  more  of  very  thrifty  second-growth 
pine. 

One-third  of  a  mile  below  the  outlet,  owned  by  Robert  Potter, 
formerly  used  for  various  mills,  all  of  which  are  now  burned  down. 
Dam  gone.    Ten  or  twelve  feet  fall. 

One-fourth  mile  below,  as  good  as  the  above,  no  improvement. 

One-half  mile  below,  saw  mill  and  threshing  machine. 

Various  privileges  below  not  used. 
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About  one  mile  below  the  saw  mills,  and  at  the  village,  grist 
and  saw  mill,  and  other  machinery. 

Various  privileges  below,  not  improved. 

Flutter  and  centre-vent  wheels. 

Granite  abundant,  also  clay  for  bricks,  and  vast  quantities  of 
excellent  limestone.  Sites  Sot  mills  excellent,  the  land  mainly 
level. 

Three-fourths  of  the  basin  covered  with  woods. 

Market,  Portland,  by  Androscoggin  railroad,  from  North  Jay 
depot,  10  miles  distant  from  water-power. 

Casco — Cumberland  Countt. 
Statement  of  Albion  Cobb,  Esq, 

[See  alBO  ■*  Gmoo  and  Naples/'  and  •'Gaeoo  and  Raymond."] 

Twenty-One  Powers. 

First,  at  the  foot  of  Pleasant  pond,  which  serves  as  a  mill  pond, 
various  saws,  and  grist  mill. 

Second,  below,  a  dam,  tannery  and  starch  factory,  with  other 
mills  now  idle. 

Third  and  Fourth,  below,  two  equally  good  powers ;  unimproved. 

Fifth,  below,  various  saws. 

Sixth  and  Seventh,  below,  and  within  two  miles,  good  powers ; 
unimproved. 

Eighth,  below,  grist  and  plaster  mill,  and  various  saws. 

Ninth,  just  below,  various  saws. 

Any  one  of  the  foregoing  powers  is  sufficient  to  drive  a  large 
amount  of  machinery  the  year  round.  The  stream  is  very  little 
affected  by  either  drouth  or  freshets.     The  pond  has  an  area  of 

2.25  square  miles  and  has  a  storage  of feet.    It  is  fed  by 

Parker's  pond. 

Tenth,  "Decker's  Mill,"  on  the  outlet  of  swamps;  sawmill, 
water  enough  for  six  months ;  poor  wheel. 

Eleventh,  at  the  outlet  of  Dumpling  pond,  formerly  a  saw  mill, 
power  now  idle,  the  dam  is  used  for  storage. 

Twelfth,  just  below,  grist  mill,  and  various  saws.  Part  of  the 
machinery  runs  the  year  round. 

Thirteenth,  thirty  rods  below,  lumber-working  machinery. 

Fourteenth,  immediately  below,  carriage  manufacturing,  small 
pond,  good  privilege. 

Fifteenth,  just  below,  good  privilege,  with  an  excellent  place  for 
a  mill  pond ;  unimproved. 
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Sixteenth  and  SeveDteenth,  below,  tbe  water  might  be  used 
with  breast  or  overshot  wheels,  but  the  mill  ponds  would  be  small. 

Eighteenth,  below,  unimproved,  with  an  excellent  chance  for  a 
mill  pond. 

The  stream  on  which  the  last  eight  powers  are  situated,  ia  little 
more  than  a  mile  in  length,  but  in  that  distance  descends  about  200 
feet.  The  stream  is  little  affected  with  freshets,  and  since  the 
water  of  the  ponds,  Dumpling  and  Coffee,  is  controllad  by  tight 
dams,  not  greatly  affected  by  drouth. 

Nineteenth,  on  the  outlet  stream  of  "  Hog  Meadow  Pond,''  a 
power  of  extraordinary  excellence.  An  overshot  wheel  of  twenty- 
two  feet  diameter  is  used ;  a  stave  mill. 

Twentieth,  said  to  be  a  good  one,  on  a  small  stream  emptying 
into  the  northeast  corner  of  Rattlesnake  pond.    Unimproved. 

Twenty-First,  "  Pinkham's  Mill,"  on  a  small  tributary  of  Pleas- 
ant pond ;  fails  in  summer. 

Market,  principally  Portland,  distance  25  ncules  by  road. 

Casoo  and  Naples — Cumberland  County 
Statement  of  Washington  Bray,  Esq,,  of  Nc^lee. 

[See  alao  *<  Ouoo,"  and  **  Naplea."] 

Two  Powers. 

Both  situated  on  Crooked  river  below  Edes'  falls.    Each  has  a 

fall  of  about  eight  feet. 

The  volume  of  the  river  at  mean  run  is  about  1,593  inches  under 
a  head  of  9.5  fi^et,  giving  on  an  eight-foot  fall  about  100  horse- 
powers.   River  very  constant,  fed  by  ponds. 

Casoo  and  Raymond — Cumberland  County. 
Statement  of  Albion  Cobb,  Esq.,  of  Gasco. 

[See  ftlBO  '*  Gaaoo,"  and  "  RajmaDd."] 

One  Power. 

On  the  outlet  stream  of  Thomas  pon3,  a  very  excellent  power, 
unimproved.  The  pond  covers  1.15  square  miles,  and  is  flowed  by 
a  dam. 

Castinb — Hancock  County. 

Selectmen's  Statement, 
One  Power. 

A  tide  power ;  a  grist  mill  and  shingle  mill  upon  it  in  working 

order.     Work  all  the  year.     Machinery  of  the  best  constmction 

for  a  tide  mill.     Height  of  tide  at  this  point  about  12  feet. 
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Ckmtbrtillb — ^WAgmireTON  Coukty. 
From  (he  Statement  of  James  Pope,  Esq.,  and  the  Selectmen, 

Two  Powers. 

First,  the  "  Great  Falls, "  on  Machias  river,  about  five  miles 
above  Wbitneyville  Dam,  and  nine  miles  from  Machias  tide 
water.  There  is  railroad  connection  between  WhitnejviUe  and 
Machiasport. 

The  fall  is  20  feet  in  60  rods.  A  dam  12  feet  high  near  the  head 
of  the  fall,  would  pond  back  the  water  two  or  three  miles,  and 
could  be  built  with  small  outlay.     An  island  in  the  middle  of  the 

river  would  serve  as  an  abutment  to  the  sections  of  the  dam.  No 
granite  nearer  than  two  miles,  but  abundance  of  trap  suitable  for 
foundations  and  other  rough  work.     Oood  brick  claj  close  at  hand. 

The  left  bank  at  the  falls  is  a  hard  wood  ridge  somewhat  broken 
in  surface,  but  affording  an  excellent  and  ample  site  for  a  manu- 
facturing town.  The  shore  is  rocky  and  about  ten  feet  above  the 
stream  in  a  freshet.  The  right  bank  is  flat  but  not  boggy.  It  is 
underlaid  with  rock. 

The  bed  of  the  river  at  the  falls  is  rocky,  and  at  one  point  a  con- 
tinuous ledge  extends  from  bank  to  bank,  affording  an  unsurpassed 
natural  foundation  for  a  dam. 

On  the  right  bank  the  facilities  for  canalling  are  most  excellent, 
cannot  in  fact  be  excelled.  The  growth  on  this  bank  is  spruce, 
pine  and  hemlock.  , 

There  is  no  settlement  within  three  miles,  and  the  privilege  has 
no  improvement  whatever  upon  it.  The  country  above  is  unbrok- 
en wilderness. 

The  power  and  the  township  are  owned  by  the  Whitneyville 
Agency ;  Agent,  James  Pope,  Esq. 

If  the  volume  of  water  at  mean  summer  run  in  an  ordinary  sea- 
son, be  assumed  to  be  14,000  cubic  feet  per  minute,  that  at  Ma- 
chias being  15,000,  the  gross  power  of  the  Great  Falls,  with  a  dam 
as  above,  is  832  horse,  or  33,280  spindles.  It  can  be  increased 
several  fold  by  use  of  the  reservoirs  upon  the  river.  See  page  132, 
Part  11. 

Second,  on  the  west  branch  of  Chandler's  river,  eight  feet  fall, 
saw  mill  operates  six  months. 
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Chableston — ^Penobscot  County. 
Four  Powers. 

First,  on  a  branch  of  Kenduskeag  river,  in  the  west  part  of  the 
town,  a  saw  mill. 

Second,  on  the  west  branch  of  the  Pushaw  river,  a  saw  mill. 

Third,  below,  on  the  same  stream,  a  shingle  mill. 

Fourth,  on  the  east  branch  of  the  Pushaw  river,  near  the  sonth* 
east  corner  of  the  town,  a  saw  mill. 

Charlotte — WAsmNOTON  County. 
From  the  Selectmen's  Returns,  and  a  Plan  of  the  Streams. 

[8m  ftlm  "Charlotte  and  Township  No.  U.^J 

Eight  Powers. 

First,  " McGlaughlin's  Mills,"  on  Damon  mill  brook;  fall  ten 
feet ;  shingle  mill,  operates  five  months. 

Second,  "  Granger's  Mills,''  on  Moosehom  stream,  twelve  feet 
fall ;  shingle  and  clapboard  mills,  operate  six  months. 

Third,  above,  two  miles  from  the  county  road,  18  feet  fall. 

Fourth,  on  Fisher's  mill  brook,  a  short  distance  above  Round 
pond,  fall  12  feet. 

Fifth,  above ;  by  means  of  a  canal  conducting  the  water  across 
the  county  road,  a  fall  of  40  feet  can  be  secured. 

Sixth,  above,  and  very  near  the  county  road,  by  means  of  liie 
same  canal  a  fall  of  30  feet  can  be  secured. 

Seventh,  above  the  county  road,  a  ftill  of  12  feet. 

Eighth,  short  distance  above,  fall  12  feet. 

A  large  bog  above  might  be  converted  into  a  reservoir,  though 
with  some  damage  by  flowage.  Powers  operate  ^Ye  to  six  months. 
A  15-foot  back-shot  wheel.  The  Moosehom  is  derived  from  bogs 
and  low  lands,  and  is  constant.  One-third  of  the  basin  covered 
with  woods. 

Market,  Pembroke  and  Calais,  by  road. 

Charlotte  and  TowNsmp  No.  14 — Washington  Countt. 

From  the  Statement  of  T,  W,  Allan,  Esq,,  of  DennysviUe,  and  a 
Plan  of  the  Streams  furnished  by  the  Selectmen. 

Three  Powers,  or  more. 

First,  a  dam  at  the  head  of  Oilman's  rips,  on  Dennys  river,  eight 

feet  fall ;  flows  the  river  to  the  lake.     No  other  improvement. 

Second,  "Oilman's  Rips,"  on  Dennys  river,  four  and  a  half  miles 
below  Meddybemps  lake,  12  feet  fall. 
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Third,  below,  and  nearly  continuous,  "Gardner's  Kips." 
The  above  are  a  series  of  rips  and  ponds,  which  with  Brights- 
Island  rips  between  Dennysville  and  No.  14,  have  an  estimated  faU 
of  30  feet. 

The  lake  above,  15  square  miles  in  area,  with  seven  feet  of  stor- 
age, constitutes  a  great  reservoir.  The  powers  can  be  made  con- 
stant throughout  the  year. 

ChSLSBA — KSNKIBEO  GOUNTT. 

Frcmi  Selectmen's  Returns, 
TXin,Q  Powers. 

Seven  on  the  outlet  of  Worromontogus  pond  in  Augusta. 

First,  about  ten  rods  below  the  south  line  of  Augusta,  a  dam 
seven  feet  high,  and  five  rods  long,  which  flows  several  square 
miles,  with  banks  which  admit  of  raising  the  dam  to  any  desired 
height.     This  dam  is  for  a  reservoir. 

Second,  20  rods  below,  dam  and  falls,  fifteen  feet,  saw  and  shin- 
gle mills,  which  cut  all  the  available  lumber,  although  the  dams 
are  old  and  leaky,  and  the  wheels  are  the  old-fashioned  ladle  pat- 
tern. 

Third,  half  a  mile  below,  a  good  stone  dam  12  feet  high,  with 
shingle  and  grist  mill  nearly  new,  operates  all  the  year. 

Fourth,  half  a  mile  below,  formerly  a  saw  mill,  destroyed  by  fire 
many  years  ago.  Fall  from  the  third  mill  to  this  privilege,  about 
18  feet.     Unoccupied. 

At  this  point  is  received  an  additional  stream  called  "  Chase 
Meadow  Brook,"  which  takes  its  rise  from  "Greely  Pond"  in 
Augusta. 

Fifth,  three-fourths  of  a  mile  below  the  4th,  fall  14  feet,  has  been 
occupied  by  two  sets  of  saw  mills. 

Sixth,  80  rods  below,  fall  16  feet,  formerly  "Searle's  Mills." 
Privilege  now  unoccupied,  flows  about  five  acres,  has  a  ledge  foun- 
dation, which  runs  far  into  the  banks,  for  dam  and  mills.  The 
stone  wings  of  the  old  dam  are  now  standing.  Here  an  additional 
stream  comes  in,  known  as  "  Long  Meadow  Brook,"  with  large 
space  for  flowage. 

Seventh,  one  mile  below,  fall  16  feet,  formerly  "Jewett'sSaw 
Mill ;"  burned  many  years  ago  ;  privilege  not  occupied. 

The  total  fall  of  the  ''  Togus  "  stream  in  Chelsea  is  about  98  feet 
in  three  miles.  No  damage  from  freshets  to  dams  for  the  last 
35  years.  Properly  improved  the  stream  would  carry  a  large 
amount  of  machinery. 
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Granite  suitable  for  walls  and  underpinning.  The  surface  around 
the  falls  is  generally  very  convenient  for  the  location  of  mills,  and 
other  necessary  buildings,  with  good  roads  passing  Searie's, 
Dorr's,  Baker's  and  Lewis'  falls.  Clay  and  sand  are  quite  abund- 
ant near  the  river,  with  good  privileges  for  making  brick,  and  a 
large  amount  are  manufactured  annually. 

Eighth,  on  Gardiner  Meadow  brook;  formerly  a  saw  mill, 
operated  two  months.     Unimproved  for  the  last  12  years. 

Ninth,  on  a  small  stream,  fall  30  feet,  close  by  the  Kennebec 
river.  An  overshot  saw  and  shingle  mill,  did  business  for  a  few 
years.     Now  unimproved. 

Market,  Pittston,  Gardiner,  Hallowell,  and  Augusta,  from  one- 
half  to  seven  miles  distant. 


ChERRTFIBLD— WASfflNGTON   CoUNTT. 

From  Selectmen's  Returns. 
Six.  Powers. 

The  above  taken  together  constitute  t^e  "  Cherryfield  Falls,'- 
on  the  Narraguagus  river. 

First,  at  the  head  of  tide,  in  the  village,  a  privilege  of  six  feet 
fall,  owned  by  A.  Campbell  &  Co.,  who  contemplate  building  a 
dam.  An  excellent  power  for  machine  shops,  etc.,  for  village  use. 
Excellent  sites  for  building  on  the  east  bank. 

Second,  the  "  Lower  Dam,"  so  called.  Nine  feet  head,  80  rods 
horizontal  run.  Occupied,  east  side,  grist  mill,  planing  mill,  sash, 
door  and  blind  factory,  a  machine  shop  and  foundry.  West  side, 
gang,  edge  and  lath  mill.  Gang  cuts  on  the  average  25,000  lum- 
ber per  day,  lath  mill  about  25,000  per  day.  Owned,  east  side,  by 
A.  Campbell  &  Co. ;  west  side,  one-half  by  the  same,  one-quarter 
by  J,  0.  Nichols  &  Son,  and  one-quarter  by  S.  Campbell,  agent. 

Third,  "  New  York  Dam,"  so  called,  at  the  upper  bridge ;  11  feet 
head ;  horizontal  run  60  rods  to  the  next  dam  above.  Owned  bj 
John  W.  Coffin  &  Co.  Occupied,  east  side,  gang  and  single  saw, 
edge  and  lath  mill ;  west  side,  grist  mill.     A  very  fine  power. 

Fourth,  "Wakefield  Dam,"  head  seven  feet,  horizontal  flow  50 
rods  to  the  dam  above.  Occupied  by  two  shingle  mills,  twn 
machines  each,  with  cut-off  saws,  etc.  Owned,  east  side,  by  T. 
P.  Wiley ;  west  side,  by  Lewis  &  Godfirey. 

Fifth,  "Hall  Dam,"  10  to  11  feet  head,  90  rods  horizontal  flow 
to  dam  above.     Occupied,  west  side,  gang,  single  saw,  edge  and 
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lath  mill ;  east  side,  shingle  mill  with  two  machines  and  cut-off 
saw,  carding  mill. 

Sixth,  "  Stillwater  Dam,"  nine  feet  head,  horizontal  flow  three 
miles.  The  east  and  west  branches  of  the  Narraguagus  river  form 
junction  half  a  mile  above  this  power.  The  land  in  the  vicinity 
being  low  and  flat,  has  been  flowed  by  the  dam,  forming  a  veiy 
large  reservoir.  All  the  mills  upon  this  power  were  burned  in 
July,  1866.  The  dam  has  since  been  thoroughly  repaired,  and 
a  gang  and  single  saw,  edge  and  lath  mill,  erected  on  the  west 
bank.  These  mills  are  very  ^uperior  and  of  large  capacity.  The 
gang  has  cut  in  twelve  hours  52,000  of  two-inch  plank,  would 
average  30,000  daily.  The  reservoir  formed  by  this  dam  is  so 
large  as  to  sustain  the  stream,  and  by  consequence  all  powers  upon 
it  in  the  severest  drouths,  the  accumulations  of  the  night  meeting 
the  drain  of  the  day. 

The  mills  work  all  the  year  save  the  winter  and  early  spring,  at 
which  time  the  ponds  freeze  so  that  the  logs  cannot  be  floated  to 
the  slip.  Very  extraordinary  summer  drouths  sometimes  suspend 
the  mills  for  a  short  time.  The  power  of  the  river  is  capable  of 
great  increase  by  the  improvement  of  the  lakes  connected  with  it 
for  reservoir  purposes.  An  extensive  heath  in  Beddington  could 
at  little  expense  be  converted  into  an  immense  reservoir. 

Freshets,  less  severe  than  formerly,  since  the  lakes  were 
dammed.     Range  from  lowest  to  highest  water  about  six  feet. 

Special  pains  have  been  taken  to  construct  the  best  mills  and 
secure  the  best  machinery.  The  centre-vent  wheels  are  much  pre* 
ferred. 

Production, — ^Each  dam  occupied  by  a  gang  and  single  and  lath 
mill  is  capable  of  sawing  5,000,000  of  long  lumber  and  5,000,000 
of  laths  each  season.  For  the  last  three  years  the  annual  product 
in  long  lumber  has  been  worth  at  the  wharf  here  $400,000 ; 
shingles,  $30,000 ;  total,  $480,000.  When  our  power  shall  come 
to  be  improved  for  regular  manufacturing  purposes  to  the  extent 
of  its  capacity,  we  have  the  assurance  of  great  increase  in  wealth 
and  population.  ** 

The  lumber  is  marketed  in  New  York  and  Boston  mainly,  though 
pine  boards  are  shipped  of  late  directly  to  the  West  Indies. 

AccessibiUty, — Vessels  approach  within  five  and  a  half  miles  of 
the  falls,  at  Millbridge,  to  which  point  lumber  is  floated  in  scows 
and  rafts.  The  river  is  open  to  navigation  eight  and  a  half  months 
of  the  year. 
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Chester — Penobscot  County. 
Statement  of  Daniel  Barker ,  Esq.,  of  Bangor, 

[See  also  «*  Chester  and  Winn.''] 

Pive  Powers. 

All  on  Medunkeunk  stream. 

First,  half  a  mile  from  moutb,  20  feet  perpendicular  fall,  width 
of  stream  160  feet,  ledge  bottom ;  once  occupied  by  saw,  grist, 
clapboard  and  shingle  mills.     Mills  now  decayed. 

Second,  two  miles  above,  eight  feet  head,  flows  five  miles,  dam 
125  feet  long,  ledge  bottom;  power  good  for  the  whole  season; 
formerly  occupied. 

Third,  on  Eber-horse  branch,  10  feet  head,  dam  25  feet  long, 
stone  wing  100  feet,  built  for  grist  and  shingle  mill ;  grist  mill  not 
complete. 

Fourth,  half  a  mile  above,  10  feet  head,  dam  126  feet,  flows  four 
miles.     Saw  and  shingle  mills  burnt  two  years  ago. 

Fifth,  above,  at  the  north  line  of  the  township,  old  dam  60  feet 
long,  10  feet  head,  flows  two  square  miles. 

Chester  and  Winn — Penobscot  County. 
Statement  of  Joseph  S.  Bowler,  Esq,. 

[See  also  •^Ohester,"  and  "  Winn."] 

One  Power. 

The  "  Island  Rapids,"  on  the  Penobscot  river,  all  within  one 
mile  of  the  village.  The  total  fall  is  judged  not  less  than  1 5  feet 
in  100  rods,  and  may  be  increased  to  any  required  amount  by  a 
dam,  the  banks  above  being  of  ample  height  to  prevent  flowage. 
The  fall  is  broken  into  two  pitches,  the  "  Babcock  Rips,"  amongst 
the  islands,  and  the  ''  Five  Island  Falls  "  at  the  foot  of  the  islands. 
There  are  five  small  islands  in  the  river,  which  are  above  water  at 
all  seasons,  and  would  constitute  natural  abutments  to  the  dam 
and  sites  for  mills.  The  river  is  about  900  feet  wide,  and  the 
bottom  on  the  crest  of  the  pitches  is  nearly  on  a  level  all  the  way 
across  the  river.  The  banks  below  are  htgh,  20  feet  or  more, 
above  the  river.  Range  of  water  10  to  12  feet.  The  power  of  this 
privilege  suitably  developed  would  doubtless  net  six  or  eight 
thousand  horse-power,  or  400,000  spindles. 

Unimproved. 
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Chestbryillg — ^Frankun  County. 
From  Selectmen's  Betums. 

[See  also  *<  Chesterrille  and  Fkrmington.'^ 

Four  Powers. 

First,  at  North  Chesterville,  on  Wilson's  stream.  Pall  12  feet 
in  30  rods.  Grist  and  carding  mill.  Water  sufificient  for  all  the 
machinery  six  months,  and  for  the  grist  mill  with  two  runs  of 
stones  the  whole  year.  Centre-vent  wheel.  High  banks,  level 
back  from  the  stream. 

Second,  at  Chesterville  Centre,  on  Little  Norridgewock  stream. 
Twelve  feet  fall ;  saw  mill,  salt-box  factory.  Flutter,  Tuttle  and 
Blake  wheels. 

Third,  below,  at  Chesterville  Center;  fall  eight  feet.  The 
power  on  the  two  falls  is  judged  equal  to  100  horse-powers.  The 
mills  ran  nine  months.  Four  ponds,  averaging  one  mile  by  one 
half  mile.  Artificial  reservoirs  of  large  capacity  can  be  con- 
structed. Ponds,  also,  can  be  improved  for  reservoirs  by  dams. 
Perfectly  safe  in  freshets.  Range  of  water  on  the  upper  dam,  six 
feet ;  on  the  lower,  three  feet. 

Fourth,  fall  35  feet ;  saw  and  grist  mill,  etc.  Large  reservoirs 
could  be  constructed.     Power  is  not  all  used. 

The  lay  of  the  land  good ;  excellent  granite.  *'  Millions  of  pine 
lumber  still  remaining  in  the  town.    Fine  grazing  town.'' 

Chesterville  and  Farmington — Franklin  County. 
From  (he  StatemerU  of  the  Boards  of  Selectmen, 

[See  also  "CheeterriUe/'  and  <*  Affmin^ii."] 

One  Power. 

"  Farmington  Falls,''  on  the  Sandy  river ;  head  and  fall  16  feet. 
Power  not  now  and  at  no  former  time  half  put  to  use,  except  per- 
haps in  extreme  drouth. 

The  outlet  stream  of  two  large  ponds  situated  in  Wilton,  joins 
the  river  above  the  dam ;  each  pond  contains  about  300  acres. 

On  the  Farmington  side  of  the  river,  "Davis'  Saw  Mill;"  for- 
merly a  grist  mill,  which  was  burned  three  or  four  years  ago.  The 
mills  being  situated  upon  a  canal  may  be  regarded  as  safe  from 
freshets. 

On  the  Chesterville  side  there  are  two  saw  mills,  a  spool  factory, 
a  factory  for  the  manufacture  of  drums  and  horse-rakes. 
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China — Kennebbo  Gountt. 

From  Selectmen's  Eetums. 
Several  Powers. 

These  are  nearly  all  upon  the  west  branch  of  the  Sheepocot 
river,  once  occupied  by  grist  and  saw  mills.  None  can  operate  all 
the  year.  Very  large  ponds  in  town,  which  serve  as  reservoirs  to 
powers  in  adjacent  towns. 

"  The  water-powers  are  of  local  value  and  use,  but  not  such  as 
would  influence  capitalists  to  invest  upon  them  with  a  view  to  per- 
manent profitable  business." 

Clifton — Penobscot  County. 
l^cUement  of  Benjamin  Penney,  Jr,,  Esq, 

Four  Powers,  or  more. 

First,  on  Great  Works  stream,  fall  12  feet,  not  occupied. 

Second,  on  the  Park's  pond  stream,  saw  and  shingle  mill ;  2  to 
3(K),000  feet  of  lumber,  and  5  to  1,200,000  shingles;  water  six 
months. 

Third,  below,  "  Penny's  Mill ;''  50,000  clapboards,  and  1,500, 
000  shingles. 

Fourth,  below,  not  occupied ;  head  nine  feet. 

Clinton — Kennebec  County. 

From  Selectmen's  Returns, 
Three  Powers. 

First,  "Hunter's  Mills,''  in  the  southeast  part  of  the  town  on 
the  Sebasticook  river,  dam  seven  feet ;  can  be  raised  several  feet 
more  by  paying  small  damages.  Double,  single,  and  shingle  saws, 
also  grist,  sash,  door  and  blind,  carding  and  cloth-dressing,  and 
brush-block  machinery.  About  3,800  inches  of  water  are  used. 
With  a  good  dam  there  would  be  plenty  of  water  for  all  the  mills 
the  year  round.  In  great  freshets  the  water  rises  only  about  three 
and  a  half  feet  in  the  mill  pond.  Underlying  rock  slate ;  the  dam 
and  mills  both  rest  upon  solid  ledge ;  granite  boulders  that  may 
be  split  for  building  purposes  abundant  within  a  half  mile  or  mile. 
The  land  bordering  the  stream  is  but  a  few  feet  above  the  level  of 
the  water  in  time  of  freshet,  is  level  and  very  convenient  for  bufld- 
ing. 

The  figures  given  above  indicate  a  volume  of  water  approxima- 
ting 20,000  cubic  feet  per  minute,  which  if  ten  feet  head  can  be 
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obtained  would  give  about  370  horse-power  gross,  or  19,800  spin- 
dles.   For  reservoirs,  see  pages  95-96. 

Second,  on  Black  stream  in  the  northeast  part  of  the  town ; 
grist  and  saw  mill.  Saw  mill  operates  six  months.  Dam  ten  feet 
high. 

Third,  on  the  Twelve-Mile  stream ;  stone  dam,  about  ten  feet 
high ;  slate-ledge  foundation ;  water  about  four  months  of  the 
year. 

Market,  Portland,  by  Maine  Central  railroad;  depot  one-half 
mile  from  the  principal  mills. 

GuMToir  Gk>Rs  PLANTAnoN — Kbnnibic  Oountt. 
From  AMBeasors'  Betums, 

[See  atoo  '« Bvrnhaoi  and  Clinton  Gore."] 

One  Power. 

On  the  Powers  brook,  ten  rods  from  the  railroad,  and  half  mile 
from  Barnham  depot.  Shingle  mill,  runs  four  months,  cuts  600,- 
000  shingles. 

CoDTTptt^LE  Township — Washington  Countt. 

Statement  of  Peol  Tomah, 

Several  privileges  on  the  Tomah  streams,  the  outlets  of  ponds 
covering  two  square  miles,  and  admitting  of  dams.  One  is  now 
dammed.    None  are  improved. 

COLUKBIA — WASmNGTON  CoUNTY, 

From  Selectmen's  l^atement. 
Two  Powers, 

First,  "Saco  Palls,"  on  Pleasant  river.  Height  Sfty  feet  in  two 
hundred  yards.  Power  not  all  improved.  A  dam ;  shingle,  lath, 
saw,  and  grist  mills  upon  it.  Mills  can  work  ail  the  year,  but  do 
not ;  or  rather  the  grist  mills  operate  all  the  year,  the  saw  mills 
but  part. 

Second  power,  "Litde-River  falls"  on  Little  river.  Height,  pre- 
somed  from  the  statement  givMi  to  be  the  same  as  of  the  above 
Saco  falls. 

Land  about  the  falis  well  adapted  to  improvement.  Streams 
connected  with  lakes ;  one,  8  by  1  miles. 

Market,  Boston  and  New  Toik,  by  coasters. 

16 
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Columbia  Falls — Washington  CoTmrY. 
From  the  Selectmen's  Betums,  and  a  Plan  of  the  Streana. 

Seven  Powers. 

First  and  Second,  "Columbia  Falls,"  at  Columbia  villa?*  ? 
Pleasant  river,  at  the  head  of  tide,  which  here  rises  and  falls  fera 
12  to  15  feet.  Total  descent  about  16  feet  in  300  yards,  divii-^ 
into  two  pitches.  On  the  upper  pitch  there  are  a  gang  and  w 
saw  and  lath  machine,  cutting  about  3,500,000  of  long  ]my 
and  about  5,000,000  laths.  Owned  by  George  Harris  &  Co.  l: 
the  lower  pitch  are  a  single  saw  mill,  lath  mill,  grist  mill,  caro; 
mill  and  fulling  mill.  The  power  here  is  equal  to  the  first.  C>^ 
ed  by  Samuel  Bucknam  and  others.  The  grist  mill  operates  i2 
the  year,  the  saw  mills  are  idle  in  winter,  and  usually  for  a  s^ci 
time  in  the  lowest  stage  of  water  in  summer  are  shut  down,  ihs 
not  being  water  sufficient  for  a  full  business. 

Third,  two  and  a  half  miles  up  the  river  is  the  "  Borot  }E 
Rips,"  fall  eight  feet  in  150  yards.  The  power  is  equal  to  ^' 
of  the  above.     No  improvement. 

Volume  of  water. — Pleasant  river  is  bridged  between  the  prti 
at  the  village,  the  abutments  being  about  45  feet  apart.  Atti' 
lowest  water  the  stream  pours  through  this  space  eight  inck 
deep  and  six  miles  an  hour.  At  highest  water  the  space  is  fL  i 
about  ten  feet  deep.  The  rise  of  the  river  is  slight,  owing  to  d 
large  extent  of  heath  and  low  intervale  bordering  the  stream,  vi- 
overflows  in  freshets  and  holds  back  the  water.  The  land  ^ 
cent  to  the  stream  and  its  bordering  intervale  is  to  a  consider^-: 
extent  sandy  plain,  somewhat  elevated,  at  the  base  of  which  &^ 
countless  never-failing  springs  of  water,  which  contribute  to  ss- 
tain  the  river. 

If  the  mean  velocity  of  four  miles  an  hour  should  actnaUvlt 
realized,  betwixt  the  abutments,  as  above,  10,560  cubic  feet  ye 
minute  must  pass  the  point,  which  would  give  a  gross  pow^rin' 
320  horse  on  the  16  feet  of  fall,  or  12,800  spindles. 

Fourth  and  Fifth,  on  Lower  Little  river,  a  tributary  to  ^ 
Pleasant,  about  two  miles  above  the  village.  Lower  fall  aboot  H 
feet  in  40  feet,  the  upper  a  gradual  descent  but  an  excelient  povn 
No  improvement  upon  either  of  the  powers. 

Sixth  and  Seventh,  small  powers  on  Peckey  branch,  a  tribna^ 
of  Chandler's  river. 

At  the  head  of  Pleasant  river  is  a  lake  3  by  1.5  miles;  sevtd 
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small  ponds  also  contribute  to  it.  There  is  a  dam  at  the  outlet  of 
the  lake.  Capacity  of  the  lake  could  not  be  increased ;  but  very 
large  artificial  reservoirs  can  be  had  at  small  cost.  Rock  about 
the  falls  "shelly"  and  not  suitable  for  building.  Land  lies  well  for 
the  erection  of  mills  and  shops. 

Value  of  annual  products  about  $80,000.  The  improvement  of 
the  power  has  increased  the  population  somewhat,  and  has  added 
considerably  to  the  wealth  of  the  town. 

Mar&et,  all  points  by  water.  The  village  powers  are  at  the  head 
of  sloop  navigation ;  vessels  of  150  tons  load  at  wharves. 

CONCORD^SOMEKSET  CoUNTY. 

From  Selectmen's  Betums, 

Two  Powers. 

First,  on  Chase's  stream,  an  excellent  power ;  saw,  shingle,  latii 
and  clapboard  mills ;  it  will  run  all  the  saws  five  months  in  the 
year,  and  either  one  alone  all  the  rest  of  the  time ;  five  feet  fall ; 
poor  machinery ;  the  power  used  would  do  much  more  with  good 
equipment. 

Second,  saw  and  grist  mill ;  machinery  poor»  Twenty  feet  fall 
and  water  enough  to  run  all  the  year.  Four  mills  could  be  built 
on  the  stream,  and  seven  small  ponds  with  a  large  amount  of  bog 
land  about  them,  can  be  converted  into  reservoirs. 

Two-thirds  of  the  land  covered  with  timber ;  hilly  with  plenty 
of  rocks  for  building  dams  and  buildings.  Lumber  manufactured 
yearly,  200,000  feet,  which  might  be  increased  to  five  times  the 
amount.    Five  miles  from  Somerset  railroad. 

Cooper — Washington  Countt. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  "  Cooper's  Mills,"  in  the  west  part  of  the  town ;  a  saw 
milL  which  does  but  little  in  comparison  with  what  it  might ;  old- 
fasbioned  wheel.  Streams  connected  with  ponds  which  might  be 
greatly  improved  for  reservoirs  by  dams. 

Second,  on  Dead  stream,  in  the  east  part  of  the  town.  No  im- 
provement whatever.  Streams  connected  with  ponds  that  might 
be  converted  into  reservoirs. 

Both  streams  rise  and  fall  quickly,  owing  to  the  non-use  of  the 
ponds  for  storage  basins.    Basin  of  Cooper  stream  nearly  covered 


244  WATBB  POWBB  OV  MADTB.  [PiJn  m. 

with  woods.     Capital  and  enterprise  could  find  good  investment 
on  these  privileges. 
Market,  Calais,  Machias,  etc. 

CoRiNNA — Penobscot  County. 
From  Selectmen' 8  Beiums,  and  a  Flan  of  (he  Streams, 
Eleven  Powers. 

First,  on  the  Dexter  stream,  "  Moody's  Mills,"  eight  feet  head, 
various  saws. 

Second  and  Third,  below,  unoccupied ;  ten  feet  head  each. 

Fourth,  "  Lincoln's  Mill,"  ten  feet  head,  two  shingle  mills,  privi- 
lege capable  of  doing  much  larger  business. 

Fifth,  "Village  Mills,"  12  feet  head,  grist,  shingle,  cloth-dressing 
and  carding  mills ;  an  old  saw  mill  not  running  needs  to  be  rebuilt. 

Sixth,  unoccupied,  about  eight  feet  head. 

The  above  privileges  have  all  the  water  received  from  Dexter, 
and  in  addition  the  contributions  of  numerous  brooks  tribotarj  to 
the  stream  on  its  course  through  the  town. 

Seventh,  on  Alder  stream,  "  Shepherd  Mill,''  has  carried  a  saw 
and  shingle  machine  spring  and  fall ;  now  unoccupied. 

Eighth,  "Welch  Mill,"  below,  nine  feet  head,  a  good  saw  mill 
operates  spring  and  fall ;  in  the  summer  the  water  is  drawn  off  on 
account  of  flowage. 

Ninth,  "Burrill  Mill,"  below,  a  shingle  machine,  seven  feet 
head ;  can  be  used  only  when  the  Welch  mill  is  in  operation. 

Tenth,  "  Nickerson  Mill,"  in  the  sonth-west  comer  of  the  town, 
on  a  brook,  shingle  mill,  operates  spring  and  fall. 

Eleventh,  "Stubb's  Mill,"  on  a  brook  in  the  east  part  of  the 
town,  saw  mill,  operates  in  the  spring,  now  out  of  repair. 

Town  will  exempt  manufacturing  capital  from  taxation.  Rail- 
road  runs  by  the  side  of  the  powers,  the  whole  length  of  the  town. 
The  streams  are  both  connected  with  ponds  which  are  improved 
or  susceptible  of  improvement  as  reservoirs. 

Market,  for  produce,  Newport ;  for  lumber,  Bangor. 

CowNTH — ^Penobscot  Countt. 
From  Selectmen*^  Returns. 
Four  Powers,  or  More. 
First,  on  Kenduskeag  stream  ;  two  saw  and  shingle  mills. 
Second,  on  Kenduskeag  stream ;  a  grist  mill. 
Third,  on  Orooked  brook  ;  saw  and  shingle  mil!. 
Fourth,  on  Bear  brook ;  saw  and  shingle  mills. 
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The  saw  mills  cut  about  300,000  each,  but  might  do  more.  The 
McGregoiy  mill  saws  nearly  twice  that.  A  new  and  good  grist 
mill  about  to  go  up  in  place  of  an  old  one.  The  mills  operate 
three-fourths  of  the  jear,  grist  mill  all  the  year.  Slate  rock,  with 
granite  in  spots.    Little  forest. 

Market,  Bangor,  by  road. 

OOBKISH — ^YORK   CO0NTT. 

From  ike  Selectmen's  Returns,  and  a  Plan  of  (he  Town, 

[See  alio  **  Oorniflh  and  Hiram.''] 

Three  Powers. 

First  and  Second,  "  Thompson's  Falls,''  on  Little  river ;  first,  88 
feet  descent  in  361  feet  run ;  second,  12  feet  perpendicular.  Stream 
18  feet  wide,  one  and  one-half  feet  deep ;  velocity  of  current  60  feet 
per  minute.  The  upper  not  improved.  The  lower  improved  in  a 
^rist  mill. 

Third,  "Brown's  Falls,"  on  Brown's  brook ;  11  feet  fall  in  118 
feet  run.  Stream  18  feet  wide,  one  and  one-half  feet  deep ;  cur- 
rent 60  feet  per  minute ;  saw  mill  and  shingle  machine. 

i^pwers  operate  all  the  year  except  in  severe  drouths.  Wheels, 
overshot  and  breast. 

Brown's  brook  is  fed  by  Long  pond.  Spruce  bfook  can  be 
turned  into  Little  river,  doubling  its  power.  Long  pond  can  be 
flowed.  Freshets  not  destructive.  Rock,  gneiss  and  mica  schist. 
Land  convenient  for  building.     Basin  one-fourth  wooded. 

Improvement  of  powers  here  would  benefit  the  town  greatly. 

Market,  Portland,  thirty  miles  by  road,  soon  by  P.  &  0.  R.  R. 

Cornish — ^York  County,  and  Hirah — Oxford  County. 
From  ike  Returns  of  Cornish  and  Hiram. 

[See  also  *•  CorniBh,"  and  <*Hiram."] 

Two  Powers. 

First,  "Allen's  Falls,"  on  Great  Ossipee  river,  half  a  mile  above 
the  Saco,  &11  three  and  a  half  feet  in  12  rods.  River  155  feet 
wide,  six  feet  deep,  velocity  of  current  60  feet  per  minute.  The 
privilege  is  not  now  used.  There  was  formerly  a  grist  mill  upon 
it,  with  dam  10  feet  high. 

Second,  "Warren's  Mill,"  about  one  mile  and  a  fourth  from 
Comishville.  It  was  burned  in  1849,  and  has  not  been  rebuilt. 
There  were  both  saw  and  grist  mills.  The  river  is  from  six  to 
eight  rods  wide  and  has  a  fall  of  eight  to  ten  feet  in  half  a  mile. 
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CoRNmLBK-SoMBRSBT   OOUNTY. 

jFVom  Selectmen's  Returns, 
Four  Powers. 

All  situated  on  the  east  branch  of  the  Wesserunsett  river. 

First,  two  miles  south  of  the  north  town  line ;  saw  mill  and 
shingle  machine. 

Second,  two  miles  below ;  saw  and  shingle  mills. 

Third,  one  mile  south  of  the  above ;  a  grist  mill. 

Fourth,  sixty  rods  below ;  shingle  machine. 

There  are  no  considerable  falls ;  a  succession  of  rapids.  The 
mills  operate  nearly  all  the  year ;  all  can  work  ten  months.  The 
power  is  only  partially  improved.  The  stream  is  the  outlet  of 
Wentworth  pond,  in  Athens,  two  by  three  miles.  Granite  abund- 
ant and  of  good  quality.     Basin  one-fourth  covered  with  woods. 

Market,  Skowhegan,  nine  miles  from  the  upper  mill  by  road. 

Cranbebbt  Isles — ^Hancock  County. 

From  Selectmen's  Statement, 
One  Power. 

A  tide  power  on  Great  Cranberry  island,  at  the  mouth  of  a  cr^k 
or  inlet,  where  a  dam  might  be  built  so  as  to  enclose  a  vast  body 
of  water  with  which  to  operate  at  low  tide.  Not  improved. 
Situated  near  Great  Cranberry  harbor,  which  is  open  at  all  seasons. 
Would  operate  a  large  amount  of  machinery. 

Crawford — WAsmNGTON  County. 

Statement  of  F.  Loring  Talbot,  Esq,,  of  East  Machias, 

Five  Powers. 

First,  on  the  East  Machias  river,  "  Ripplings  at  Bridge/'  10  feet 
fall. 

Second,  "  Pokey  Dam,"  nine  feet  fall,  on  the  East  Machias  river, 
at  the  outlet  of  "  Pokey"  or  Crawford  lake. 

Third,  the  "Barstow  Dam,"  one  mile  below,  12  feet  fall. 

The  above  powers  are  fed  by  Crawford  lake,  which  has  nine  feet 
head  of  flowage  over  its  surface  of  2. '7 5  square  miles,  and  also  by 
Shining  lake,  which  has  a  surface  of  six  square  miles. 

Fourth,  on  "  Barrows'-Lake  Stream,"  12  feet  fall ;  the  lake  has 
a  surface  of  1.50  square  miles. 

Fifth,  on  "  Seavey's  Mill  Brook,"  eight  feet  fall. 

The  water-power  and  township  are  owned  by  M.  J.  Tslbot, 
Esq.,  of  East  Machias. 
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Crystal  Towkship — Aroostook  County. 
StcdemeiU  of  E.  F,  Dinsmare,  Esq.,  of  Island  FaUs  Plantation, 

One  Power. 

On  the  outlet  stream  of  Crystal  lake,  which  is  three  miles  above, 
a  fall  of  fifteen  feet.  An  abundant  supply  of  water  can  be  had  by 
flowing  the  lake. 

Cumberland — Cumberland  County. 

Statejnent  of  (he  Selectmen, 
Three  Po-vers. 

Two  up-and-down  saws  driven  by  water,  will  operate  part  of  the 
year,  and  one  carding  machine. 

CusHiNQ — ^Knox  County. 

Selectmen's  Returns, 
One  Power. 

A  stave  mill  upon  it,  running  about  half  the  year. 

D  TowNsmp — Aroostook  County. 

Statement  of  Harrison  0,  Hussey,  Esq,,  of  MonticeUo. 

Water-power  in  this  township  on  the  tributaries  of  the  Medux- 
nakeag.    The  main  stream  is  fed  by  a  pond  of  considerable  size. 

Dallas  Plantation — ^Franklin  County. 

Statement  of  Aimer  Toothaker,  Esq,,  of  PhiUips. 

One  Power. 

At  the  outlet  of  Gull  pond,  a  good  privilege;  pond  covers 
0.65  square  miles,  and  can  be  flowed  several  feet.     Unimproved. 

Dalton — Aroostook  County. 

From  Selectmen's  Statement. 
Two  Powers. 

First,  on  Big  Machias  stream,  saw  mill  and  grist  mill ;  power 
sufficient  to  drive  an  up-and-down  saw,  and  clapboard  and  shingle 
machine,  and  two  runs  of  stones  the  year  through. 

Second,  on  Little  Machias  stream,  will  drive  machinery,  as 
above,  eight  months  of  the  year.  Saw  mill  and  grist  mill  now 
upon  it.  The  Big  Machias  is  connected  with  several  lakes  of  con- 
siderable size,  and  drains  a  large  extent  of  territory. 
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Dahabiscotta — ^LmooLN  Couimr. 

Selectmen? B  Betums, 

One  Power. 

A  tide  power ;  10  feet  fall  at  low  tide ;  not  improTed.  Proprie- 
torship unknown. 

Danforth — Washington  County. 

One  Power. 

"Butferfield  Privilege/'  on  the  Baskahegan  stream,  10  miles 
above  its  junction  with  the  Mattawamkeag  river. 

The  dam  is  about  seven  feet  high  and  may  be  made  two  feet 
higher  if  needed.  On  the  dam  a  single  saw  and  a  shingle  machine. 
Sufficient  power  to  drive  one  single  saw,  a  shingle  and  clapboard 
machine,  four  runs  of  stones  for  grinding  grain,  a  carding  and 
clothing  mill,  and  probably  more.  The  dam  flows  a  pond  some 
eight  miles  in  length  and  one-third  of  a  mile  in  width.  The  priv- 
ilege may  also  have  all  of  Baskahegan  lake,  containing  about  eigh- 
teen square  miles,  for  a  reservoir,  by  maintaining  a  dam  at  the  out- 
let, which  would  treble  the  power  for  the  whole  year. 

Good  markets  for  products. 

Datton — York  Countt. 
Statement  of  Z,  O.  tuples  and  J.  R,  Haley,  Esqs, 

[See  also  *<  Buxton  and  Dayton,"  and  **  Dayton  and  HoUia."] 

Seven  Powers. 

First,  Second,  Third,  Fourth,  etc.,  on  Hill's  brook,  which  flows 
from  a  remarkable  natural  fountain  or  spring,  and  abounds  in  falls 
sufficient  to  turn  a  grist  or  shingle  mill. 

Fifth,  "  Goodwin's  Mills,"  on  Goodwin's  or  Swan-pond  stream, 
fall  about  33  feet.     Various  mills. 

Sixth,  "  Wadlin  Privilege,"  a  few  rods  below,  large  fall ;  unim- 
proved. 

Seventh,  ten  rods  below,  "  Hanson  &  Pierce  Mill,"  16  feet  fall, 
grist  and  saw  mills. 

Dayton  and  Hollis — ^York  County. 
Statement  of  Z,  O.  Staples  and  J.  B,  Haley,  Esqs,,  of  Datton, 

[See  alio  «  Dayton,"  and  "HoUb."] 

Several  Powers, 
On  Oook's  brook,  which  flows  mostly  from  Bartlett's  pond  in 
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WaterboroQgh.  Excellent  privileges^  especially  those  situated 
near  the  Saco  river. 

Two  are  improved,  "  Clark's  Mills/'  grist,  stave,  and  shingle. 

One  mile  below,  ''Kimball's  Mills,"  40  feet  hXl,  saw  mill; 
power  not  all  used. 

Water  sufficient  to  operate  mills  nearly  all  the  year. 

Daytok  Plantation — Aboobtook  County. 

Statement  of  JohK  Oardiner,  Esq,,  of  Patten, 
One  Power. 

On  Crystal  stream,  a  saw  mill.  No  others  known  to  the 
reporter. 

Dbad  Biver  Plantation — Somerset  County. 

Statement  of  Hon.  Abner  Cobum. 
One  Fewer. 

"  Hurricane  Palls,"  near  the  northwest  comer  of  the  township, 
a  descent  of  eight  or  ten  feet,  banks  high,  dead  water  above  for 
five  miles. 

Dbblois — ^WAsmNGTON  County. 

From  Selectmen's  Statement. 
If  xuneroas  Powers. 

First,  the  "  Great  Falls,"  on  the  Narraguagus  river,  and  on  the 
county  road  leading  to  Beddington  on  the  north  and  Cherryfield 
on  the  south,  about  eleven  miles  from  tide  water,  and  where  the 
village,  comprising  about  120  inhabitants,  is  located.  The  falls 
extend  about  half  a  mile,  with  an  aggregate  descent,  it  is  esti- 
mated, of  nearly  50  feet,  embracing  a  succession  of  mill  privileges 
equal,  if  not  superior,  to  any  to  be  found  at  the  same  distance 
from  navigable  waters  within  the  county.  They  are  so  situated 
as  to  afford  superior  facilities  for  erecting  factories  of  almost  any 
description.  The  banks  on  either  side  are  high,  the  channel  of  the 
river  narrow  and  its  bed  ledgy,  so  that  the  expense  of  dams  would 
be  comparatively  trifling. 

Within  a  short  distance  of  Qreat  Falls  there  are  over  3,000  acres 
of  forest,  one-half  of  "  black  growth,"  pine,  spruce,  hacmatac  and 
cedar  timber;  the  other  half  of  old-growth  hardwood,  beech, 
yellow,  white  and  grey  birch,  oak,  rock  and  white  maple,  ash,  Ac. 
Vast  quantities  additional  suitable  for  cord  wood,  and  millions  of 
feet  of  hardwood  larg^  enough  for  plank  stock  and  ship  timber. 
The  timber  adjacent  is  sufficient  to  run  saw  mills  of  various  kinds 
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for  many  years,  and  to  justify  the  investment  of  tens  of  thousands 
of  dollars  with  prospect  of  a  generous  return. 

The  soil  is  excellent,  is  free  from  rocks ;  roads  are  constmcted 
with  the  utmost  ease ;  large  natural  meadows  ahound ;  g^at  num- 
bers of  cattle,  from  all  the  region  about  are  pastured  within  the 
town ;  muck  of  the  best  quality  is  abundant.  *'  We  are  anxious 
to  have  capitalists  come  in  and  improve  our  water-power,  and  in- 
dustrious workingmen  to  cultivate  our  excellent  soil.  The  pro- 
prietor of  these  lands,  Wm.  Freeman,  Jr.,  of  Cherryfield,  offers  the 
highest  inducements  as  to  terms,  to  farmers,  millmen,  or  manu- 
facturers." 

There  are  other  valuable  privileges  on  the  Narraguagus  river  in 
this  town,  none  of  which  are  employed.  Also  smaller  powers  on 
other  streams  which  might  be  turned  to  useful  and  profitable  ac- 
count. The  only  improvement  on  the  Great  Falls  is  a  shingle  mill, 
which  operates  without  the  aid  of  -a  dam,  by  the  natural  force  of 
the  current.  • 


Dedham — Hancock  County. 

From  SelectTnen'a  Returns, 
Powers. 

Five  already  in  use,  with  several  employed,  and  therefore  not 
reported,  all  situated  upon  Fitts  pond  stream. 

First  and  Second,  the  "  Fitts  Mills  ";  two  dams,  each  with  head 
and  fall  of  15  feet,  giving  a  total  fall  of  30  feet  in  less  than  one- 
fourth  of  a  mile.     Saw,  shingle  and  lath  mills. 

Third,  Fourth  and  Fifth,  "Dedham  Tannery"  ;  three  dams,  12, 
15  and  12  feet  high,  respectively,  and  total  fall  of  39  feet  in  about 
40  rods  distance.  Saw,  shingle,  lath,  stave,  and  flour  mills,  and 
tannery. 

The  mills  operate  all  the  year,  and  the  power  can  be  greatly  in- 
creased at  little  expense,  the  stream  being  fed  by  four  ponds,  one 
large  and  three  small.  The  tannery  privileges  have  two  additional 
ponds,  and  all  can  be  converted  into  reservoirs  of  great  capacity. 
Freshets  are  not  serious.  The  largest  pond  is  on  the  dividing  ridge 
betwixt  the  Penobscot  and  Union  basins,  and  when  greatly  swol- 
len pours  off  its  surplus  into  the  Union  river,  the  natural  and  usual 
outlet  being  into  the  Penobscot. 

Bocks,  coarse  granite,  suitable  for  rough  constructions.  Lay  of 
the  land,  suitable  for  mills,  etc. 
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Two-thirds  of  the  basin  covered  with  forests.    Improvement  of 
the  power  has  more  than  doubled  the  valuation  of  the  town. 
Market,  Bangor,  by  road. 

Deer  Isle — Hancock  County. 

Fnym  Selectmen's  Betums. 
Several  Powers. 

All  but  one  are  tide  powers ;  one,  with  dam  already  built,  can 
cany  a  large  amount  of  machinery.  A  carding  mill  on  a  brook. 
Two  tide  grist  mills.  The  tide  privileges  are  mainly  unemployed. 
Various  ponds  of  an  aggregate  surface  of  400  acres  might  be  turned 
to  account  for  reservoir  purposes.  Wheels,  two  overshot  and  one 
spiral. 

Denmark — Oxford  County. 

From  the  Report  of  Survey  of  ^  Gyrus  IngaUs  and  Joseph  Bennett, 
Esqs,;  Procured  and  Endorsed  by  the  Selectmen, 

X'ifteen  Powers,  or  More. 

The  most  important  are  on  the  outlet  stream  of  Moose  pond, 
Tvhich  covers  about  1,'700  acres,  is  about  seven  miles  long  and  from 
40  to  275  rods  wide. 

First,  at  the  outlet,  at  "  Denmark  Corner,"  the  "  Outlet  Dam." 
Thirteen  feet  head  and  fall.  A  good  stone  dam  70  feet  long  ex* 
tends  from  the  west  bank,  the  remainder  of  the  dam  being  of  wood 
for  log  slips  and  flumes  for  the  use  of  the  mills.  Saw,  grist,  stave, 
and  shingle  miUs. 

Second,  26  rods  below,  head  and  fall  nine  feet.  Good  stone  dam 
80  feet  long,  and  a  mill  26  by  56,  three  stories  high,  in  which  are 
various  saws,  etc. 

Third,  37  rods  below,  a  new  stone  dam  nearly  completed,  inten- 
ded for  a  starch  factory.    Head  eight  feet. 

Fourth,  30  rods  below ;  head  and  fall  15  feet,  good  split-stone 
dam,  90  feet  in  length  laid  in  cement  upon  solid  ledge.  Dam  flows 
about  700  square  rods.  Stave,  shingle,  clapboard,  planing  and  kit 
machines,  and  various  saws.     Also  a  large  cooperage. 

Fifth,  55  rods  below,  "  Long  Falls,''  20  rods  long ;  head  and  fall 
10  feet.  Bed  of  the  sti'eam  and  the  shores  are  smooth,  solid  ledge. 
A  dam  at  the  head  of  the  falls,  75  feet  long,  would  reach  from  bank 
to  bank,  and  pond  back  a  large  body  of  water ;  the  land  above  the 
head  of  the  falls  lies  nearly  level  with  the  surface  of  the  stream  at 
high  water  in  the  spring. 
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Sixth,  66  rodB  below,  ''Sjmonds'  Dam/'  head  and  fall  of  10  feet; 
banks  high,  a  dam  60  feet  in  length,  would  flow  an  area  of  400 
dquare  rods. 

Seventh,  at  the  foot  or  outlet  of  Little  Moose,  "Webster's  Falls," 
which  are  40  rods  long.  In  1807  a  dam  was  boilt  at  the  foot  of 
this  pond,  making  a  head  of  ten  feet,  for  the  purpose  of  driying 
logs  down  the  Moose  Brook  canal  into  Saco  river ;  dam  now  nearly 
rotted  away.  This  is  the  most  valuable  privilege  on  the  whole 
stream,  for  head  and  fall,  and  amount  of  water.  There  are  many 
small  streams  emptying  into  Moose  brook,  between  here  and  the 
upper  mills.  The  tract  of  land  upon  the  west  side  is  covered  with 
a  heavy  growth  of  pine  and  white  oak  timber,  the  best  in  the 
county. 

Eighth,  "  Lower  Palls,"  three  miles  below ;  head  and  fall  16  feet. 

Ninth,  Tenth,  etc.,  several  good  mill  privileges  between  Web- 
ster's falls  and  the  Lower  falls. 

Moose  brook,  from  the  upper  mills  at  the  foot  of  Moose  pond,  to 
Saco  river,  runs  parallel  with,  and  distant  about  200  rods  from  the 
county  road  leading  from  Denmark  comer  to  Hiram  bridge.  No 
estimate  of  the  volume  or  power  of  the  stream  frimished,  other 
than  which  is  involved  in  the  statement  of  the  capacity  of  the  res- 
ervoir. A  large  area  of  country  and  several  streams  are  tributaiy 
to  the  pond. 

Twelfth,  "  Holt's  Privilege''  at  West  Denmark  village,  on  a  pond 
of  six  acres  which  is  fed  by  a  pond  of  120  acres.  Fall  12  feet ; 
abundant  water  nearly  all  the  year  for  saw  and  grist  mill. 

Thirteenth,  at  the  foot  of  Granger  pond ;  64  feet  fall  in  264  rods  ; 
a  good  privilege  for  light  machinery  or  a  grist  mill.  Pond  can  be 
raised  six  feet  by  a  dam  without  damage.  Good  site  for  a  flour 
mill,  which  is  greatly  needed,  as  all  the  wheat  now  goes  out  of 
town  several  miles  to  be  ground. 

Fourteenth,  on  the  outlet  of  Fish  pond,  25  acres  and  fed  by  a 
pond  of  eight  acres  ;  fall  10  feet ;  a  shingle  mill. 

Fifteenth,  a  mile  below,  a  dam  flowing  a  large  tract  of  land ;  12 
feet  head  and  fall  may  be  had.  Two  ponds  empty  into  the  stream 
a  short  distance  above  the  dam,  making  an  excellent  privilege. 

Granite  abundant  in  all  the  town,  some  of  it  excellent.  Sufficient 
clay  for  bricks  in  various  localities.  Inexhaustible  peat  bogs  of 
the  best  quality.  Soil  excellent  for  fruit  and  com.  Two-thirds 
covered  with  forests,  pine,  hemlock,  spruce,  white  and  red  oak. 
bass,  etc.    The  Portland  &  Ogdensburgh  railroad  will  pass  in  our 
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»se  vicinity.    Transportation  now  by  Cumberland  &  Oxford  ca- 

[  and  by  road.    Market,  Portland,  85  miles  distant.    Wood, 

.25  to  $3.00  per  cord.    Labor,  $1.00  to  $2.00  per  day,  exclusiye 

board. 

"  We  offer  the  highest  inducements  to  capitalists ;  and  any  par- 

8  coming  in  to  improve  our  water-power  will  be  received  with 

B  utmost  &vor,  and  will  meet  the  most  liberal  advances.'^ 

Dbkkes  TowNsmp— Somsbsbt  Coumtt. 
SUUemerU  of  Heman  Whipple,  Esq.,  of  Solon. 

ve  Powers. 

First,  at  the  outlet  of  "Little-Big"  Wood  pond,  a  fall  of  86  feet 
half  a  mile.  Oood  chance  for  dams:  Pond  covers  1.85  square 
lies,  and  is  dammed  seven  feet. 

Second,  half  a  mile  below  the  east  line,  fall  10  feet.  Small  ponds 
)ove  for  reservoirs. 

Third,  "  Dennes  Falls,"  on  Sandy  stream,  in  the  east  part  of  the 
twH;  10  feet  fall,  formerly  a  grist  mill.     Oood  site.     Small  pond 
)ove,  can  be  flowed. 
Falls  above  on  the  branches,  10  and  12  feet. 

Dennysville — WAsmNGTOK  County. 
From  the  Betums  of  Peter  E.  Vose,  Esq, 

[See  also  **  DeQDjiTUle  and  EdmnncU."] 

'wo  Powers. 

First,  on  "  Wilson's  Stream,"  a  shingle  mill.  The  stream  is  not 
onstant,  having  no  reservoir ;  a  shingle  mill  might  run  four  to  five 
lonths  in  the  year. 

Second,  the  stream  empties  into  tide  waters  close  by  the  county 
oad  leading  to  Pembroke,  where  machinery  might  be  conveniently 
acated,  to  be  propelled  by  say  an  overshot  wheel  of  16  feet  diame- 
er.    The  tide  flows  to  the  mills  on  Dennys  river  in  this  village. 

Dbnkystillb  and  Edxukos — WAsmNOTON  County. 

From  (he  Beiumz  avdfrom  a  Plcm  of  the  Water-Power, 
Fumiehed  by  (he  Selectmen  of  Dennysville, 

[See  alio  '*Deim7B?iUe,'*  and  **  Bdmmidi.'^ 

Pive  Towers. 
All  on  Dennys  river,  the  outlet  of  the  great  Meddybemps  lake. 
First,  '*  Dennysville  Falls,"  at  the  village  of  Dennysville,  near 
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Cobscook  bay.  On  the  dam  at  the  village,  which  has  a  head  often 
feet  and  a  good  pond,  there  are  a  single  saw  mill,  one  gang  saw 
mill,  and  a  lath  machine  attached  to  each ;  also  shingle  machines 
for  winter  sawing,  one  grist  mill,  one  bone  mill,  two  pail  and 
chum  manufactories.  These  last  are  carried  on  by  Lincolns  & 
Eastman,  while  the  mills  are  the  property  of  Edmund,  Thomas  and 
Elizabeth  Lincoln.  There  is  water  sufficient  to  operate  these 
mills.  Sec,  three-fourths  to  seven-eigths  of  the  time  from  the  first  of 
April  to  the  first  of  December,  day  sawing.  They  will  cut  from 
2,500,000  to  3,000,000  feet  of  long  lumber  per  sawing  year,  and 
1,000,000  to  2,000,000  of  laths  and  shingles.  The  pail  factories 
are  capable  of  turning  out  100  dozen  pails  or  50  dozen  chums  per 
week,  and  the  grist  mill  can  grind  150  to  200  bushels  com  per  day. 

Second,  one  mile  above  ;  a  total  fall  of  twenty  feet  in rods. 

Unimproved. 

Third,  one-half  a  mile  above ;  a  fall  of  eight  feet  in . 

Unimproved. 

Fourth,  one  mile  above ;  a  fall  of  eight  feet.     No  improvement. 

Fifth,  about  one  mile  above ;  ten  feet  fall.     Not  improved. 

The  foregoing  powers  are  owned  by  the  Lincolns  aforesaid,  as 
also  nearly  all  the  banks  of  the  river  on  both  sides  for  several 
miles.  Good  roads  most  of  the  way  to  two  of  them.  A  gan^  saw 
mill  once  started  on  one  of  the  privileges,  which  was  destroyed  by 
fire.  The  total  fall  of  the  river  from  the  lake  to  its  mouth,  about 
twenty  miles,  must  be  250  feet.  Several  small  streams  empty  into 
the  river  in  its  course,  upon  some  of  which  logs  can  be  driven. 

The  volume  of  water  in  time  of  freshets  is  judged  to  be  from 
two  to  three  times  the  ordinary  volume.  No  serious  damage  has 
ever  been  caused  by  them.  The  river,  with  the  water  held  in  the 
lakes  by  the  dams,  can  be  depended  on,  excepting  in  an  unusually 
dry  time.  The  lay  of  the  land  is  such  in  connection  with  the 
powers,  that  .mills  and  workshops  can  be  conveniently  located. 
More  than  half  of  the  basin  must  be  covered  with  forests,  though 
it  has  been  mostly  cut  over.  But  timber  enough  is  left,  if  fires  do 
not  destroy  it,  to  supply  the  mills  for  many  years.  The  rocks  in 
the  vicinity  are  suitable  for  building  purposes,  and  the  soil  is  gen- 
erally a  clayey  loam.  If  our  water-power  could  be  brought  into 
use,  our  population  and  wealth  would  rapidly  increase. 

Lumber-laden  vessels  of  200  tons  come  within  half  a  mile  of  the 
mills. 
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Denntsvillb  and  TowNsmp  No  14 — Washington  County. 
SlcUemeyii  of  T,  W.  Allan,  Esq,,  of  DennysviUe, 

tree  Powers. 

First,  half  a  mile  from  the  north  line  of  Edmunds,  "  Stodder 
ps,"  on  Dennys  river.  Three-fourths  of  a  mile  long;  total  fall 
feet.  Good  chance  for  dam  at  the  head.  Owned  by  T.  W.  Allan 
d  the  Lincolns.     No  improvements. 

Second,  three-fourths  of  a  mile  above,  "  Clark's  Rips,"  40  rods 
ig ;  fall  six  feet.  No  improvement.  Pond  in  the  river  two  miles 
ig ;  a  dam  would  make  the  pond  half  a  mile  wide ;  green  timber 
ad,  old  growth.  Owned  by  T.  W.  Allan  and  the  Lincolns. 
Third,  two  and  a  half  miles  above  Clark's  rips,  "Bright's  Island 
ps";  fall  estimated  ten  feet.     No  improvement. 

Detroit — Somerset  County. 

From  Selectmen's  Returns, 
ae  Power. 

The  "  Rips,"  on  the  Sebasticook  river ;  fall  30  to  40  feet  in  one- 
urth  of  a  mile.  Power  estimated  equal  to  sawing  8,000,000  or 
), 000, 000  lumber.  Power  only  partially  improved;  a  tannery, 
70  saw  mills  and  a  shingle  mill  upon  it.  Mills  work  or  may  work 
I  the  year.  See  reservoirs  tributary  to  this  power  in  l^st  Table 
ige  95,  Part  II.  The  power  can  be  greatly  increased  by  the  use 
:*  these.  Machinery  of  ordinary  construction.  Rocks,  granite 
id  limestone,  suitable  for  building.  Total  products,  $100,000  or 
150,000  per  annum.  The  improvement  of  the  power  has  resulted 
I  a  large  increase  of  the  wealth  of  the  town. 
Market,  Bangor  and  Portland,  by  Maine  Central  Railroad. 

Dexter — Penobscot  County. 

From  (he  Statement,  and  from  Elaborate  Plans  of  the  WcUer-Poioer, 

Furnished  by  Josiah  Gro^,^  Esq. 

!wenty-eaght  Powers. 

Sixteen  of  the  above  are  situated  upon  the  outlet  stream  of  Dex- 
cr  pond.  Height  of  the  falls  142  feet  in  three-fourths  of  a  mile, 
r  160*5  feet  in  two  miles.  These  are  classed  together  as  "  Dexter 
•'alls." 

First,  next  below  the  outlet,  J.  &  G.  Abbott's  woollen  factory ; 
lead  and  fall  18  feet. 

Second,  J.  &  O.  Abbott's  saw  mill ;  head  and  fail  48  feet. 
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Third,  H.  G.  Parson's  carriage  shop,  occupied  bj  J.  C.  Grx: 
head  and  fall  nine  feet. 

Fourth,  C.  W.  Curtis  &  Co.,  carpenters'  and  sash  and  I'z: 
shop ;  head  and  fall  nine  feet. 

Fifth,  Geo.  Bailey's  carriage  shop ;  head  and  fall  nine  feet 

Sixth,  N.  Dusten  &  Co.'s  machine  shop  and  foondiy;  be»i  -d 
fall  12  feet. 

Seventh,  Penning^n  &  Tibbetts'  furniture  factory ;  hetd  ^ 
fall  10  feet. 

Eighth,  J.  &  Q.  Abbott's  grist  mUl ;  head  and  fall  22  feet. 

Ninth,  Dexter  mills  machine  shop ;  head  and  fall  16  feet. 

Tenth,  Dexter  mills  woollen  factory ;  head  and  fall  20  feet. 

Eleventh,  Charles  Shaw's  tannery ;  head  and  fall  nine  feet 

Twelfth,  Dexter  mills  picker  house ;  head  and  fall  11  feet. 

Thirteenth,  Dexter  mills  woollen  fJEtctory ;  head  and  M  16  f^. 

Fourteenth,  Dexter  mills  woollen  factory ;  head  and  M  IT  :V. 

Fifteenth,  lemon-box  factory,  occupied  by  Reuben  Flander? 

Sixteenth,  Francis  Hill's  woollen  factory,  occupied  by 

Campbell. 

As  appears  in  the  above  statement,  all  the  Mis  have  some  zi 
chinery  upon  them,  but  very  much  might  be  added.  The  amcr- 
of  manufactures  might  be  nearly  doubled.  An  excellent  site  k . 
cotton  or  woollen  mill  in  place  of  the  saw  mill ;  also  of  the  ^^' 
mill.  The  stream,  or  rather  the  pond,  will  furnish  forty  b-r^- 
powers  under  an  18-foot  head  all  the  year.  The  dam  at  thef^>:^ 
of  the  pond  usually  flows  it  about  eight  feet  in  the  spring.  Ar^i 
of  the  pond  not  far  firom  three  and  a  half  square  miles.  No  fresb^ 
water  all  kept  bac^.  Machinery  mostly  excellent.  The  l.^' 
wheels  are  an  overshot,  John  Tyler,  and  Reynolds'  turbine. 

Seventeenth,  on  the  same  stream,  just  below  its  junction  vri 
Spooner's  pond  stream,  unoccupied ;  head  and  fall  six  feet. 

Eighteenth,  on  the  same  stream,  near  the  south  line  of  tiie  torn 
Libbey's  saw  and  shingle  mill ;  head  and  fall  10  feet. 

There  are  a  number  of  privileges  upon  the  Sebaaticook  lue 
stream  in  the  north  part  of  the  town.  The  stream  is  rapid  as^ 
jather  inconstant.  Will  give  20  horse-powers  five  months  of  ^ 
year.  Never  has  been  a  tight  dam  or  good  machinecy  upoor*. 
Large  quantities  of  hemlock,  hardwood,  and  cedar  on  its  horderk 
territory.    On  this  stream  are  ^ve  privileges,  as  follows : 

Nineteenth,  Silver's  saw  mill ;  fall  10  feet. 

Twentieth^  belo^,  unoccupied ;  fiJl  eig^t  feet. 
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[Twenty-First,  about  a  mile  below ;  10  feet  fidl. 

Cwenty-Second,  somewhat  south  of  the  west  line  of  the  town, 

>ccupied ;  fall  12  feet. 

Dwenty-Third,  Charles  Jumper^s  saw  and  shingle  mill ;  fall  10 

t. 

Uwenty-Fourth,  on  a  branch  of  the  main  stream,  Silveir's  shingle 

[1 ;  faU  20  feet. 

Iwenty-Fifth,  at  the  outlet  of  Spooner's  pond,  saw  mill  and 

Ingle  mill ;  &11  IS  feet. 

rwenty-Sixth,  a  short  distance  below  on  the  same  stream,  unoc- 

pied ;  six  feet  fell. 

Spooner's  stream  will  furnish  15  horsepowers  from  five  to  seven 

mths  of  the  year.    A  good  dam  at  the  outlet  of  the  pond.    The 

mduskeag  stream  will  furnish  10  horse-powers  four  months  in 

e  year.    ^Two  privileges  on  said  stream  noticed  as  follows : 

Twenty-Seventh,  unoccupied ;  10  feet  fall. 

Twenty-Eighth,  on  a  branch ;  20  feet  fall ;  formerly  a  saw  mill 

ion  it. 

Abundant  slatestone  on  all  the  privileges,  which  is  sometimes 

ied  for  building ;  two  stories  of  the  largest  factory  are  built  of  it. 

le  improvement  of  the  power  has  doubled  the  population  and 

ebled  the  wealth  of  the  town. 

Market,  Portland  and  Boston,  by  Dexter  &  Newport  fiaikoad, 

ii  connections. 

DiGKEYvuxB — Aroostook  County. 

From  tke  Asse^sor^  Beduma, 
ine  Powers. 

First,  on  the  Dufour  brook,  not  employed ;  at  low  water  about 
vo  feet  square  in  bulk.  6ood  site  for  grist  and  saw  mill.  The 
il  averages  about  one  in  nine.    Rocky. 

Second  and  Third,  on  Oagnon  brook,  about  three  feet  square  in 
nlk,  and  if  the  upper  part  were  cleared  would  be  considerably 
lore.  One  saw  null  three  miles  back,  and  two  other  mills  near 
t.  John  river,  grist  and  saw,  small  branch  coming  from  the  north- 
rest  joining  at  lower  mill.    Sandy  soil ;  much  buckwheat  raised. 

Fourth,  on  Bosignol  brook,  size  as  No.  1,  stream  takes  its  rise 
'om  a  small  lake  six  miles  in  the  interior.  Privilege  is  not  em- 
loyed,  bat  is  an  admirable  one. 

Fiftii,  on  Bourgoin  brook,  saae  as  No.  1 ;  not  employed ;  good 
utilities  for  building ;  one  mile  from  last  mentioned. 

n 
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Sixth,  on  Cyr  brook,  small  saw  mill  near  river  St.  John.  Buns 
only  in  high  water. 

Seventh,  on  Gagnon  brook,  a  grist  mill ;  power  not  quite  as 
strong  as  first  named. 

£ighth,  takes  its  source  from  the  two  small  Bourgignon  lakes. 
About  a  foot  square  at  low  water. 

Ninth,  runs  a  small  saw  mill,  and  is  about  same  force  as  last 
named  at  low  water. 

The  above  brooks  are  capable  in  high  water  of  running  consid- 
erable machiney ;  but  the  parties  owning  ilie  privileges  are  poor, 
and  have  means  to  erect  buildings  and  machinery,  merely  to  sup- 
ply their  own  wants.  The  powers  work  only  in  summer  time, 
spring  and  fall.  On  some  of  these,  reservoirs  could  be  built  cheap- 
ly, to  supply  the  mills  all  winter.  No.  6  ground  12,000  bushels 
grain  last  year  with  one  set  "burrs."  No  export;  aU  for  home 
consumption. 

DixFnBLU — ^OxFORn  Countt. 

Statement  of  the  Selectmen. 
Seven  Powers. 

First,  on  Webb's  river,  at  its  junction  with  the  Androscoggin, 
not  of  the  largest  class,  but  not  excelled  as  to  quality,  in  the  State. 
It  will  operate  throughout  the  year  a  saw,  grist,  shingle,  carding 
and  threshing  mill,  a  carriage  factory  and  tannery,  all  of  which  are 
in  active  operation.  A  woolen  factory,  in  operation  here  thirty 
years,  was  burned  down  in  spring  of  1868. 

Fall  from  the  dam  to  the  Androscoggin  river,  29  feet  in  200  of 
Tun.  The  bottom,  sides,  and  bank  of  the  stream  are  solid  granite, 
and  are  favorable  for  the  location  of  structures.  The  dam  can  be 
raised  several  feet  higher,  if  so  desired.  The  mill  pond  connected 
above  is  five  miles  long,  four  rods  wide,  and  12  feet  deep  on  the 
average. 

The  power  and  the  beautiful  village  connected  are  18  miles  from 
Bryant' s-Pond  Railroad  Station,  and  13  miles  firom  North-Jay  Sail- 
road  Station. 

Second,  five  miles  above,  unoccupied.  Volume  of  water  three- 
fourths  of  No.  1 ;  fall  six  feet  in  100  of  run.  Easy  of  access,  by 
land  or  water. 

The  outlay  of  a  few  hundred  dollars  in  building  a  dam  at  the 
outlet  of  Webb's  pond,  would  render  both  the  above  powers  con- 
stant even  in  the  most  extreme  drought,  and  very  gready  increase 
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3ir  efficiency.  The  pond  is  Biz  miles  long  and  one  and  a  half 
les  wide.  A  head  of  nine  feet  could  be  raised  npon  it. 
Third,  on  Newton  brook,  "  Wells'  Mills/'  saw,  shingle,  and 
reshing ;  200,000  feet  boards,  and  as  many  shingles ;  with  good 
m  and  wheels,  double  might  be  done ;  head  and  fall  11  feet;  six 
eight  months. 

Fourth,  above,  fall  nine  feet ;  volume  nearly  equal  to  No.  1 ;  a 
w  mill  in  former  years. 

Fifth,  above,  saw  mill  and  thresher ;  t&w  months.  260,000  feet 
tards ;  bead  and  &I1  15  feet.  This  stream  overflows  in  freshets, 
oducing  much  grass. 

Sixth,  on  ''  Seven  Mile  brook,"  at  East  Dixfield ;  saw  and  grist 
ill ;  operate  respectively  four  and  12  months ;  160,000  feet  of 
mber ;  stream  subject  to  heavy  freshets  from  mountams.  Three 
lies  to  North-Jay  Station. 

Seventh,  an  overshot  power  on  "Siberia  Brook;''  saw  and 
lingle  mill ;  fall  20  feet. 

Several  more  small  powers  in  town  uBoecupied. 
Market,  Lewiston  and  Portland,  chiefly  by  rail.  » 

DiZMONT — Penobscot  County. 
Statement  of  W,  B.  Ferguson,  Esq.,  and  the  SeUcimen. 

•our  Powers. 

First  and  Second,  Dixmont  Centre  Falls.  One  is  fed  by  a  pond 
overing  200  acres  which  is  raised  eight  feet ;  the  other  by  the 
ame  and  by  another  pond  of  100  acres  which  is  flowed  10  feet. 

Third,  a  power  at  North  Dixmont ;  fed  by  a  pond  of  T5  acres, 
?hich  is  flowed  10  feet. 

Fourth,  at  the  outlet  of  Skinner  pond,  fall  of  20  feet  may  be  had ; 
onnerly  a  dam  and  mill ;  pond  covers  300  acres,  and  can  be  flow- 
d  10  feet,  together  with  a  large  tract  of  swamp.     Unimproved. 

Improvements :  three  saw  mills,  one  axe  factory,  two  shingle 
knd  one  grist  mill.  The  saw  mills  run  about  four  months,  grist 
aill  nine  months. 

Market,  Bangor,  by  road. 

Dover — ^Piscataquis  County. 

Statement  of  (he  Selectmen. 
Fen  Powers* 

First,  "  Dover  Oreat  Falls,''  at  Dover  village,  on  PiscataquiB 
river;  &lls  28*6  feet  in  825  feet. 
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ImproTements :  one  woolen  mill  of  100  horae^power,  one  grist 
mill,  four  runs  of  atones  of  80  horae-power.  This  is  not  more  than 
half  of  the  power  of  the  falls  in  a  common  season.  There  oan  be 
dams  upon  ib/b  he^d  waters  of  said  rirer  so  as  to  raise  the  power 
at  these  falls  to  600  horse. 

Second,  on  Piscataquis  river,  100  rods  below  the  bridge  at  DoTer 
irillage ;  height  of  fall,  six  feet.    Uuooeupied. 

Third  "Dover  Lower  Village  .Falls,"  on  Ptscataqnis  river,  at 
Bast  Dover ;  height  of  dam  nine  feet. 

Improvements :  saw,  grist,  shingle  and  clt^boaid  mills.  This 
commands  all  the  water  that  passes  the  "  Qreat  Falls"  at  Dover 
village.    The  dam  at  East  Dover  flows  the  river  two  miles. 

Fourth,  *'  Dover  South  Mills,"  on  Black  stream,  dam  12  feet  high. 

Improvements :  saw  and  shingle  mills,  operate  all  the  year. 

Fifth,  ''  Sias-Brook  Power,"  suitable  for  a  shingle  mill.  Not  oc- 
onpied. 

Sixth,  "Ayer's  Falls,"  on  Black  stream,  not  occupied. 

Seventh,  on  Alder  stream,  a  shingle  mill. 
•  Eighth,  Ninth,  Tenth,  etc.,  on  Black  stream  and  Alder  brook, 
suitable  for  shingle  mills.     Not  used. 

Union,  Stearns,  and  scroll  wheels.  Bock,  granite,  lime  and  slate; 
land  level  about  the  river  and  of  a  superior  quality  for  fanning. 

Market,  Bangor,  35  miles ;  railroad  building,  open  in  fall  of  1869. 

DkVSMBN — LiNQOiJr  OOVKTT. 

From  S^ectmen'a  Betwms. 
Six  Powers* 

First  and  Second,  on  Goud  stream ;  former  30  feet  fall  in  100  of 
distance ;  latter  10  feet  in  40  feet.  Orist  and  saw  mill ;  operate 
six  months ;  percussion  wheel,  formerly  an  overshot,  which  gave 
much  more  power.  A  large  bog,  175  acres,  could  be  flowed  eight 
feet  at  little  expense.  Range  of  water  about  six  feet.  Would  cut 
100,000  of  lumber,  and  grind  9,000  bushels  of  grain. 

Third,  Fourth,  Fifth  and  Sixth,  on  Gardiner  stream,  averaging 
each  about  25  feet  in  a  total  distance  of  two  miles ;  small  part  of 
the  power  used.  Formerly  a  good  grist  mill  and  saw  mill ;  both 
now  greatly  dilapidated ;  would  »«w  990,000  to  400,000  of  lumber. 
Stream  could  work  six  months  with  the  present  volume  of  water. 
Poorest  sort  of  wheels. 

Stoeam  connected  with  two  ponds ;  Gardiner  pond  150  acres  in 
extent  and  20  feet  deep ;  also  a  large  bog  betweea  the  lake  and 


mill,  500  acres,  which  might  be  flowed  four  or  Ave  feet  with  ease. 
Second  pond  about  70  acres.  The  stream  might  be  made  to  carry 
two  or  three  saw  mills. 

Stone  not  good  for  building.  No  forest  on  basin ;  stream  low  in 
summer. 

Market,  at  home. 


Drew  Plantation— Putobsoot  Oouktt. 

StaiemerU  of  D.  Butters,  Esq.,  of  Prentiss. 

Tliree  Powers. 

First,  "  The  Palls,"  on  Meadow  brook,  one  overshot  wheel  of 
large  diameter  could  be  operated. 

Second  and  Third,  further  up ;  a  dam  eight  or  ten  feet  would  flow 
at  each  point  a  very  large  tract  of  low  flat  land,  perhaps  500  acres. 
There  is  no  improvement  at  any  of  the  privileges.  Btone  suitabte 
for  building  close  at  hand. 

Duck-Trap-Gbant  Plantation — Penobscot  County. 

Statement  of  the  Asse^ors  of  Independence  Plantation. 

Several  Fowera. 

The  "  Jimsketticook  Rapids,''  on  the  Mattawamkeag  river,  just 
below  the  mouth  of  the  Crossuntic  stream.  The  &U,  which  is 
judged  to  be  from  80  to  40  feet  in  a  mile,  affords  several  points  at 
which  dams  could  be  located  $  the  banks  are  high  on  each  side, 
dead  water  above  for  12  miles.  In  the  drouth  of  summer  the 
water  at  ike  fall  is  15  rods  wide,  and  from  two  to  five  feet  deep. 

The  Mattawamkeag  at  this  point  drains  1,100  square  miles,  and 
is  fed  by  numerous  large  lakes  and  ponds.  In  addition,  by  build- 
ing a  dam  at  the  falls,  a  breadth  of  land  30  to  40  rods  wide  on  the 
sides  of  the  river  can  be  converted  into  reservoir,  and  a  bog  three 
or  four  thousand  acres  in  extent,  which  now  are  flowed  from  four 
to  twlelve  feet  in  freshets.  There  is  unquestionably  power  enough 
here,  readily  commanded,  to  build  up  a  great  manufacturing  city. 

The  European  &  North  American  Eailway  will  pass  directly  by 

the  powers. 

Enormous  amounts  of  lumber  in  the  region,  hemlock  bark  for 

tanning,  etc. 

None  of  the  power  is  used. 
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Durham — Androscoggin  County. 

From  Selectmen's  Betums. 
Three  Powers. 

First,  on  the  outlet  of  a  small  pond  in  the  western  part  of  the 
town ;  grist  mill,  and  saw  mill  which  cuts  40,000  feet  yearly. 

Second,  in  the  northeast  part  of  the  town ;  grist  and  shingle 
mill ;  small  stream. 

Third,  near  Southwest  Bend ;  grist,  saw,  shingle,  and  clapboard 
mills,  cut  40,000  feet  boards  annually. 

Mills  work  about  eight  months  in  the  year.  Large  peat  bogs  in 
the  westerly  part  of  the  town. 

Market,  Lewiston,  ten  miles,  by  road. 

Dtbr-Brook  Plantation — ^Aroostook  County. 

l^atem^TU  of  8,  D,  Fhilpot,  Esq. 
Two  Powers. 

First,  on  Dyer  brook. 

Second,  on  a  brook  not  yet  named. 

E  Plantation — ^Franklin  County. 
From  (he  Assessors'  Returns, 

Numerous  Powers. 

There  are  two  sets  of  falls  on  the  Sandy  river.  The  upper  have 
a  descent  of  about  30  feet ;  the  lower  consist  of  four  successiTe 
pitches,  which  average  about  20  feet  each.  They  are  capable  of 
carrying  a  large  number  of  mills,  and  have  an  abundant  supply  of 
water  the  greater  part  of  the  season.  They  are  located  on  the 
road  leading  from  Phillips  to  Rangely  lake.  There  is  any  amount 
of  timber  in  their  vicinity,  which  can  be  got  to  the  privileges  on  a 
down-hill  grade;  there  is  also  a  good  market  for  manufactured 
lumber. 

Other  falls  are  situated  on  the  north  branch  of  the  Sandy  river, 
the  descent  of  which  is  ninety  feet. 

Eastbrook — ^Hancock  County. 

Two  Powers,  or  More. 

First,  on  the  outlet  stream  of  Molasses  pond,  "Macomber's 
Saw  Mill ;''  the  ^ond  covers  2.25  square  miles  and  10  feet  depth 
of  storage  are  already  commanded  upon  it;  two  feet  more  are 
feasible. 
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Second,  at  the  outlet  of  Scammon  pond,  a  saw  mill.  Scammon 
pond  covers  one  square  mile,  storage  not  reported.  It  is  fed  bj 
Abram's  pond,  0.80  square  mile,  10  feet  storage,  and  by  Molasses, 
area  and  storage  as  above. 

No  others  in  use. 

East  LnrxRiioBE — Andboscoooik  Oountt. 
From  Selectmen's  Returns, 

[See  alao  <*  Eut  LirenDore  and  LlTermore.''] 

Two  Powers. 

First,  a  privilege  on  the  Johnny  brook ;  a  small  power ;  works 
about  half  the  time. 

Second,  a  privilege  on  the  Norris  brook ;  a  small  power ;  works 
about  half  the  time. 

East  Liverhork  and  Livbruobk — Androscoggin  County. 

From  Returns  of  the  Selectmen,  and  the  Statements  of  H,  W. 
HuUMns  and  Hollis  Turner ,  Esqs.,  and  of  James  Bridge,  Esq., 
of  Augusta. 

[See  alao  **  Bait  liTermore,*'  and  "  LiTermore.*^ 

One  Fewer. 

'^Livermore  Falls,''  on  the  Androscogg^  river;  height  of  the 
natural  fall  22  feet  in  30  rods,  upper  fall  14  feet,  then  eight  feet 
fall  in  30  rods.  The  dam  located  on  the  crest  of  the  upper  fall  is 
seven  feet  high,  making  the  total  head  and  fall  29  feet.  It  can  be 
raised  seven  feet  more. 

The  power  due  to  the  total  available  fall,  36  feet,  the  volume  of 
water  being  assumed  16  per  cent,  less  than  at  Lewiston,  or  79,900 
cubic  feet  per  minute  at  lowest  run,  is  5,436  horse-powers  gross, 
or  21*7,440  spindles.  The  increase  to  be  derived  upon  use  of  the 
reservoirs  tributary  to  the  river,  above,  may  be  inferred  from 
inspection  of  pages  84-86,  Part  II. 

During  the  summer  of  186T,  the  proprietors  built  a  very  excel- 
lent dam,  of  crib  work,  filled  in  with  stone  in  its  whole  extent,  as 
strong  a  construction  as  can  be  made  except  of  split  granite.  It 
was  built  with  a  view  to  future  enlargement,  and  can  be  raised 
seven  feet  without  damage  from  flowing. 

The  land  on  both  sides  of  the  river  is  peculiarly  well  adapted  to 
the  location  of  manufacturing  establishments.  A  company  from 
Massachusetts,  years  ago,  negotiated  for  the  privilege,  with  a 
view  to  canalling  and  improvements  on  the  Livermore  side,  but 
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failed  to  make  any  arrangement  on  acconnt  of  dlsagreemeBt  aeu 
price. 

The  rock  in  the  immediate  vicinily  of  the  falls  is  fit  forfosui*. 
tions  and  other  rough  work.  Very  excellent  granite  is  ^wm 
within  two  miles.  Bricks  of  excellent  quality  for  building  w^^ 
delivered  at  the  falls,  1868,  for  $6  per  thousand. 

Of  the  5,436  horse-powers,  probably  not  over  one  hundred  i: 
in  use,  operating  a  saw  mill,  grist  mill,  and  some  other  sc*: 
establishments. 

The  Rocomeka  Company  are  the  chief  proprietors  of  the  pow3 
They  own,  in  addition  to  the  saw  mill,  a  buildings  nearly  nev,  id 
by  30  feet,  three  stories  high,  and  a  fifty  horse  steam  bie 
attached  for  heating  purposes.  Building  has  been  used  fox  tii! 
condensation  of  milk ;  but  sufficient  quantities  not  being  proconiir 
in  the  vicinity,  the  manufacture  will  probably  be  abandoned,  ^: 
the  whole  property  put  into  the  market. 

The  privilege  is  regarded  by  experts  as  second  to  none  on  ;k 
river  except  that  at  Lewiston,  and  to  that  only  in  sum  of  powd. 
not  in  availability  and  facilities  for  improvement. 

Market,  all  points,  by  railroad,  which  passes  close  beside  tk 
power. 

The  view  accompanying  this  statement  represents  but  M 
more  than  the  fall  produced  by  the  dam. 

East  MAcmAS— WAsmNOTON  Cottntt. 

From  Selectmen's  Returns. 
Six  Powers.' 

AU  of  the  above  are  within  two  miles  of  tide  water,  four  of  te 
on  the  main  (East  Machias)  river,  and  two  on  Ohace's  stream. 

The  four  privileges  on  the  main  river  are  situated  between  tk 
head  of  tide  and  Hadley's  lake,  a  distance  of  three  miles;  total  de- 
scent in  that  distance,  47  feet. 

First,  "  Lower  Mills,"  at  the  head  of  tide ;  height  of  mill  posi 
9.8  feet  above  mean  high  water;  three  saw  mills  with  lath  miEi» 
not  much  used  at  present,  two  grist  mills  and  one  planing  mill. 

Second,  "Upper  Mills,''  2,000  feet  by  the  course  of  the  rive? 
above  the  lower;  height  16.8  feet,  or  25.6  feet  above  tide;  tw^ 
double  saw  mills  or  four  single  saws,  and  two  lath  mills.  Tlire^ 
saws  are  about  constantly  employed. 

Third,  between  these  two  dams,  the  water  is  rapid ;  a  dammig^^ 
be  thrown  across  at  any  point.    At  present  the  privilege  isoccB^ 
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pied  only  by  a  gang  and  a  single  saw  mill,  with  griat  mill  and  lath 
mill. 

Fourth,  "  Jacksonville  Mills/'  one  and  three-fourths  miles  by 
the  river  above  the  upper  mills,  with  a  fhrther  elevation  of  about 
12  feet ;  thence  to  Hadley's  lake,  about  one  mile,  and  a  further 
elevation  of  about  10  feet. 

The  above  privileges  are  of  very  unusual  excellence.  The  form 
of  the  land  and  the  condition  of  the  bottom  and  banks  are  such  as 
to  admit  of  the  economical  development  of  the  power.  The  g^nd 
reservoirs  situated  just  above  furnish  a  great  supply  of  water  close 
at  hand.  The  powers  are  near  tide  water  and  have  ready  access 
to  the  sea.  Freshets  are  unknown,  the  great  lakes  equalizing  the 
flow  of  water ;  no  damage  of  any  sort  has  been  caused  by  flood  for 
60  years. 

Upon  reference  to  page  132,  Part  II,  it  will  be  seen  that  22 
square  miles  of  lakes  and  ponds,  not  including  the  smaller,  are 
tributaiy  to  this  power,  nearly  all  of  which  are  already  flowed  for 
log-driving  purposes.  A  storctge  of  six  feet  upon  20  square  miles 
would  yield,  for  10  hours  per  day,  312  days  a  year,  upon  the  fall 
from  Hadley  lake  to  the  tide,  a  gross  power  of  1,600  horse,  or 
64,000  spindles.  To  this  should  be  added  the  ncUurcU  flow  of  the 
river  to  arrive  at  its  constant  manufacturing  power.  But  in  fact 
the  storage  could  be  used  in  six  months  or  less,  the  natural  flow 
of  the  river  sufficing  all  demands  for  the  rest  of  the  year. 

Fifth  and  Sixth,  at  the  outlet  of  Gardiner's  lake  on  Ghace's 
stream,  which  enters  the  main  river  above  the  Upper  falls.  Stream 
is  three-fourths  of  a  mile  long,  and  its  descent  in  that  distance  to 
the  main  river  is  30  feet ;  two  single  saws,  two  lath  mills,  one 
shingle  mill.  At  the  point  of  confluence  the  main  river  is  30  feet 
above  tide ;  Gardiner's  lake,  therefore,  is  60  feet  above  sea  level. 
Upon  this  stream  are  two  single  saws,  two  lath  mills,  and  one 
shingle  mill. 

Gardiner's  lake  covers  8.60  square  miles.  If  stored  to  the  depth 
of  six  feet,  it  would  yield  for  the  working  hours  of  the  year  upon 
the  whole  fall  to  the  tide,  a  gross  power  of  840  horse  or  88,600 
spindles.  This  is  the  storage  alone.  Remarks  as  to  availability 
of  the  privileges  upon  the  main  river  apply  here  also. 

Not  over  one*fourth  of  the  whole  power  upon  these  various 
privileges  is  now  employed  in  saw  and  grist  mills.  The  dams  are 
not  tight ;  there  is  no  economy  in  the  use  of  water ;  the  machinery 
though  good,  is  not  the  best  for  economising  power. 
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Mills  operate  from  the  15th  of  March  to  the  16th  of  December; 
might  work  all  the  year  but  for  the  difficulty  of  getting"  stock  to 
the  mills  after  the  ponds  are  frozen. 

I  The  water  of  both  the  main  river  and  Ghace's  stream  being 

purified  by  subsidence  in  the  lakes  above,  is  adpiirably  adapted 

!  for  paper-making  and  for  chemical  and  bleaching  purposes. 

j  Granite  is  abundant  on  Hadley  lake.     Lumber  and  other  build- 

ing material  are  of  course  abundant  and  cheap. 

1  Parties  proposing  the  development  of  this  power  will  meet  with 

I  substantial  aid  and  cooperation.    The  privileges  are  all  owned  in 

I  the  vicinity. 

.  Market,  all  points  reached  by  sea  where  lumber  is  wimted. 

I  The  view  given  in  connection  with  this  statement  is  that  of  the 

[  "  Lower  Falls,"  with  a  mere  glimpse  of  the  "  Upper  Falls  '*  under 

^  the  bridge. 

I 

Easton — ^Aroostook  County. 

k 

From  a  Staiement,  and  a  Plan  of  the  Streams ,  Famished  by 
Albert  WkUcomb  and  David  B.  MarsUm,  Esqs. 

'  Four  Powers. 

First,  "Wartman's  Saw  and  Shingle  Mills.'' 

Second,  "  Marston's  Mills,"  on  the  Presque  Isle  river  of  the  Si 
John,  dam  10  feet,  could  be  25 ;  saw,  shingle  and  lath  mill,  loca- 
ted on*  a  good  road,  or  at  the  crossing  of  two  roads.  Saw  mill  and 
shingle  mill  can  operate  all  the  year. 

Third,  half  $t  mile  above,  on  a  good  road ;  dam  could  be  14  feet 
high. 

All  the  machinery  is  of  inferior  quality ;  small  ponds ;  basin  is 
heavily  wooded. 

Fourth,  below  Marston's  mill ;  not  occupied. 

EaSTPORT — WASfflNOTON    CoUNTY. 

From  (he  Selectmen's  Betums,  and  a  Plan  of  the  Toum. 

Three  Powers. 

First,  "  Big  Cove,''  contains  100  acres,  bare  at  low  tide,  depth 
at  mouth  20  feet,  would  require  a  long  dam. 

"  Price's  Cove,"  would  require  dam  260  feet  long,  would  be  bnt- 
tressed  by  rock  at  each  end.    Dam  could  be  built  easily. 

"  Shackford's  Cove,"  would  require  dam  200  feet  long,  rock  at 
both  ends.    Dam  could  be  built  easily.    Mean  rise  and  fall  of  the 
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tide  18  feet ;  powers  could  operate  16  hours  out  of  the  24.    None 
of  the  privileges  are  in  use. 

Eaton-Obakt  PLAKTAnoN — Aboostook  County. 

From  the  Assessors*  StcUement. 
four  Powers. 

First,  "one  of  the  best  unoccupied  water-powers  in  the  county/' 
on  the  Little  Madawaska  stream,  which  is  2(H)  feet^n  width  and 
40  miles  in  length.  Its  last  two  miles  of  length  are  in  this  planta- 
tion, and  in  each  mile  it  falls  40  feet. 

The  power  is  of  unusual  excellence.  The  stream  is  compara- 
tively constant  in  its  supply,  and  the  facilities  for  improvement 
are  firstrrate.  Mills  are  needed  in  this  region.  Good  soil,  vast 
amount  of  lumber. 

Second,  Third  and  Fourth,  smaller  powers. 

Eddikgton — Pkkobscot  County. 

From  Selectmen's  Returns, 
Four  Powers. 

On  the  Davis  stream,  total  fall  45  feet  in  three^fourths  of  a  mile. 

The  power  is  sufficient  to  saw  2,500,000  long  lumber  and  5,000,- 
000  shingles.  On  the  first  dam,  saw,  shingle  and  clapboard  mills. 
On  the  second  dam,  shingle,  three  grist,  and  carding  machines. 
Mills  operate  all  the  year  except  in  severe  drouths.  Stream  con- 
nected with  two  ponds  of  about  1000  acres.  Sock  abundant. 
Basin  one-fourth  covered  with  woods. 

Market,  Bangor,  six  miles,  by  road ;  and  by  water  for  long 
lumber. 

Edsn — Hancock  County. 
Fotir  Powers. 

First,  "Hadley's  Mills,"  in  the  west  part  of  the  town ;  stream 
fed  by  a  pond. 

Second,  above,  "Higgin's  Saw  Mill.'' 

Third  and  Fourth,  on  Eagle-pond  stream,  two  saw  mills ;  stream 
fed  by  three  or  four  small  ponds. 

Edoecomb — ^Lincoln  County. 

From  Selectmen's  Returns, 
Four  Powers. 

First,  on  branch  of  Sheepscot  river,  a  mile  from  Wiscasset  vil- 
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lage ;  tide  grist  milli  80  bashels  per  day ;  pond  of  five  acree ;  ft 
eight  feet.    Kendall  wheel. 

Second,  on  a  pond  in  centre  of  the  town ;  grist  and  Bhingi^  wi 
fall  18  feet,  300  bushelfl  of  grain  per  day;  will  work  vnk; 
cessation ;  pond  about  200  acres.  Blake  wheel.  Power  odhr^ 
used. 

Third,  below,  a  grist  nuU ;  fall  15  feet,  60  bttshelB  per  d; 
Works  aboilt  six  months ;  pond  about  20  acieB.    Tub  y/rheel 

Fourth,  on  branch  of  Sheepscot  river,  four  miles  from  Wiseaf^ 
formerly  saw,  grist,  clothing  and  carding  miDs,  now  in  rnmg: 
16  feet.     A  reservoir  might  be  formed,  of  500  acres,  and 
all  the  water  from  Second  and  Third  mills.    If  said  wat^-p 
were  improved,  it  would  be  one  of  the  most  valuable  in 
county. 

Edinburg — Pekobscot  Couktt. 
StaiemeifU  qf  8.  E.  BtUxMar  and  Iwac  Foster,  J^s. 

[See  aim  "  Aliabiug  aad  PtiHiduBkMg.'^ 

Six  Powers. 

^'Labalister  Bipa,"  near  the  eoutii  line  of  the  town  on  He&iR 
stream,  10  feet  fall ;  not  improved. 

"  Little  Falls,^'  above,  15  feet,  no  improvement. 

"  Long  Rips,''  above,  12  feet,  no  improvement. 

"  Slate  Falls,''  above,  11  feet,  no  improvement,  dead  we 
above,  which  may  be  made  a  large  reservoir. 

Also  two  powers  on  Pollard  brook.    Not  used. 

EdINBUBG  and  PaSSADUMKEAG — PSNOBSCOT  COXTSTY. 

From  the  Statement  of  S.  K  Batchelor,  Esq, 
One  Power. 

"  Passadumkeag  Rapids,"  on  Penobscot  river.  The  fell  is  st- 
feet  in rods. 

The  bottom  of  the  river  is  solid  ledge,  well  adapted  to  the  U 
tion  of  a  dam.    Length  of  dam  required,  about  200  feet. 

The  west  bank  in  Edinburgh  is  about  15  feet,  and  the  east  J^i 
about  four  feet  above  the  river  at  a  high  stage;  the  easthaik:- 
ledge.    The  land  lies  level.     Canals  can  be  constructed  with  ear 

The  privilege  is  owned  by  Isaac  Poster  of  Argyle.  It  is  regard- 
ed an  excellent  location  for  mills  of  any  description ;  especially  t;> 
a  tannery,  as  vast  quantities  for  tanning  material  sae  readilj  p- 
curable  in  the  vicinity. 
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Edmunds — Washuigton  County. 

From  the  Belums  o/Feier  E.  Vose  and  T.  W.  AUan,  Esqs,,  of 
Demnyavifle,  and  of  the  Selechnen  qf  JEdmwid$. 

[See  also  **  Besnysrilie  and  Bdnmndf .''] 

Nine  Powers. 

First,  on  Cathance  stream,  the  "  Mill  Seat/'  one  mile  from  the 
mills  at  Dennysville ;  ten  feet  head ;  not  improved.  Rock  bottom 
and  sides  to  the  stream ;  good  chance  to  locate  mills. 

Second,  Third,  Fourth  and  Piflh,  "  The  Flume,"  within  three 
miles  of  the  Mill  Seat,  fall  averaging  from  six  to  15  feet  each.  No 
improvements ;  good  chance  to  improve. 

Sixth,  "Great  Works,"  four  miles  from  Dennysville  by  the  river; 
a  gang  saw  mill,  recently  erected,  owned  by  Hobart,  Vose  and 
others.  The  head  and  fall  here  are  about  11  feet,  and  the  pond  has 
an  area  of  at  least  1000  acres.  This  mill,  taking  into  considera- 
tion the  amdunt  of  water,  head  and  speed,  ought  to  cut  2,500,000 
to  3,000,000  feet  of  long  lumber  per  sawing  year.  There  is  also 
a  lath  and  shingle  machine  connected  witl^  the  same.  This  is  a 
good  power, — is  owned  in  Dennysville.  The  lumber  is  hauled  to 
and  shipped  from  Dennysville,  vessels  of  100  tons  taking  it  at  the 
wharves. 

The  Gaihance  lake  is  the  reservoir,  six  or  seven  square  mUes  in 
extent,  the  outlet  dam  having  six  feet  head. 

Fourth,  a  saw  mill  and  a  lath  machine,  in  the  same  building,  on 
Bell's  Meadow  brook. 

Fifth,  on  Burnt  Cove  stream,  unimproved ;  a  privilege  of  some 
capacity  for  a  part  of  the  year. 

Sixth  and  Seventh,  on  Little-Falls  stream ;  both  good  privileges. 
One,  the  *'  Bock,''  one  mile  from  tide  water  at  Cobscook  bay,  with 
a  dam  of  about  40  feet  in  length  and  eight  feet  in  height,  would 
carry  a  number  of  machines  for  manufacturing  purposes.  The 
other  privilege,  the  "Falls,''  is  of  about  the  same  capacity  as  the 
"Rock." 

Eighth,  at  the  mouth  of  Little-Falls  strefion,  an  excellent  tide 
privilege,  pond  covers  30  acres,  can  saw  14  hours  per  day ;  will 
3ut  500,000  of  lumber  yearly  with  single  saw.  , 

Ninth  and  Tenth,  of  somewhat  less  capacity,  but  if  located  in 
)ome  parts  would  be  in^proved  to  profit. 
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Elliot — ^Yobx  County. 
SUUemerU  of  (he  Selectmen, 
There  is  no  water-power  in  the  town  of  Elliot,  large  or  sail. 

Eluotsvillb — ^Piscataquis  Countt. 
Several  Powers* 

One  only  improved,  on  Wilson  stream,  a  saw  mill. 
Stream  fed  by  Wilson  pond,  covering  three  square  miles,  s&cri 
four  or  five  smaller  ponds,  which  sum  two  or  three  square  mE^ 

Ellsworth — Hancock  Countt. 

From  the  Staiement  of  Hon.  JSugene  Hale,  and  from  the  Betuv 

ofihe  Board  of  Selectmen. 

Tbirty«>Nine  Powers. 

First  to  Fifth,  inclusive,  on  Card's  stream,  upon  which  tiiere  hit 
been  two  saw,  one  shingle,  one  grist,  and  a  carding  raiU.  Nitii 
operation  for  several  ye^ars. 

Sixth  to  Tenth,  inclusive,  on  Beach-Hill-pond  stream ;  (me  cr 
improved  ;  a  dam  and  shingle  mill. 

Eleventh  to  Sixteenth,  inclusive,  on  Reed's-pond  stream  ;tr 
dams  and  mills ;  the  others  unoccupied.  Height  of  the  fall,  ^ 
feet  in  half  a  mile. 

Seventeenth  to  Twenty-Eighth,  inclusive,  on  Branch-pond  st7t£ 
fall  90  feet  in  three  miles. 

Twenty-Ninth  to  Thirty-Ninth,  inclusive,  "  Ellsworth  Fall? 
the  principal  power  in  town,  situated  on  the  Union  river,  at  i^ 
worth  village  and  above,  the  total  fall  being  86  feet  in  aboat  t^i 
miles,  or  "  one  hundred  feet  in -two  and  a  quarter  miles."  Adu^ 
this  point  the  river  is  level  for  a  long  distance,  the  upper  dam  dur- 
ing the  current  back  about  ten  miles  and  slackening  it  12  or  1) 
miles. 

For  a  statement  of  the  reservoirs  tributary  to  this  serifs  " 
powers,  see  pages  13Y-188,  Fart  II,  of  this  Report.  The  eDom--:'! 
storage  now  held  upon  the  ponds  is  used  almost  exclnsiTelv:^ 
Iqg-driving  purposes. 

Freshets  have  caused  but  trifling  damage  upon  this  river,  i^ 
none  for  the  past  25  years  worth  mentioning.  The  range  fircxo  I"* 
to  high  water  may  be  perhaps  six  feet,  where  the  river  is  nan*.  ■ 
The  water  now  being  employed  wastefuUy  sometimes  rons  Iot  '^ 
severe  drouths. 
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The  mills  work  about  seven  months  in  the  year ;  lie  still  in  the 
winter  and  early  spring.  They  might  be  worked  all  the  year,  so 
far  as  regards  supply  of  water. 

The  machinery  has  not  been  applied  with  any  view  to  economiz- 
ing power;  the  wheels,  etc.,  are  quite  ordinary. 

Rocks  in  the  vicinity,  talcose  slate,  suitable  for  building.  Lay 
of  the  land  about  the  falls  for  almost  the  entire  two  and  a  quarter 
miles  on  the  main  river  is  favorable  for  the  location  of  mills,  work- 
shops, boarding-houses,  etc.  Excellent  opportunities  offer  for 
canalling  and  dividing  the  waters  of  the  river.  At  one  point, 
rather  more  than  a  mile  from  tide  waters,  a  canal  can  be  run  for 
over  half  a  mile,  with  a  fall  of  32  feet,  and  in  no  way  interfering 
with  the  privileges  above. 

The  power  is  employed  almost  exclusively  in  the  manufacture  of 
lumber.  The  mills  have  been  running  50  years;  have  largely 
increased  in  numbers  in  the  last  20  years,  during  which  time  the 
population  of  the  town  has  increased  from  2,000  to  5,000,  and  its 
valuation  in  corresponding  ratio. 

Average  annual  production,  35,000,000  feet  of  long  lumber, 
200,000  sugar-box  shocks,  2,000,000  laths,  5,000,000  shingles, 
200,000  clapboards,  and  a  large  quantity  of  smaller  stuff.  Value 
of  annual  production  estimated  from  $700,000  to  $950,000. 

Accessibilify — ^The  falls  are  situated  upon  tide  waters  and  can  be 

approached  by  vessels  drawing feet  of  water.    The  river 

below  the  fall  is  frozen  about  four  months  of  the  year. 

Market,  New  York,  Boston,  Portland,  and  Cuba ;  all  reached  by 
sea.  * 

Embuen — Somerset  County. 

[See  ftlso  **  Bmbden  And  Solon."] 

From  Returns  of  Selectmen,  and  of  William  Atkinson,  Esq. 
Five  PowerSy  or  llore. 

First,  12  rods  below  the  outlet  of  Embden  pond,  two  saws, 
shingle  and  treshing  machine,  and  turning  lathe.  The  fall  from 
the  outlet  to  the  mill  is  13  feet.  The  dam  at  the  mills  raises  no 
head  on  the  pond. 

Second,  80  rods  below,  saw  and  grist  mill  and  other  machinery. 
Lay  of  the  land  excellent  upon  both  privileges.  Freshets  have  no 
effect.    Very  small  part  of  the  power  used. 

The  Embden  pond  covers  2.50  square  miles,  is  fed  by  a  large 
extent  of  tributary  country,  and  by  several  ponds.  It  can  be 
made  a  reservoir  of  very  great  capacity  when  needed.    The  water 
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firom  it  is  warm  in  winter,  so  that  there  is  no  trouble  from  kc : 
never  freezes  at  the  outlet  nor  in  frbct  for  miles  below  it 

Third,  abundant  and  quite  valuable  pover,  upon  tiie  Sereik-lGi 
brook. 

Fourth,  Fifth,  etc.;  sufficient  to  drive  a  conaideraUe  uumi  c^ 
small  machinery  nearly  all  the  year. 

''  We  have  all  the  natural  advantages  here  for  a  great  ma&ifit 
turing  community,  climate,  soil,  labor,  agricultural  prodQctki< 
and  water-power." 

The  Somerset  Railroad  is  now  building  to  this  point. 

Embdek  and  Solon — Somerset  Govntt. 

From  the  Betums  of  Joseph  P,  BusvoeU,  miiborig^,  <^  &k 

Endorsed  by  ^  Selectmen, 

[Sm  also  «<  Bmbdeo,"  and  "Solon."] 

One  Power.  I 

The  "  Carratunk  Falls,"  on  the  Kennebec  riv^,  one  mile  dkd 
from  the  bridge  across  Fall  brook  in  Solon  village.  Fall  20  ^ 
perpendicular,  at  the  head  of  which  a  dam  ten  feet  high  cii  :i 
made,  giving  about  30  feet  head  and  fall,  or  equal  to  the  head  sA 
fall  at  Lowell. 

The  volume  of  water  at  this  point,  estimated  as  43  per  centkfl 
than  at  Augusta,  would  yield  for  the  extreme  low  summer  ran  L-  j 
very  dry  season,  06,900  cubic  feet  per  minute  for  11  boon  aoiMl 
giving  on  a  30*foot  fall  a  gpross  power  of  about  5,500  hone,  or  t:l' 
000  spindles. 

The  volume  of  wtter  can  be  more  than  trebled  by  tbe  use  <^f  ti« 
reservoirs  above  for  storage.  See  reservoirs  of  the  Dead,  Mv\*' 
and  upper  Kennebec  rivers,  pages  95  -  97  ;  also  page  98,  Part  II 

The  facilities  for  canalling  by  the  falls  and  along  the  rirer  h:: 
a  distance  of  three-quarters  of  a  mile,  are  very  good.  Natert  *^ 
parently  has  done  the  grading  completely ;  no  engineer  eould  icr: 
the  ground  better.  The  panel  of  land,  160  acres  or  more,  vi*ir 
the  bounds  of  the  county  road  on  the  east,  the  Falls  road  on  ts: 
north,  the  river  on  the  west,  and  Fall  brook  on  the  south,  about  •:* 
mile  north  and  south  by  one-fourt}^  mile  in  breadth,  is  eqnftlijvd 
graded  for  the  erection  of  buildingps  sufficient  to  accommodate  u 
population  necessary  U>  work  all  the  mills  that  the  whole  powcf '^ 
the  Kennebec  may  drive.  If  more  room  is  wanted,  a  levd  pJ^ 
extends  about  two  miles  north  and  south  by  half  a  mile  wide,  ea^ 
of  the  county  road,  affording  ample  space  for  a  good-siaed  dtt 
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*he  northerly  two-thirds  of  the  160  acres,  lying  between  the 
nty  road  and  the  river,  is  owned  by  three  or  four  individuals, 
3  reside  on  the  road  and  whose  lots  extend  west  to  the  river. 
J  "westerly  half  of  this  plain  along  the  river's  bank  is  covered 
h  young  wood  and  no  doubt  may  be  purchased  at  a  fair  value, 
/oolidge  and  Bodwell  own  some  half  a  dozen  acres  abreast  of 
falls,  including  the  water*power.  B.  F.  Rowell  of  South  Solon, 
Q8  the  power  on  the  west  side  of  the  river,  in  the  town  of 
bden. 

rhere  is  plenty  of  stone  suitable  for  mortar  walls,  and  an  excel- 
t  granite  quarry  on  the  river  bank  fifteen  miles  above,  with  good 
ilities  for  boating  down  the  river.  Brick  clay  and  sand  are 
indant  in  almost  every  direction  within  a  mile  or  a  mile  and  a 
f  of  the  falls. 

rhe  terminus  of  the  Somerset  railroad,  now  constructing,  will 
in  the  immediate  vicinity  of  the  falls. 

Enfield — Pknobsoot  County. 
From  Selectmen's  Statement, 

[See  abo  «  Enfield  and  fiowland."] 

rnr  Powers. 

On  the  outlet  of  Cold-Stream  pond ;  which  has  an  area  of  about 
:  square  miles.  The  entire  series  of  privileges  is  called  "  Treat's 
IUb.''  The  height  of  the  falls  is  about  60  feet  in  80  rods.  There 
ve  been  four  dams  upon  the  falls  within  the  distance  above 
med.  There  are  now,  saw  mills,  shingle  and  grist  mill  upon  the 
ivilege.  Machinery  inferior;  old  style  "ladle-board''  wheel, 
pacity  of  the  pond  can  be  increased  by  the  erection  of  dams, 
eshets  have  no  effect. 

Rocks,  granite  in  part,  good  for  building.     Lay  of  the  land  ex- 
llent.     One-half  the  basin  of  the  stream  covered  with  forests ; 
naber  was  formerly  manufactured  here ;  less  now. 
Market,  Bangor,  by  railroad  and  river. 

Enfield  and  Rowland — Penobscot  Couot't. 
From  ike  Statement  of  the  Boards  of  Selectmen. 

[See  alflo  "  Enfield,"  and  *•  Howlaod  " 

ne  Power. 

''  Piscataquis  Falls,''  on  Penobscot  river.    Height  of  fall,  21  feet 
ght  inches.    The  river  is  about  900  feet  wide.    Dams  can  be 
rmly  established.    Banks  are  about  25  feet  above  the  river,  so 
18 
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that  its  surface  can  be  raised  as  required.  A  lock  is  built  upon 
one  end  of  the  fall,  to  pass  steamboats  and  river  craft.  A  long 
tract  of  dead  water,  above,  would  serve  for  a  feeder.  The  power 
is  that  due  to  the  entire  volume  of  the  Penobscot  river  at  this 
point,  which  on  a  fall  of  20  feet,  is  some  thousands  of  horse- 
powers. 

The  European  &  North  American  Railway  is  now  constructing 
by  the  side  of  this  privilege. 

No  part  of  the  power  is  improved. 

Etna — Penobscot  Countt. 
Two  Powers. 
First,  a  shingle  mill  on  Kinsley  stream. 
Second,  a  saw  mill  on  Kinsley  stream,  in  the  east  part  of  the 

town. 

■ 

Both  intermittent,  operating  only  at  time  of  high  water. 

Eustis  Plantation — Franklin  County. 
Statement  of  J,  M,  Haynes,  Esq,,  of  Augusta. 

Six  Powers. 

First,  on  Dead  river,  "  Eustis  Falls,"  six  miles  above  Flagstaff, 
one-half  mile  below  the  confluence  of  the  North  and  South 
branches,  fall  12  to  20  feet. 

Second,  on  South  branch  or  Saddleback  river,  "Buttermilk 
Falls,"  10  feet,  good  site ;  large  flowage. 

Third,  "Bloomfield  Rapids,"  above,  50  feet  in  100  rods,  good 
site. 

Fourth,  "  Sawyer  Falls,"  above,  26  feel  in  20  rods ;  good  site, 
large  flowage. 

Fifth,  on  the  North  branch,  "  Eustis-River  Falls,"  12  feet,  excel- 
lent site ;  dam,  saw  and  grist  mill. 

Sixth,  on  Stratton  brook,  "  Stevens'  Mill,"  saw  and  shingle. 

Exbtbb — Penobscot  Oountt. 

From  Selectmen's  Betums* 
Ten  Powers. 

First,  on  Kenduskeag  stream,  shingle  and  grist  mill,  fall  10  feet, 
•capacity,  500,000  shingles  per  year ;  grist  mill  runs  eight  montiis. 

Second,  on  the  same,  saw  mill,  &11  12  feet,  capacity  500,000  of 
lumber  a  year,  could  do  more. 
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Third,  on  the  same,  saw  and  shingle  mUl.  Saw  miQ  capacity, 
600,000  per  year ;  shingle  machine,  300,000 ;  fall  11  feet,  could  do 
more. 

Fourth,  a  shingle  mill  on  the  same,  fall  10  feet;  capacity 
300,000  per  year. 

Fifth,  on  the  same,  saw  and  shingle  machine,  and  two  runs  of 
stones ;  fall,  12  feet ;  saw  mill  capacity,  300,000 ;  shingle  mill 
about  800,000. 

Sixth,  on  the  same,  shingle  mill,  a  nine-foot  fall. 

Seventh,  on  the  same,  grist  mill,  machine  shop,  carriage  shop 
and  tan  yard ;  fall  11  feet. 

Eighth,  on  the  same,  not  now  in  use,  formerly  a  shingle  mill ; 
fall  12  feet ;  of  one-fourth  greater  capacity  than  either  the  other 
privileges. 

Ninth,  shingle  and  grist  mill  upon  the  "Andrew's  Brook ;''  fall 
nine  feet ;  can  cut  200,000  shingles,  can  grind  about  four  months. 

Tenth,  on  the  "Atkins'  Brook,"  capacity  as  No.  9. 

Fairfield — Somerset  Countt. 

From  Selectmen's  Returns. 
Five  Powers. 

First,  at  "Kendall's  Mills,"  a  dam  across  the  Kennebec  river 
gives  a  fall  of  22  feet  in  three-fourths  of  a  mile  ;  works  all  the 
year ;  is  owned  by  the  Kendall's  Mills  Water-Power  Company,  C. 
II.  Fobs,  Secretary.  The  value  of  yearly  products  is  estimated  at 
$250,000.  The  principal  market  is  Portland,  Boston  and  New 
York. 

Second,  at  "  Somerset  Mills,"  a  dam  across  the  Kennebec  river 
produces  a  fall  of  12  feet ;  on  this  dam  are  located  seven  saw  mills 
and  other  machinery;  works  all  the  year;  is  owned  by  Silas 
Bates  and  £.  &  £.  J.  &  G.  W.  Lawrence.  Fstimated  value  of 
yearly  products  is  $T5,000. 

The  extreme  low  run  in  a  drouth,  assumed  as  31  per  cent,  less 
than  at  Augusta,  or  117,300  cubic  feet  per  minute  for  11  hours  a 
day,  would  yield,  for  the  hours  specified,  on  the  total  fall  of  34 
feet,  a  gross  power  of  7,540  horse,  or  301,000  spindles. 

Not  over  half  of  the  power  at  Kendall's  Mills,  and  not  over 
one-fourth  at  Somerset  Mills,  is  now  used.  The  power  is  suscep- 
tible of  very  great  increase  by  the  use  of  reservoirs  above.  See 
storage  basins  of  the  Sandy,  Carrabasset,  Dead,  Moose,  and  upper 
Kennebec  rivers,  pages  94-97  ;  also  page  98. 
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Third,  on  Martin  stream,  about  100  rods  from  the  Kennebec 
river  and  Somerset  Railroad ;  fall  15  feet  in  abont  10  rods ;  saffi- 
cient  power  to  carry  four  saw  mills  the  most  of  the  year ;  unim- 
proved. 

Fourth,  on  the  same  stream  at  Blacknell's  Mills,  so  called,  North 
Fairfield,  a  saw  mill,  grist  mill,  and  other  machinery ;  worik:s  nearly 
all  the  year ;  located  on  the  centre  road  leading  to  Skowhegan. 

Fifth,  about  four  miles  up  the  stream  from  this  point,  located  on 
the  road  leading  to  Norridgewock ;  fall  about  12  feet  in  ten  rods ; 
of  sufficient  power  to  carry  four  saw  mills  the  greater  part  of  the 
year ;  saw  mill,  a  tannery  and  other  machinery.  The  power  might 
be  very  mnch  increased  by  removing  obstructions  at  the  head  of 
the  stream.  The  principal  timber  in  the  vicinity  is  hardwood, 
hemlock  and  cedar,  A  very  good  granite  quarry  within  a  mile  of 
the  stream.  The  water  powers  are  located  in  the  best  farming  sec- 
tion of  the  town,  the  soil  being 'a  clay  loam. 

Falmouth — Cumberland  County. 
From  Materials  Furnished  by  Hon,  F,  0.  J.  Smith,  and  by  (he 

Selectmen, 

[See  also  «  Falmoath  and  Westbrook.^'] 

Pour  Powers. 

First,  "  Presumpscot  Falls,"  on  the  Presumpscot  river,  two  and 
a  quarter  miles  by  the  course  of  the  river  from  Casco  bay,  being 
the  lowest  water-power  upon  the  river.  This  privilege  is  owned 
by  a  corporation  known  as  the  Presumpscot  Land  and  Water- 
Power  Company.  The  corporation  propose  erecting  a  dam  at  the 
falls,  900  feet  in  length  and  22  feet  above  mean  low  tide,  and  con- 
ducting the  water  from  the  pond  thus  formed,  by  canal,  to  a  point 
in  the  "lower  harbor"  of  Portland,  where  eleven  feet  of  water  are 
found  at  mean  low  tide.  The  flats  from  the  adjacent  shore  out  to 
this  point  will  be  filled  in,  and  extensive  accommodations  for  mills 
and  factories  be  thus  formed,  where  ships  can  discharge  into  and 
receive  cargo  directly  from  the  buildings. 

The  power  at  Cumberland  mills  a  few  miles  above,  is  2,018  horse 
power  gross  on  20  feet  of  fall.  The  power  of  "  Falmouth  Palls'' 
will  not  probably  be  found  to  exceed  2,400  horse-power  at  a  low 
stage  of  river  and  at  low  tide.  This  at  least  in  the  present  condi- 
tion of  the  reservoirs. 

The  increase  of  power  that  can  be  conmianded  at  this  point  bj 
the  use  of  the  storage  basins,  may  be  seen  upon  reference  to  pages 
143-44,  Part  II,  of  this  Report. 
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rhe  canal  is  already  considerably  advanced  toward  completion, 
ng  100  feet  wide  at  its  base  and  narrowest  points,  and  130  broad 
its  surface,  and  ten  feet  deep  in  the  shallowest  parts, 
i  hydraulic  dock  is  contemplated,  into  which  vessels  with  or 
fchout  cargoes  can  be  lifted  by  means  of  a  lock  350  by  60  feet, 
1  the  dock  being  discharged  at  low  tide,  if  so  required,  the  ves- 
s  be  left  high  and  dry  upon  a  cradle  or  outspread  bed  timbers, 
e  dock  will  contain  25  acres.  Other  basins  and  reservoirs  above 
s  will  be  formed  by  the  canal  embankment,  with  an  aggregate 
;a  of  50  acres. 

The  Grand  Trunk  railway  runs  by  the  side  of  this  property.  The 
lin  improvements  will  be  within  about  a  mile  of  the  Victoria 
larves  in  Portland  harbor. 

The  water-power  being  that  resulting  from  the  volume  of  the 
lole  Presumpscot  river,  will  be  to  a  remarkable  extent  character- 
ed by  equability,  by  exemption  from  both  freshets  and  low  water. 
Material  for  the  best  of  bricks  is  afforded  by  the  entire  body  of 
il  in  the  vicinity ;  granite  (gneiss)  is  abundant  and  accessible, 
d  building  materials  of  all  sorts  can  be  dropped  from  the  rail- 
ay  upon  the  premises  of  the  corporation. 

The  corporation  intend  to  build  only  a  saw  mill  and  several  ice- 
mses,  and  for  the  present  to  supply  privileges  by  sale  or  rent, 
id  to  leave  to  individual  capitalists  and  corporations  the  work  of 
ecting  the  required  superstructures. 

The  above  statement  is  condensed  from  the  printed  report  of  the 
)mpany,  which  may  be  had  upon  application  to  the  Hon.  Francis 
.  J.  Smith  of  Portland,  a  member  of  the  corporation.  The  report 
its  forth  the  singular  advantages  of  the  privilege  with  great  per- 
)icuity  and  force. 

This  corporation,  or  rather  the  member  referred  to,  holds  a  char- 
»r,  granted  March  15,  1836,  by  the  Legislature  of  Maine,  author- 
ing the  construction  of  a  canal  from  the  Androscoggin  river  at 
ethcl  to  Songo  pond,  the  head  waters  of  the  Presumpscot  river, 
hich  canal  should  command  the  delivery  of  the  Pleasant  river,  a 
ranch  of  the  Androscoggin,  for  its  feeding.  The  charter  further 
athorizes  the  building  of  a  dam  across  the  Androscoggin  at  any 
oint  in  Bethel,  which  shall  not  raise  the  surface  thereof  at  any 
oint  over  four  feet,  and  which  shall  not  direct  the  water  of  the 
iver  (Androscoggin)  into  the  canal  aforesaid.  The  construction 
f  the  canal  would  therefore  not  affect  the  manufacturing  capacity 
)f  either  the  Androscoggin  or  the  Presumpscot,  except  to  the 
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amount  of  substracting  the  delivery  of  the  Pleasant  river  from  the 
one  and  adding  it  to  the  other.  This  would  be  the  case  at  least 
except  perhaps  in  times  of  great  freshets  upon  the  Androscoggin. 
The  canal  would  be  from  four  to  five  miles  long,  and  could  be 
"  constructed  with  insignificant  cost.-' 

Second,  the  "Lower  Falls."  on  the  Piscataqua  river;  a  good 
dam,  a  grist  mill,  and  spoke-and-hub  manufactory ;  fall  16  feet  in 
60.  Machinery  operates  all  the  year.  Oentre-vent  wheel.  The 
stream  is  connected  with  Goose  pond.  Freshets  quite  heavy,  no 
damage  to  the  mills.  The  lay  of  the  land  for  mills,  Ac,  is  good. 
Yearly  products  of  the  spoke-and-hub  manufactory,  about  $4,000. 

Third,  "  Piscataqua  Upper  Palls,"  one-fourth  of  a  mile  above, 
fall  14  feet ;  saw  mill  cuts  250,000  lumber  per  year,  with  water 
enough  to  saw  double  the  amount,  and  half  the  year  water  enough 
to  run  double  the  present  machinery.     Wheel,  spiral-vent. 

Fourth,  an  excellent  tide  power,  dam  280  feet,  about  seven 
feet  head,  a  firslrclass  grist  mill,  can  run  15  hours  in  24,  grind 
400  bushels  in  the  time  with  one  run  of  stones.  The  mill  has 
made  60  bushels  of  meal  in  an  hour.  Pond  about  six  acres 
terminating  in  a  creek  into  which  the  tide  flows  about  one  and  a 
half  miles,  and  which  receives  the  drainage  of  more  than  1,000 
acres  by  numerous  brooks.  Vessels  drawing  eight  and  one-half 
feet  can  go  to  the  mill. 


Falmouth  and  Westbrook — Cumberland  County. 

[See  also  "Falmouth,"  aDd  "Westbrook."] 

One  Power. 

It  has  been  contemplated  to  build  the  Martin's-point  bridge 
solid,  and  by  the  means  to  convert  the  pond  above  into  a  reservoir 
for  a  tide  power.  The  area  of  the  cove  above  the  bridge  is  about 
768  acres,  estimated  firom  the  county  map.  The  mean  rise  and  fall 
of  the  tide  is* about  nine  feet.  An  important  part  of  the  con- 
struction material  required  is  on  the  spot  in  the  abutments  of  the 
bridge.  The  lay  of  the  land  is  such  on  the  left  bank  as  will 
admit  of  the  location  of  any  number  of  mills  under  the  most  favoi^ 
able  conditions.  The  parties  interested  propose  to  build  the  dam, 
the  county  furnishing  toward  it  only  the  cost  of  a  common  pile 
bridge,  and  to  keep  it  in  good  repair  for  a  roadway  (constructed 
on  the  dam)  free  of  all  expense  to  the  county  for  a  period  of  99 
years. 
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fbjectioiis  to  the  plan,  based  upon  the  presamed  injury  to  Port- 
1  harbor,  are  believed  to  be  of  no  considerable  weight.  The 
isumpscot  being  derived  from  a  lake,  whose  waters  are  purified 
subfiidence,  yields  but  very  little  silt  at  the  utmost,  and  the 
at  part  of  this  would  settle  in  the  reservoir  above  the  dam.  A 
dging  machine  would  remove  in  a  few  days  all  such  accumula- 
Qs  as  would  make  below  the  dam  in  a  long  period  of  years. 
Che  power  being  close  upon  the  Grand  Trunk  Railway,  and 
on  navigable  water,  would  be,  it  is  believed,  of  unusual  value 
milling  purposes,  and  other  adapted  uses. 

Farmingdale — ^Kennebec  Countt. 
Statement  of  Selectmen. 
There  is  no  water-power  in  this  town. 

Farmington — Franklin  County. 
From  Selectmen's  Returns, 

[See  alflo  *<  ChestervUle  and  Farmington."] 

hree  Powers,  etc. 

First,  on  the  Temple  stream,  saw  and  grist  mill ;  the  former  runs 
U  and  spring,  and  the  latter  all  the  year. 
Second,  three  miles  above,  saw  mill. 

Third,    on  the  Fairbanks  mill  stream,   grist  and  saw  mills, 
perate  part  of  the  year. 

Abundant  and  excellent  rock,  for  building  purposes,  and  an  im- 
lense  quarry  of  granite  in  the  immediate  vicinity  of  Farmington 
alls. 
Other  small  powers  of  no  present  importance. 

Fayette — Kennebec  County. 

From  Selectmen's  Returns, 
Ive  Powers. 

First,  "  Fayette  Mills,"  owned  by  K.  B.  Dunn,  14  feet  fall  in  a 
an  of  12  feet ;  is  about  half  improved  by  scythe-shops,  running 
en  trip  hammers,  with  required  machinery  to  finish  scythes.  Mills 
rork  all  the  year ;  the  machinery  is  not  of  the  best  construction 
or  economizing  power.  The  stream  is  connected  with  and  fed  by 
line  large  ponds.  See  second  Table,  page  84.  The  rocks  about 
he  fall  are  of  a  slaty  character  and  are  good  for  building  purposes. 
[^he  lay  of  the  land  is  good  for  the  location  of  mills  and  workshops. 


280  WATXE  POWBB  01*  MADTB.  [Bub  B. 

Second,  in  the  west  part  of  tho  town,  14  leet  &U ;  power  to  dikt 
three  saws,  two  turning  lathes,  planer  and  moulding  ittcbse. 
Mills  operate  all  the  year.  Stream  connected  with  three  pocfbci 
considerable  size ;  the  land  around  the  falls  is  adapted  to  imprcTr 
ment. 

Third,  in  the  northerly  part  of  the  town,  11  feet  fall;  $ps? 
power,  improved  in  four  saws ;  works  nine  months ;  one  pos^i. 

Fourth,  in  the  southerly  part  of  the  town,  20  feet  fall,  wo: 
carry  three  saws  and  a  shingle  saw ;  works  six  months ;  fed  h 
the  Berry  pond,  which  might  be  cheaply  dammed  so  as  to  as; 
the  mills  the  year  round. 

Fifth,  fifty  rods  below,  15  feet  fall ;  not  improved. 

Flagstaff  Plantation — Somerset  County. 
Statement  of  J,  M,  JBdynes,  Esq,,  of  Augusta, 

One  Power. 

On  the  outlet  stream  of  Flagstaff  pond,  grist  mill  and  saw  el 
pond  covers  2.75  square  miles. 

FORESTVILLB  PLANTATION — AbOOSTOOK  CoUNTY. 

From  the  Statement  of  Dominicus  Harmon,  mUtariffid. 

Seven  Powers. 

First,  on  Otter  brook  near  the  Aroostook  river,  fall  ten  fee:  . 
shingle  mill. 

Second,  a  short  distance  above,  a  fall  of  ten  feet  can  be  h\ 
No  improvement. 

Third,  on  Cane  brook,  a  good  site  for  a  grist  mill  on  the  bant^' 
the  Madawaska.     Unimproved. 

Fourth,  on  Greenlow  brook,  a  good  mill-site  near  the  Mi4 
waska.     Not  used.  ^ 

Fifth,  Sixth,  and  Seventh,  mill  sites  of  unsurpassed  excelle:i'> 
on  the  Little  Madawaska  river,  adapted  to  any  sort  of  manuf^tn*- 
ing,  lay  of  the  land  favorable,  foundation  for  dams  good.  Tenk^: 
fall  at  each  of  these  privileges.     None  employed. 

The  Madawaska  river  drains  a  large  extent  of  country,  at  Ic^ 
250  square  mUes,  and  holds  out  well  in  dry  seasons;  nearlj&llt^ 
basin  is  covered  with  heavy  forests. 

A  dam  at  its  outlet  will  flow  the  Madawaska  lake  eight  feet: 
it  would  cost  not  over  $2,000.  Lake  would  thus  make  a  good  r»- 
ervoir,  as  it  covers  four  square  miles. 
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FoBT  Fairfisld — ^Aboostook  Countt. 

From  8eleotmen*8  Returns. 
o  Pollers. 

'irst^    "  R&adall's  Millfi/'   on  Fiizherbert  stream ;    gristmill, 

000  biishels  of  grain  annually ;  saw,  clapboard  and  shingle 
sLinery ;  in  operation  about  half  the  year,  intermitting  in  the 
Qth  of  summer  and  the  dead  of  winter. 

iecond,  ''Barnes^  Mills/'  on  Lovely  brook;  grist,  carding  and 
thing  mills.    There  being  no  woollen  factories  in  the  county, 

01  from  a  large  circuit  is  carded  and  the  cloth  dressed  at  these 
Is,  the  machinery  being  in  operation  night  and  day  from  early 
ing  to  late  autumn.     All  the  mills  driven  with  work. 

^ake  connections  upon  Fitzherbert  stream.  Freshets,  at  least 
.  times  the  ordinary  volume  of  water  ;  never  have  caused  any 
ious  damage. 

Vlarket,  "  Boston,  Mass.,  or  St.  John,  N.  B.,  for  the  practical 
kson  that  the  province  of  N.  B.  affords  us  an  outlet  to  the  'outer 
rid '  by  both  rail  and  water,  both  of  which  are  denied  us  in  our 
n  State." 

Fort  Kent  Plantation — Aroostook  County. 

From  (he  Statement  of  William  Dickey,  Esq. 
>up  Powers. 

First,  "Fish  River  Mills,"  on  the  Fish  river,  one  mile  above  its 
iction  with  the  St.  John  ;  18  feet  fall.  At  extreme  low  run  there 
3  20  feet  of  water — ^i.  e.,  a  penstock  five  by  four  feet  full.  The 
w-run  volume  of  water,  by  the  improvement  of  82  square  miles, 
)re  or  less,  of  lake  surface  above,  might  be  increased  several 
mdred  per  cent.  A  dam  at  the  outlet  of  the  lower  lake  alone, 
igle  lake,  which  covers  not  less  than  22  square  miles,  would  give 
v^ast  amount  of  water  at  all  seasons. 

All  of  the  lakes  can  be  converted  into  reservoirs  and  almost  any 
lount  of  head  raised  upon  them,  the  cost  of  flowage  being  very 
lall.     See  page  125,  last  Table. 

This  power  is  now  improved  in  several  single  saws  and  a  gang, 
50  a  fine  grist  mill  with  four  runs  of  stones. 
The  water  in  winter  is  warm,  being  fresh  from  the  lake ;  ice 
jver  gives  much  trouble.     The  power  is  never  injuriously  affected 
f  freshets. 

With  suitable  improvements  on  the  lake  above,  this  would  make 
power  admirable  in  all  respects  and  adequate  for  the  uses  of  a 
^ge  manufacturing  corporation. 
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Second,  "Pish  River  Rapids,"  on  the  St.  John  river,  about  a 
mile  below  the  confluence  of  Pish  river.  This  upon  improvement 
would  make  a  very  fine  power. 

The  bottom  of  the  river  is  ledgy  and  affords  an  admirable  foun- 
dation for  a  permanent  dam.  A  fall  of  16  feet  could  be  secured. 
The  lay  of  the  land  on  either  side  of  the  river  is  not  surpassed  for 
the  convenient  and  safe  location  of  factories.  A  lock  would  be 
required  for  the  passage  of  lumber  rafts  and  tow-boats. 

This  privilege  is  supplied  by  the  contributions  of  the  Pish  river, 
with  its  immense  reservoirs,  as  above  specified ;  also  of  the  AUa- 
guash  and  upper  St.  John.  See  reservoirs  of,  pages  125  and  126. 
It  can  easily  be  converted  into  one  of  the  safest,  most  convenient 
and  constant  of  water-powers  and  equal  to  the  heaviest  operations. 

This  power  taken  together  with  the  Three  great  privileges  on 
Fish  river,  one  in  Fort  Kent,  and  two  in  Wallagrass  Plantation, 
affords  abundant  power  for  the  establishment  of  a  series  of  large 
manufacturing  towns.  The  power,  land,  reservoirs,  and  all  sorts 
of  building  material  can  be  had  at  comparatively  insignificant  cost. 

Third,  on  D'Aigle  brook,  saw  mill,  a  grist  mill  going  up,  abmi- 
dant  water  for  both  mills  for  eight  months ;  144  square  inches  at 
lowest  run,  sufficient  for  grist  mill ;  breast  wheel. 

Fourth,  on  "  Perley  Brook,"  of  about  the  same  size ;  not  far  from 
Pish  River  Mills.  This  and  the  foregoing  were  in  D'Aigle  Planta- 
tion before  its  incorporation  with  and  conversion  into  Port  Kent. 


FoxcEOPT — Piscataquis  Coitntt. 

From  Selectmen's  Returns. 
Several  Powers. 

,  First,  "Poxcroft  Dam,"  on  Piscataquis  river,  at  the  village. 
Upon  this  are  located  mills  as  follows  : 


Sq.  in. 

•Head. 

Carding  mill. 

100 

12  feet. 

Saw,  shingle  and  clapboard  mill,     . 

500 

12 

Tannery,       .... 

• 

9 

Woollen  factory, 

156 

12 

The  above  are  never  obliged  to  shut  down  for  lack  of  water 
except  in  severe  drouth. 

The  following  three  mills  use  the  surplus  water  from  the  same 
dam ;  are  generally  obliged  to  shut  down  five  weeks  in  the  year 
firom  scarcity  of  water : 


Sq.  in* 

Head. 

144 

10  feet. 

144 

10 

144 

14 
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Sash  and  blind  factory. 

Iron  foundry. 

Machine  shop, 

Blethen^s  Mills,''  as  follows : 

"  Blethen's  saw  and  shingle  mills,"    .  9 

Operate  four  months  annually. 

"  Jordan's  grist  mill,"  .  36  14 

)perates  all  the  year.     Could  have  100  inches  nine  months  of 

year. 

Second,  **  Pratt's  Rips,"  on  Piscataquis  river,  a  mile  above  the 
s:croft  dam.  It  is  well  nigh  as  valuable  as  the  latter,  is  well 
lated  and  adapted  for  improvement.  The  land  lies  favorable 
the  location  of  mills.  No  part  of  the  power  is  used, 
i^uite  a  large  number  of  small  ponds  tributary  to  the  river  above 
B  point,  are  or  might  be,  employed  for  storage.  See  Table  page 
7.  Also  immense  bogs  in  Shirley  as  shown  in  the  Table ;  also  a 
ge  artificial  reservoir  in  Abbot,  12  miles  above.  Much  of  the 
3Bent  storage  is  used  for  log-driving. 

Third,  Fourth,  Fifth,  etc.,  upon  Weston  and  Chase  brooks.  For- 
iT  drains  Weston  pond,  one  by  three-fourths  miles,  which  could 
raised  six  feet  without  flowing  more  than  two  acres.  The  latter 
ains  Snow's  pond,  one-half  by  one-fourth  miles ;  pond  might  be 
Lsed  indefinitely.  The  mills  upon  these  brooks  could  operate 
arly  all  the  year,  if  the  water  were  suitably  used  and  economized. 
;ream  runs  dry  in  summer,  when  the  reservoir  dams  are  not  kept 
order  on  the  ponds. 

There  are  several  privileges  upon  the  Hammond  brook. 
Abundant  granite  for  building  purposes,  accessible  conveniently. 
Market,  chiefly  in  the  county.     The  products  of  the  woollen 
ctory  go  in  part  to  Boston  and  New  York.     A  railroad  firom  this 
»wn  (the  terminus)  to  Bangor,  in  running  order  autumn  1869. 

4 

Frankfort — Waldo  County. 

Statement  of  J,  N.  Atwood,  Esq. 
•wo  Powers. 

First,  on  Marsh  river,  at  Marsh  village,  16  miles  fi-onf  both  Ban- 
orand  Belfast.  Head  and  fall  16  feet;  dam  of  wood  on  ledge 
oundation.     Power  only  part  improved  now,  in  various  saw,  and 

grist  mill ;  is  capable  of  running  a  large  amount  of  machinery, 
iiills  can  operate  all  the  year  except  in  severe  drouth. 
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The  stream  is  connected  with  lakes  and  ponds,  two  of  which  are 
of  considerable  magnitude,  and  by  the  aid  of  artificial  reservoirs, 
which  could  be  cheaply  constructed,  the  capacity  of  the  power 
could  be  very  largely  increased. 

The  land  is  convenient  for  location  of  mills  and  workshops,  and 
stone  and  wood  building  materials  can  be  easily  procured,  there 
being  two  extensive  granite  quarries  within  a  mile  and  a  half  of  the 
location,  and  wharves  within  one-half  mile  of  the  mill,  on  Marsh 
river,  where  large  vessels  come,  and  flat-boats  to  the  mills. 

Second,  "Flat-Rock  Falls,"  about  one  and  a  half  miles  above, 
now  unoccupied  ;  a  very  excellent  locality  for  fieictories. 

Fbankun — Hancock  County. 

From  the  Statement  of  R,  F,    Oerrish,  Esq.,  Agent  of  ffie  F,  L. 
M.  d  W,  Go,,  and  a  Plan  of  the  Lands,  Streams,  and  Ponds. 

Six  Powers,  and  More. 

First,  "  Donnel  Pond  Privilege,"  12  feet  head,  and  more  can  be 
had ;  privilege  fed  by  Donnel  and  several  small  ponds,  all  of  which 
are  used  as  reservoirs. 

Second,  "Alderbrook  Privilege,'"  14  feet  head,  supplied  from 
the  above  ponds. 

Third,  "Hog-Bay  Privilege,"  below,  and  fed  by  the  same 
ponds ;  10  feet  head,  10  more  can  be  had. 

Tributary  to  the  above  powers  are  reservoirs  as  follows : 

"Fox  Pond,"  160  acres,  is  flowed  four  feet,  and  can  be  raised 
three  feet  more. 

"Otter-Bog  Pond,"  can  be  raised  so  as  to  flow  160  acres  six 
feet  deep. 

"  Upper  Shillalah,"  now  flowed  six  feet,  can  be  raised  four  feet 
more,  and  would  then  cover  200  acres. 

"Lower  Shillalah"  is  now  raised  10  feet,  and  might  be  flowed 
five  feet  more,  covering  100  acres. 

"Bonnell"  or  "Great  Pond,"  flowed  11  feet;  several  hundred 
acres. 

"Alderbrook  Pond,"  flowed  10  feet;  area,  when  flowed,  300  acres. 

"  Duck  Pond,"  80  acres ;  six  to  ten  feet  storage  can  be  bad. 

These  ponds,  taken  in  connection  with  the  natural  run  of  the 
streams,  yield  a  large  and  constant  supply  of  water.  Freshets 
are  kept  under  perfect  control. 

Fourth,  on  the  outlet  stream  of  Little  or  "Breeches"  pond  in 
Township  9 ;  15  to  20  feet  head  can  be  had  near  Hog-Bay  and 
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the  mouth  of  the  Btream.     Pond  covers  100  acres  and  can  be 
ed  several  feet. 

Ifth,  Sixth,  etc.,  "Taunton,"  "Egypt,"  "Scammon,"  and 
fral  minor  powers  in  this  vicinity. 

he  first  three  powers  operate  all  the  year,  or  the  first  two  all, 
Hog-Bay  nearly  all.  The  others  operate  fi*om  one-half  to  two- 
ds  of  the  year. 

he  larger  powers  are  capable  of  manufacturing  many  millions 
imber  yearly.  There  are  dams,  mills,  etc.,  on  each  of  the  first 
^e  where  long  lumber,  etc.,  is  manufactured  extensively  annu- 
The  others  manufacture  laths,  shingles,  clapboards,  staves, 
dings,  pickets,  etc. 

Wheels  mostly  in  use  are  an  old  style  of  iron  wheel,  that  uses 
/cr  without  stint.     At  Hog-Bay  some  more  modem  machinery 
recently  been  put  in. 

)onnel  pond  and  Alderbrook  privileges,  land  and  mills,  are 
ned  by  the  "Franklin  Land,  Mills  and  Water  Company;"  the 
g-Bay  mills,  by  Messrs.  West  &  Macomber;  "Egypt,"  by 
iliam  Salisbury ;  Taunton,  by  various  parties ;  Scammon,  by 
idding,  Hoyt  &  Co. ;  others  variously. 

Jock,  hard  blue  slate,  boulders,  and  a  large  amount  of  superior 
mite,  close  at  hand. 

Lay  of  the  land  good,  almost  without  exception ;  at  "  Donnel" 
i  "Alderbrook"  ample  and  eminently  convenient. 
V'ast  quantities  of  hardwood,  spruce,  pine  and  hemlock,  suflS- 
nt  to  stock  the  mills  for  many  years ;  ship  timber  abundant ;  the 
Dwth  is  more  than  eqivalent  to  present  demand, 
rhe  improvement  of  the  power  has  gradually  and  permanently 
creased  population,  and  has  added  to  the  wealth  of  the  place, 
tteen  new  dwellings  erected,  186Y. 

Annual  production  for  the  past  four,  years,  about  ten  millions  of 
mber  yearly  ;  double  could  be  done  annually.  Market,  mainly 
>ston  and  New  York ;  occasionally  Philadelphia,  and  the  coast, 
'  sea. 

The  Franklin  Land,  Mills  and  Water  Company,  have  one  of  the 
ost  liberal  charters  from  the  Legislature  of  our  State ;  a  present 
tpital  of  $32,000,  with  the  right  to  extend  it  to  |50,000.  Its 
kes,  streams  and  water-powers,  are  so  completely  within  its  own 
rritory,  that  any  flowage  now  required,  or  that  would  be,  is 
itirely  within  its  own  control ;  tribute  for  water  privileges  being 
iid  only  to  the  company.     The  powers  are  near  the  head  of  tide- 
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water  on  ''Frenchman's  Bay/'  and  are  i^proached  by  re^is -^ 
500  tons  and  upwards.  A  ship  of  1,200  tons  has  beenbdlte-i 
launched  here;  vessels  are  built  here  annually.  In  fine, bm It 
places,  comparatively,  offer  superior  inducements  to  capiukj 
who  wish  to  invest  in  these  interests,  to  Franklin^  and  especub 
the  lands,  some  twelve  thousand  acres  of  which  belong  toiii 
company. 


Franklin  Plantation — Oxford  County. 

Statement  of  the  Assessors. 
Five  Powers. 

Situated  upon  Spear's  stream,  a  tributary  to  the  AndrosCi>gp 
river.  Said  stream  furnishes  sufficient  water  for  sawing  a:: j 
half  of  the  year. 

First,  fall  11  feet,  shingle  machine. 

Second,  fall  16  feet,  saw  mill. 

Third,  fall  20  feet,  unoccupied. 

Fourth,  fall  14  feet,  unoccupied. 

Fifth,  fall  20  feet,  unoccupied. 

Freedom — Waldo  County. 

From  the  Report  of  A,  J.  Billings,  Esq. 
Five  Powers, 

Situated  upon  a  stream  issuing  from  a  pond  that  at  high  wit^* 
covers  about  a  square  mile,  and  at  low  about  one-third  of  ti^ 
area.  Total  fall,  TO  feet.  Sufficient  water  to  use  100  %^- 
inches  under  10  feet  head,  during  10  hours  in  each  day,  tkeut 
the  dry  season.     * 

First,  22  feet  head ;  a  flour  mill. 

Second,  14  feet  head ;  a  com  mill.  About  14,000  busbeb  : 
grain  manufactured  in  the  two  grist  mills  jointly,  yearly. 

Third,  12  feet  head ;  saw  mill,  shingle  mill,  etc.  Productici 
$100. 

Fourth,  13  feet  head;  carding  machine,  machinery  for  maD:- 
facturing  cloth.     Production,  $1,100. 

Fifth,  nine  feet  head ;  tannery.     Production,  $1,000. 

Freshets  harmless.  Stream  very  constant.  Area  of  the  p-  :^ 
could  not  be  increased.  Machinery  excellent ;  the  Boston  wb. 
and  close  wheel. 


IhY.  n.]  THl  WATBR  P0WXB8.  287 

Frekhan — Franklin  County. 

From  Selectmen's  Betums, 
Three  Powers. 

First ''  Oliver  Falls/'  in  the  north  part  of  the  town,  on  a  branch 
of  Seven-Mile  brook. 

Second,  "  Starbird  Falls/'  on  a  branch  of  Sandy  river. 

Third,  "  Crosby  Falls,"  in  the  centre  of  the  town,  on  a  branch 
of  Sandy  river. 

Improved  in  saw,  threshing,  and  clover  mills.  Turbine  wheels. 
No  lakes  or  ponds. 

Market,  Farmington,  by  road. 

Freeport — Cumberland  County. 

From  Selectmen's  Betums, 
Two  Powers, 

First,  at  the  head  of  tide  waters  on  Harrasekett  river ;  fall,  40 
feet ;  stone  dam.  Power  has  been  sufficient  to  run  a  grist  mill 
with  three  runs  of  stones,  and  a  saw  mill  with  other  machinery 
attached.     Mills  have  been  destroyed  by  fire ;  privilege  for  sale. 

Second,  on  the  east  branch  of  Royal  river ;  grist  mill  and  saw 
mill ;  run  a  part  of  the  year. 

Friendship — Knox  County. 

From  Selectmen's  Returns, 
Six  Powers. 

First  and  Second,  on  Ooose  river  and  Goose  pond ;  fall  20  feet. 

Third,  on  Beckett's  brook ;  fall,  20  feet  in  30  rods. 

Fourth,  Fifth  and  Sixth,  tide  privileges ;  one  with  a  good  stone 
dam. 

One  privilege  only  is  improved,  in  saw  and  stave  mill.  The 
fresh-water  powers  operate  10  months ;  salt  water,  12  hours  per 
day  the  year  through.  The  streams  are  connected  with  two  small 
ponds  ;  artificial  reservoirs  feasible ;  good  stone  for  building. 

Market,  Thomaston,  by  road. 

Fryeburg — ^Oxford  County. 

Statement  of  E.  G.  Farrington,  Esq. 
Six  Powers. 

First,  "  Merrill's  Mills,"  on  Kezar  river,  saw,  grist  and  shingle; 
run  only  6  months,  proprietor  not  having  the  right  to  flow  meadow 
lands  above  the  mills.' 


^-^    • 
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Second,  on  "Ballard's  brook,"  "Locke's  Mills,"  saw  and 

Third  and  Fourth,  on  Eyaos'  brook,  near  Fryeburg  vOlige.  o: 
one  a  carriage  shop ;  on  the  other  a  grist  mill. 

Fifth,  on  Elkin's  brook,  grist  and  saw  mill. 

Sixth,  by  far  the  largest,  unoccupied,  "  Swan's  Falls,"  eitait^i 
upon  the  Saco  river,  within  a  mile  of  Fryeburg  village,  and  <:* 
and  a  half  miles  of  the  contemplated  P.  &  0.  R.  R.  Direct  M  : 
eight  feet,  with  rapids  extending  several  rods.  River  200  trs 
wide.  The  privilege  is  judged  equal  to  heavy  operations.  Tj 
river  is  variable  in  its  volume  in  this  section. 

Fryeburg  is  a  town  of  very  unusual  agricultural  exceUence.  il» 
intervales  upon  the  Saco  being  productive  of  immense  quantify 
of  hay.    There  is  a  large  amount  of  lumber  in  the  region. 

Gardiner — ^Kennisibeg  County. 

Fnym  (he  Eehims  of  B.  H.  Oardiner,  Esq,,  and  from  Arficb^ 

in  (he  Kennebec  Journal, 
Eight  Powers. 

All  of  these  are  situated  in  the  city  of  Gardiner  o&  the  Cob^'^ 
see  Oontee  river,  within  one  mile  of  the  mouth  thereof,  and  Ukr: 
together  are  called  the  Cobbossee  Coutee  FaUs.  The  tottl  heig^ 
of  the  falls  is  12T  feet  above  high  tide ;  and  133  feet  aboT«  low  r: 
in  the  Kennebec  river. 

The  power  of  the  whole  fall,  estimated  by  a  skillful  hydiaul 
engineer,  during  the  year  ending  July,  1866,  being  theyetfroftb- 
greatest  drouth  ever  known  in  New  England,  and  doriag  Octobt: 
the  driest  month  of  that  year,  is  1,200  horse*  This  power  » re^' 
ized,  the  reservoirs  of  the  river  being  comparatiTolj  unimpro^t- 

All  of  the  mills  vork  throughout  the  greater  portion  of  the  vt-a 
by  day  and  by  night.  Upon  the  dams  where  aU  the  power  is  nsei 
a  portion  of  the  machinery  is  sometimes  obliged  to  lie  idle  for  t^: 
or  three  months.     In  ordinary  seasons  everything  is  ninniDg. 

About  half  of  the  power  is  employed. 

The  machinery  is  not  of  the  best  constructiMi  for  economirj:: 
power.    The  Blake  wheels  are  mostly  used. 

Six  of  the  eight  privileges,  upon  all  of  which  are  strong  wei^ 
built  stone  dams,  are  owned  by  the  heirs  of  the  late  Hod.  R.  H 
Gardiner ;  one  is  owned  by  F.  G.  Richards,  and  one  by  S.  D.  War 
ren,  of  Boston,  Mass. 

For  reservoirs  tributary  to  this  power,  and  the  storage  now  beli 
or  judged  feasible  thereon  at  moderate  cost,  see  Part  II,  page?' 
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second  Table.     Artificial  reservoirs  are  entirely  feasible  at  mode- 
rate cost,  and  would  vastly  increase  the  power. 

Owing  to  the  extent  of  its  reservoirs  the  stream  is  very  safe  irom 
freshets ;  the  total  range  of  water  on  the  crest  of  unoccupied  dams 
seldom  exceeds  two  feet. 

Stone  and  other  building  material  abundant.  Lay  of  the  land 
about  the  falls  excellent  for  the  location  of  buildings.  Su£5ciency 
of  land  connected  with  each  dam  for  all  required  building  purposes. 

Six  of  the  eight  dams,  including  land  and  privileges,  are  for  sale; 
or  a  large  amount  of  power  to  rent.  Proprietors  would  assist  in 
surveys  required  for  the  development  of  the  power. 

First  power,  reckoning  from  the  foot  of  the  falls ;  dam  one  foot, 
head  18.28  feet.  Eleven  establishments,  engaged  chiefly  in  the 
manufacture  of  lumber  as  follows : 

Saw  mill,  N.  0.  Mitchell,  40  hands ;  annual  product  four  to  five 
million  feet  of  lumber,  $175,000. 

Saw  mill,  Arthur  Berry,  40  men ;  annual  product  $160,000 ;  in 
long  lumber,  shingles  and  clapboards. 

Sash,  blind  and  door  factory,  Joseph  L.  Mitchell  &  Co.,  six  hands. 

Saw  mill,  Daniel  Grey,  16  hands ;  product  2,000,000  lumber  long 
and  short,  $80,000. 

Sash  and  blind  factory,  P.  S.  Bobinson,  six  hands ;  1,000,000 
clapboards  and  $2,000  of  sash  and  blinds. 

Cabinet  shop,  James  Nash,  $8,000 ;  also  Cabinet  shop,  Morgan 
and  Wadsworth,  $10,000. 

Gardiner  Plaster  Mill,  $7,000. 

Lumber  manufacture,  H.  W.  Jewett,  35  hands,  $70,000 ;  also  in 
same  business,  Hooker,  Libby  &  Co.,  $60,000. 

Gardiner  Flour  Mill,  manufacturing  40,000  bushels  of  wheat 
yearly.  In  the  same  building,  Bartlett,  Dennis  &  Co.,  a  grist  mill, 
60,000  bushels  a  year.     Power  all  occupied. 

Second  power,  dam  two  feet,  head  11.01  feet.  Power  about  half 
employed,  as  follows : 

Machine  shop,  foundry,  etc.,  P.  C.  Holmes  &  Co.,  28  hands, 
annual  product  $45,000. 

"  Blake"  water-wheel  manufactory,  Atwood  &  Howland,  $8,000. 

Third  power,  dam  three  feet,  head  19.01  feet.  About  half  occu- 
pied, 9^8  follows : 

J.  E.  Ladd  &  Co.,  millwrights ;  fancy  goods  manufactory,  Chas. 
Swift,  $10,000 ;  mill  work,  H.  Scriber,  Jr.,  $8,000  iron  work ;  E. 
Drake,  $10,000  wood  work. 

19 
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Woollen  factory,  I.  N.  Tucker,  six  sets  of  cards,  40  hawk: 
yards  per  day ;  $120,000  yearly  product. 

Washing  machine  factory,  R.  W.  George,  $5,000, 

Broom  factory,  Moore  &  McCausland ;  broom  handles,  Angoid 
Lord ;  mill  work,  Joseph  Perry,  eight  hands,  $24,000. 

Saw  mill,  Joshua  Oray,  25  hands,  total  product,  $6O,O0(i,  ^ 
lumber  and  short. 

"  People's  Grist  Mill,"  7,000  barrels  flour,  $100,000. 

Fourth  power,  dam  four  feet,  head  16.18  feet,  half  oectipktli 
follows : 

Two  small  saw  mills,  Lincoln  Perry  and  R.  T.  Hayes  &  Co. 

Carriage  spring  factory,  Wentworth  &  Butler,  six  hxA 
$15,000. 

Axe  factory,  Elbridge  Berry,  $7,500. 

Forge,,  owned  by  P.  C.  Holmes  &  Co. 

Fifth  power,  dam  five  feet,  head  16.30  feet;  wholly  unoccut*-; 
See  view  of. 

Sixth  power,  dam  six  feet,  head  16.69  feet :  Copsecook  p;^'j 
■mill,  owned  by  S.  D.  Warren  of  Boston ;  paper  for  boob  isj 
newspapers.  Annual  product  550  tons,  $175,000.  Thirtr-eji; 
ihands ;  power  about  half  employed. 

Seventh  power,  dam  seven  feet,  head  15.51  feet ;  fuHy  wxnytri 
Paper  mills,  Messrs.  Richards  &  Co.,  yearly  product  900  \''^ 
$400,000.     Seventy-five  hands. 

Eighth  power,  dam  eight  feet,  head  13.38  feet ;  wholly  iino<..> 
:pied. 

Total  number  of  hands  employed  410.  Total  annual  prwisr. 
$2,000,000. 

Garland— Penobscot  County. 

From  Selectmen's  Returns. 
Ten  Powers. 

All,  with  one  exception,  situated  on  the  head  waters  of  ti- 
Kenduskeag  stream.  No  precipitous  falls,  but  a  gradual  de^r.t 
from  the  west  line  of  the  town  to  the  southeast  comer. 

First,  at  the  west  side  of  the  town ;  fifteen  and  one-haL'  ^> 
head;  saw  mill,  Hopkins'  wheel,  operates  four  months;  will  ^x^ 
600,000  of  lumber ;  shingle  mill,  Tub  wheel,  six  months  cnttv 
about  500,000 ;  grist  mill,  Carleton  wheel.  The  dam  flows  abi&ti 
mile. 

Second,  40  rods  below ;  saw  mill,  turbine  wheel,  10  feet  hed- 
200,000  feet. 
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bird,  15  rods  below ;  planing  mill  and  rake  factory ;  six  feet 

d,  Tub  wheel,  earning  $1,200.     On  the  same,  a  machine  shop, 

ling  mill,  cloth  dressing  and  weaving;  turbine  wheel. 

ourth,  shingle  mill,  below ;    10  feet  head ;    Steam's  wheel ; 

,000  feet ;  runs  six  months. 

ifiii,  below ;  saw.  Tub  wheel ;  13  feet  head ;  cuts  500,000 ;  runs 

r  months.     Planing  mill,  with  saw,  and  other  machinery ;  earns 

ut  $1,0Q0;  full  time.     Also  grist  mill,  Carleton  wheels;  pond 

^s  one  and  a  half  miles ;  full  time. 

ixth,  below ;  tannery ;  six  and  one-half  feet  head ;  Steam's 

jel ;  $5,000. 

eventh,  below ;  saw ;  Steam's  wheel,  six  months ;  cuts  500,000 ; 

s  and  one-half  feet  head ;  flows  three-fourths  of  a  mile.     Also 

igle  mill ;  Steam's  wheel ;  one-half  time ;  cuts  about  500,000. 

lighth,  unoccupied ;  seven  feet  head ;  below. 

f inth,  50  rods  below ;  saw,  scroll  wheel ;  12  feet  head ;  eams 

OOO.     Shingle  mill ;  scroll  wheel ;  $800. 

'enth,  on  Black  stream,  seven  feet  head ;  a  shingle  mill ;  Tub 

eel. 

locks,  argillaceous  slate. 

tf  arket,  at  home,  and  Bangor,  by  teams. 


Georobtown — Sagadahoc  County. 
From  the  Betuma  of  B.  F.  Hinkley,  Esq. 

'8  Powers. 

^irst,  a  tide  power  on  Robin  Hood's  cove ;  saw  and  shingle  mill ; 

)  shingle  and  grist  mill ;  large  amount  of  business. 

lecond,  a  tide  power  on  Eastern  branch  of  same  cove,  will  carry 

ee  or  four  saws.     Unimproved. 

rhird,  "  Wyman's  Privilege,"  a  tide  power,  unimproved. 

i^ourth,  on  the  outlet  of  Nichols'  pond ;  carding  and  shingle 

1 ;  room  for  an  overshot  wheel  15  feet  feet  in  diameter. 

I'ifth,  in  connection  with  a  great  meadow,  whose  outlet  has  a^ 

g  and  steep  descent ;  can  be  greatly  improved  by  a  dam. 

Machinery  very  good.     Turbines. 

iiarket,  Boston,  by  water. 
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GiLKAD — Oxford  County. 

From  Selectmen's  Betuma, 
Three  Powers. 

First,  a  grist  mill  on  Pleasant  brook ;  can  operate  two  mni  i 
stones  a  few  months  yearly.     Not  now  in  operation. 

Second,  a  saw  mill  on  Chapman's  brook ;  can  operate  bat  &  d 
time  yearly.     Net  now  in  operation. 

Third,  a  stream  with  abundant  water  but  uncontrollable,  ca^: 
Wild  river ;  dam  after  dam  has  been  swept  away  by  firesbets,  ^ 
a  mill  formerly  upon  it  was  carried  ofif ;  it  is  now  not  used  atk 
for  power. 

Glenburn — Penobscot  County. 
Stalemeni  of  the  Fostmaater,  Selectmen,  and  others. 

Two  Powers*  More  fbasible. 

First,  on  Kenduskeag  stream,  two  miles  above  Bangor  lioe;  ^^• 
merly  improved,  dam  carried  away  on  account  of  bad  coDsni^' 
tion ;  not  rebuilt,  as  until  recently,  no  ready  access  to  the  pcr- 
lege  was  possible,  and  the  lumber  had  to  be  rafted  down  m^ 
Roads  now  built  near  the  site.  More  water  than  at  Kendoskci: 
village.  Black  branch  coming  in  below  the  village. 

Second,  a  shingle  mill,  on  Lancaster  brook. 

A  canal  from  Pushaw  lake  to  the  Kenduskeag  river  bus  b^ 
proposed,  the  lake  to  be  dammed  at  its  natural  outlet  in  Oldtc-vi 
and  also  at  a  low  point  in  Orono  where  water  escapes  in  freshet- 
It  is  alleged  that  12  square  miles  of  reservoir  on  the  lake  ioi  >::- 
rounding  low  land  can  be  had  with  six  feet  of  storage  thef&c 
This  would  yield  on  total  fall  of  100  feet  to  the  tide  a  gross  pc 
of  1,900  horse  for  the  working  hours  of  the  year,  or  76,000  sp 
dies.  Length  of  canal  three  and  half  miles ;  cost,  4  by  12  se. 
including  dams,  about  $9,000. 

A  statement  from  the  Messrs.  Coombs,  Civil  Engineers,  of  Bs- 
gor,  communicates  the  following  facts :  1st,  that  the  lake  is  v< 
now  used  for  the  storage  of  waters ;  the  dam  on  the  natural  oui^' 
stream,  below  the  Bips,  **  exercises  scarcely  any  appreciable  €&*. 
upon  the  body  bf  water,  in  the  lake."  2nd,  "  by  a  few  coai|:s»-> 
tively  inexpensive  dams,  etc.,  the  water  could  be  raised  sevcrx 
feet  on  the  pond ;  no  surveys  have  yet  been  made  to  ascertAm  tL' 
resultant  flowage."  3rd,  "  the  channel  of  the  outlet  is  ledge  ai: 
can  be  lowered  without  heavy  expense ;  this  at  least  is  our  jci.-*^ 
ment  and  recollection  without  actual  survey.'' 


ws 


^t,i-' 
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Olekwoob — Aroostook  County. 
le  IPowep. 
'  W^ytopitlock  Palls,"  100  rods  below  the  Wytopitlock  lake; 

I  ten  feet  in  ten  rods. 

Grood  circnlar  board  saw,  clapboard  and  shingle  machine ;  a  grist 

II  is  needed  very  much. 

T"he  power  being  fed  by  a  lake,  four  by  two  miles,  is  constant 

ron^liout  the  year.     It  can  be  made  to  saw  3,000,000  feet  annu- 

y  ^¥ith  ease.     Only  a  part  of  the  power  is  used ;  freshets  entirely 

rmless.  • 

Good  rock  for  building.    The  whole  country  above  the  mill  is  an 

ibroken  forest  of  the  best  of  lumber.     It  has  built  up  an'incorpo- 

ted  town  out  of  the  wilderness  in  five  years. 

Market,  Bangor,  for  short  lumber;  the  country  above  for  long. 

GORHAM — CCMBERLAND  CoUNTY. 

From  Selectmen's  Returns, 

[See  also  *<  Gorham  and  Windham.''] 

ix  Powers,  Small. 

First,  near  centre  of  town,  on  Little  river,  "Davis  Mill,"  12  feet 
Bad,  and  20  hotse-power.  Saw,  grist,  and  stave  mills ;  centre- 
ent  wheel ;  mills  work  half  the  year ;  falls  formed  by  cut  through 
:>lid  ledge.     No  ponds. 

Second,  two  miles  below,  *'  Cloudman's  Mill";  eight  feet  head 
nd  20  horse;  saw  and  threshing  mill.  Centre-vent  and  spiral 
rheels  ;  saw  mill  used  all  the  year. 

Third,  "  Curtis's  Mill,"  south  part  of  town,  on  Stroudwater 
Lver ;  ten  feet  head  and  25  horse ;  stone  dam ;  saw,  grist,  carding 
nd  shingle  mills.  Tuttle  wheel,  highly  esteemed.  Will  run  one 
tiill  all  the  year.  Fall  formed  by  cut  through  solid  ledge ;  a  small 
>ond. 

Fourth,  "  Shaw's  Mill,"  on  north  branch  of  Little  river;  ten  feet 
lead,  and  20  horse ;  saw  mill,  shingle  mill,  &c.  Mills  run  four 
nonths. 

Fifth,  one  and  a  half  miles  below,  "Libby's  Mill,"  14  feet  head, 
wenty  horse;  unimproved;  formerly  a  saw  mill  Fall  22  feet, 
^ould  run  a  saw  mill  the  greater  part  of  the  year. 

Sixth,  on  Little  river,  formerly  a  mill,  now  unimproved.  Several 
Dther  falls  upon  which  formerly  were  mills  of  various  kinds,  have 
long  been  unimproved. 

Streams  are  very  variable  in  their  volume ;  generally  unconnectp- 
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ed  with  ponds,  and  flow  through  cleared  land.     Artificial  reser- 
voirs would  be  expensive. 


60BHAM  AND  Windham — Cumberland  Countt. 
From  ihe  Reports  of  the  Boards  of  Selectmen, 

[See  alao  "  Gorham,*'  uid  *<  Vf  indham.'^ 

Nine  Powers. 

All  of  the  above  are  situated  on  the  Presumpscot  river,  vbH 
forms  the  common  boundary  of  Gorham  and  Windham. 

First,  "Harden's  Palls,"  one  mile  from  the  outiet  of  Sel^r- 
lake  ;  11  feet  head.  The  power  on  the  Gorham  side  is  owned  rf 
Goff  &  Plummer,  and  is  improved  in  part,  the  improvement;  ct^B- 
sisting  of  one  double  saw  mill,  a  keg  mill,  and  other  machbey 
that  is  used  in  connection  with  saw  mills.  Windham  side,  owi^i 
by  the  Anderson  heirs ;  unimproved. 

Second,  one  mile  below  Harden's  falls,  "  Great  Falls,"  with  H 
feet  head.  The  power  is  owned  on  the  Gorham  side  bj  Jtl: 
Lindsey,  and  improved  in  part  with  grist  mill,  plaster  mill  sa? 
null,  &c.  Windham  side  is  owned  by  William  H.  White  and  W^- 
ter  Corey ;  improved  by  Mr.  White  with  two  saw  mills,  one  ^m 
of  saws,  grist  mill,  box  mill,  &c.;  by  Mr.  Corey  with  a  cUs 
factory. 

Third,  half  a  mile  below  Great  falls  are  "  Whitney's  FaUs,- '  w:tl 
14  feet  head.  The  falls  are  unimproved,  and  owned  on  Goiiiz? 
side  by  Jefferson  Mayberry  and  others,  and  on  Windham  side  bj 
Joseph  W.  Parker  and  J.  Walker. 

Fourth,  half  a  mile  below  Whitney's  falls,  "  Island  Falls,'-  witii 
ten  feet  head.  This  power  is  unimproved,  and  owned  on  Goiiio 
side  by  Solomon  Libby,  and  on  Windham  side  by  0.  Haskell. 

Fifth,  nearly  a  mile  below  Island  falls,  "  Dundee  Falls,"  witb  b 
feet  head.  The  power  in  unimproved,  and  is  owned  on  GorhaL 
side  by  Solomon  Libby,  and  on  Windham  side  by  F^nk  Maybeny 

Sixth,  nearly  a  mile  below  Dundee  falls,  "  Leavitt's  Falls,"  vitL 
12  feet  head.  This  power  is  unimproved  and  is  owned  entirelj  bj 
the  Oriental  Powder  Company. 

Seventh,  a  mile  below  Leavitt's  falls,  are  "  Gambo  Falls,"  witij 
16  feet  head.  This  power  is  improved,  in  part,  and  owned  entirfclj 
by  the  Oriental  Powder  Company.  The  improvements  consist  0: 
the  extensive  powder  works  of  this  company. 

Eighth,  a  mile  below  Gambo  falls,  "  Little  Falls,"  with  17  feet 
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i.      This  power  is  ummproved  and  is  owned  by  Watson  New- 

• 

rinth,  half  a  mile  below  Little  falls  are  "  Mallison  Falls,"  with 
bet  head. .  This  power  is  owned  on  Oorham  side  by  Stevens 
Ray,  and  improved  in  part  with  a  grist  and  saw  mill.  On 
adham  side  the  improvements  consist  of  a  woollen  mill,  and  are 
led  by  the  Msdlison  Falls  Manufacturing  Company. 
*he  head  on  the  above  falls  is  susceptible,  in  several  cases,  of 
Qg  nearly  or  quite  doubled.  The  horizontal,  or  running  distance 
vhich  the  descents  above  specified  are  attained,  varies  in  the  dif- 
3nt  cases,  from  one-fourth  to  one  mile. 

so  estimate,  by  measurement,  has  ever  been  made  of  any  of  these 
vers,  other  than  a  survey  of  the  head  at  each  fall,  which  was 
de  several  years  ago.  But  a  smaU  part  of  the  power  at  either 
s  is  used.  With  scarcely  an  exception  the  mills  work  all  the 
ir.  The  machinery  is  not  of  the  best  construction  for  economiz- 
;  power.  At  Harden's  falls,  the  Centre-vent  and  Spiral  wheels 
i  used ;  at  Oreat  falls,  the  Centre-vent  and  Kendall  wheel ;  and 
Gambo,  13  water  wheels  are  run,  from  tubs  to  turbines. 
For  reservoirs  tributary  to  these  powers,  see  Part  II,  pages 
M4. 

The  head  waters  being  so  entirely  under  control,  there  are  no 
shots.  The  stream  is  almost  entirely  uniform  throughout  the 
ar,  varying  from  low  to  high  water  not  over  two  feet.  The 
trcropping  and  underlying  rocks,  about  the  falls,  consist  of 
anite,  mica  schist,  &c.,  and  are  regarded  as  very  suitable  for 
ilding  purposes.  The  lay  of  the  land,  about  the  falls,  is  excel- 
it  for  the  location  of  mills,  workshops,  &c. 
About  one-third  of  the  basin  of  the  stream  forest-covered. 
At  Little  falls,  formerly  there  were  a  cotton  factory  and  saw 
ill.  The  former  was  burned  down  several  years  ago  and  has 
ver  been  rebuilt. 

Market,  Portland,  distant  from  the  different  falls  from  10  to  15 
lies ;  by  road,  or  the  Cumberland  and  Oxford  canal,  which,  on 
e  Gorham  side,  passes  in  close  proximity  to  the  falls.  The 
.  &  0.  R.  R.  is  constructing  to  the  last  four  powers. 

GOULDSBOROUGH — HaNCOCK   CoUNTY. 

From  Selectmen's  Returns. 
CUP  Powers. 
First,  at  Prospect  harbor,  on  Prospect  Harbor  stream,  the  outlet 
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of  Forbes'  pond.    The  pond  is  abont  a  mile  square,  and  is  about  i 
mile  above  the  privilege.     Fall  20  feet  in  600.     Unimproved. 

Second,  at  Winter  harbor,  on  Winter  Harbor  stream.  Fall  20 
feet  in  600 ;  unimproved.    Privileges  close  upon  tide. 

Third,  at  West  bay,  on  West  Bay  stream,  which  runs  from  lov 
land ;  no  pond.  Saw,  two  shingle,  and  grist  miilb ;  operates  half 
of  the  year. 

Fourth,  at  West  Gouldsborough,  on  Jones'  stream,  the  outlet  of 
Jones'  pond  ;  pond  is  two  by  one  miles.  Fall  40  feet  in  40  rods ; 
saw,  grist,  and  shingle  mill,  and  cabinet  shop.  Power  partiaUT 
improved ;  mills  operate  all  the  year. 

None  of  the  machinery,  on  the  above  powers,  is  economicaJ  of 
power;  privileges  are  owned  by  various  parties  in  the  vieinitT; 
the  ponds  are  susceptible  of  large  improvement  for  reservoir  pur- 
poses; artificial  reservoirs  are  feasible;  freshets  not  destructiTe; 
lay  of  the  land  good,  in  all  cases,  for  building.  The  improvement 
of  the  power  has  been  of  considerable  benefit  to  the  town ;  migfat 
be  of  much  greater. 

Market,  chiefly  Boston,  by  water ;  this  applies  to  all  the  points 
specified.    Aggregate  annual  products,  $10,000. 

Grafton — Oxford  County. 

From  Selectmen's  Betums. 
Two  Powers- 
First,  "  Screw-Augur  Falls,"  on  Bear  river,  in  southeast  part  of 
town ;  fall  60  feet  in  100  ;  saw  mills. 

Second,  "  Brown's  Falls,"  on  Cambridge  river,  in  west  part  of 
town ;  fall  50  feet  in  195  ;  saw  mills. 

Both  powers  operate  nine  months.  With  better  machinery  and 
improvement  of  the  reservoirs,  which  can  be  very  cheaply  effected. 
they  can  work  all  the  year.     Miller,  Tuttle  &  Co.,  N.  Y. 

First  quality  of  granite ;  land  about  the  falls  convenient  for  build- 
ing ;  enormous  quantities  of  lumber  in  the  region ;  improvement 
of  the  power,  though  only  partial,  has  added  much  to  the  prosperi- 
ty of  the  town. 

Market,  Bethel,  and  thence  to  Portland. 

Grant  Isle  Plantation — Aroostook  County. 
Two  Powers. 

First,  in  the  north  part  of  the  township,  a  grist  mill.  Stream  is 
fed  by  a  pond  nearly  a  mile  square. 

Second,  a  grist  mill  at  Grant  Isle  in  the  St.  John. 
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Okay — Gumbbrland  Govntt. 

From  Selectmen's  l^atement, 
Sight  Powers. 

Four  on  CoUyer  stream,  the  outlet  of  Dry  pond. 

First,  "  Dry  Mills,"  saw,  grist,  shingle  and  stave  mills ;  run 
t^ro-thirds  of  the  year ;  fall  eight  feet. 

Second,  "  Webster's  Mills,"  at  North  Gray,  saw,  grist,  shingle, 
and  sash  and  door  mills ;  run  all  the  year. 

Third,  "MayaU's  Mills,"  of  brick,  Olfene  &  Thurlow,  ladies' 
cloths;  one  building  at  present  unoccupied.  Water  the  year 
round ;  fall  11  feet.  Estimate  of  power  40  years  ago,  40  horse. 
Centrcf-vent  wheel. 

Fourth,  "  Weymouth's  Palls,"  the  best  power  in  town,  a  fall  of 
30  feet  can  easily  be  made. 

Fifth,  still  further  down,  "Morse's  Mills,"  long  since  gone  to 
decay.  The  capacity  of  GoUyer's  branch  can  be  largely  increased 
at  a  small  expense,  by  artificial  means. 

Sixth,  on  the  great  Sucker  brook,  stave  mill ;  runs  most  of  the 
year. 

Seventh,  a  mill  at  West  Gray,  recently  built,  various  saws,  Ac, 
runs  most  of  the  year,  and  derives  its  power  from  artificial  means, 
back  flowage,  &c. 

Eighth,  formerly  saw  and  grist  mill,  the  "  Ramsdell  Mill,"  on . 
Meadow  brook.     Privilege  now  unoccupied,  mills  gone. 

Plenty  of  building  material,  some  timber,  &c. 

Market,  Portland,  by  road.     Railroad  at  Pownal,  five  miles. 

Greenbush — Penobscot  County. 

From  Selectmen's  Returns, 
One  Power. 

"  Oleman  Mills,"  on  demon  stream,  near  its  mouth,  fall  12  feet; 
made  by  a  dam  which  ponds  the  water  back  about  five  miles. 

Power  operates  two  saws,  a  grist,  shingle,  clapboard  and  lath 
machine,  all  the  summer,  and  with  an  additional  foot  to  the  dam 
will  drive  them  all  the  year.     Large  improvements  just  made. 

No  lakes  near.  No  injury  from  freshets ;  granite  good  for  build- 
ing ;  lay  of  the  land  good. 

Market,  Bangor,  by  Penobscot  river ;  E.  &  N.  A.  R.  R.  passes 
within  40  rods  of  the  mill. 
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Greene — ^Androsgogoin  County. 
From  Selectmen's  Returns. 

[See  alao  '*  Gfmdo  and  Turner.''] 

Four  Powers. 

Firsti  on  Sabbatus  stream,  15  feet  fall  from  top  of  dam  to  vent  of 
wheels ;  two-thirds  of  the  fall  is  secured  by  the  dam. 

Second,  on  Meadow  brook,  saw  and  shingle  mill ;  operate  fall 
and  spring. 

Third  and  Fourth,  on  the  outlet  stream  of  Allen's  pond.  Neither 
is  employed  now,  but  they  are  more  valuable  than  either  of  the 
others.  Formerly  grist,  shingle,  and  carding  mill  upon  them. 
Water  holds  out  the  year  round ;  fall  20  and  25  feet ;  excellent 
chance  for  dams.  Saw  mills  and  a  grist  mill ;  former  operate  four 
months,  latter  all  the  year.  No  damage  from  freshets ;  annual  pro- 
duction $T,000. 

Market,  Lewiston  and  Portland,  by  rail. 

Greene  and  Turner — Androscoggin  County. 
Statement  of  M,  T,  Ludden,  Esq,,  of  Turner. 

[See  also  **  Greene/'  and  "  Tamer."] 

One  Power. 

"  Turner  Centre  Falls,"  at  Turner  Centre  bridge,  on  the  Andros- 
coggin, ten  miles  above  Lewiston ;  12  feet  fall ;  excellent  oppor- 
tunity for  canals  and  dam ;  hard  bottom  and  banks ;  abundant 
stone. 

If  the  volume  of  water  at  low  run  be  assumed  to  be  five  per  cent, 
less  than  at  Lewiston,  or  89,300  cubic  feet  per  minute,  11  hours  per 
day,  the  gross  power  of  the  fall  is  about  2,030  horse,  or  81,200 
spindles. 

The  power  can  be  vastly  increased  by  use  of  reservoirs ;  see 
pages  85  -  86,  Part  II,  of  Report.     No  improvement. 

Greenfield — Penobscot  County. 

Statement  of  Jeremiah  Towle,  Esq. 
Five  Powers. 

First,  on  Olemon  stream,  shingle  and  clapboard  mill. 

Second,  26  rods  above,  unimproved ;  formerly  saw  and  grist 
mills. 

Third,  on  Sunkhaze  stream,  saw  and  shingle  mOl,  called  the 
"LeBaUisterMill." 
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Fourth,  one  mfle  above,  the  "  Crocker  Falls,"  unimproved ; 
formerly  clapboard  and  ehingle  mill. 

Fifth,  one  and  one-half  miles  above,  "  Big-Dam  Falls,'^  a  dam 
for  log-driving ;  no  other  improvement. 


t  Greenville — Piscataquis  County. 

From  Selectmen's  Statement 
Pour  Powers. 

First,  on  Wilson's  stream;  fall  100  feet  in  1.6  miles  ;  wiU  saw 
1,000,000  feet  of  boards;  saw  mill  formerly, — carried  away  by 
freshets  in  1846 ;  owned  by  the  town. 

Second,  on  Eagle  stream ;  six  feet  fall  in  25  ;  will  saw  75,000 
feet  boards  ;  saw  mill ;  two  months.^ 

Third,  on  West  Bay  stream;  fall  10  feet  in  10  rods;  saw, 
shingle,  clapboard,  and  grist  mill ;  will  saw  260,000  of  boards ; 
eight  months.     Fed  by  a  brook. 

Fourth,  on  Whitcomb  brook ;  fall  10  feet  in  20 ;  saw  mill ;  will 
saw  60,000  boards. 

Wilson's  stream  is  fed  by  several  ponds,  a  constant  and  large 
supply  of  water  may  be  had.  An  immense  quantity  of  excellent 
slate  fot"  roofing  purposes. 

Old-fashioned  Flutter  wheels.  Power  only  partially  improved. 
Slate  rocks  for  building. 

Market,  Bangor,  by  road. 

Geeenwood — OxFOBn  County. 

From  Selectmen's  Statement, 
£ight  Powers. 

First,  at  the  outlet  of  Hick's  pond. 

Second,  "  Richardson's  Mill,"  on  Sanborn  river. 

Third,  "  Hick's  Mills,"  saw  and  shingle,  at  the  outlet  of  Twitch- 
ell's  pond. 

Fourth,  at  the  "  McKenney  Falls,"  on  the  Morgan  stream,  height 
100  feet. 

Fifth,  /'Bacon  Falls,"  on  a  branch  of  the  Little  Androscoggin 
river,  height  60  feet ;  unimproved. 

Sixth,  on  the  Little  Androscoggin ;  unimproved,  a  large  and  con- 
stant supply  of  water  from  various  ponds  above. 

Seventh,  "  Lock's  Mills,"  grist,  saw  and  carding  mill,  excelsior 
factory,  etc.     This  is  upon  Alder  river,  which  issues  from  ponds 
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covering  1,000  or  more  acres,  and  is  a  valuable  and  steadrpti 
perfectly  safe  and  constant  at  all  seasons.  •  The  larger  pond  »•  h| 
raised  four  feet  by  a  dam  for  a  reservoir.  Orand  Tnmk  fiailTaj 
track  close  by. 

Eighth,  a  saw  mill,  in  northwest  part  of  town. 


Greenwood  Plantation — Aroostook  Cottntt. 
Statement  of  W,  H,  Bryson,  Esq.,  of  EdynesviUe. 

One  Power. 

On  "  Scaggrook"  stream ;  fall  20  feet  in  a  mile.    No  impnH 
ment.    Stream  drains  quite  a  large  extent  of  country. 


Guilford— Piscataquis  County. 

From  'Selectmen's  Betums, 
Vorrt  Powers. 

First,  "Guilford  Village  Falls,'*  on  the  Piscataquis  river;  L^U 
feet;  mills  run  all  the  year,  except  in  an  extremely  dry  sravi 
A  saw,  two  shingle,  two  clapboard,  one  lath,  one  grist  mQl.  t"" 
carriage  shops,  a  blacksmith's  shop,  and  one  woollen  factory  ^\ 
two  sets  of  machinery,  all  in  full  operation.  600,000  of  IcilS' 
per  year,  4,000,000  shingles,  1,500,000  clapboards,  1,000,000  Utliv 
80,000  bushels  of  grain,  with  carriage,  planing,  and  smitli  w  :r, 
done  by  water.  Power  owned  by  the  Guilford  Manufactani: 
Company ;  woollen  factory  by  Hobart  &  Young. 

Second,  at  the  outlet  of  Davis  pond,  fall  11  feet;  saw,  sia^p" 
and  clapboard  machinery ;  600,000  feet  of  lumber,  3,000,000  ^It- 
gles,  400,000  clapboards.  Stream  fed  by  three  ponds ;  power  g-  - 
10  months,  and  by  a  higher  dam  at  the  outlet  of  pond  coakJ  b* 
made  available  all  the  year,  at  a  trifling  expense. 

Third,  on  the  outlet  stream  of  Salmon  pond,  two  shingle nnli? 
200>000  shingles  yearly ;  works  about  eight  months. 

Fourth,  on  the  Piscataquis  river,  two  miles  west  of  Dover  vill&e^ 
a  fall  of  20  feet  in  30  rods,  an  admirable  site  for  a  cotton  or  woc^i 
factory.     This  power  is  wholly  unimproved. 

Various  ponds  and  sites  for  reservoirs  above,  which  if  d& 
improved  would  give  a  large  supply  of  water. 

Freshets  on  the  Piscataquis,  quite  heavy ;  range  of  water,  10  fe^t 
The  banks  of  the  stream  are  high  so  that  little  or  no  damage  is  dccf 


ii 


DiT.  n.]  THB  WATKR  FOWBBS.  gOl 

Kock,  limestone  and  slate ;  lay  of  the  land  excellent  at  Guilford 
Tillage.  The  improvement  of  the  power  has  greatly  increased  the 
wealth  of  the  town ;  the  village  contains  one-third  of  the  whole 
taxable  property  of  the  town,  and  it  is  nearly  all  the  result  of  the 
utilization  of  the  power. 

Value  of  annual  products  of  the  water-power  alone,  $300,000. 

Market,  Bangor,  via  Dexter  &  Newport  Railroad,  station  12 
miles  distant.  Bangor  &  Piscataquis  Railroad,  now  building  to 
Dover  and  Foxcrofl,  station  si^  miles  distant. 

Hallowell — Kknnebec  County. 
Nine  Powers. 

The  "  Yaughan  Stream  Falls."  The  total  descent  is  188  feet  in 
about  a  third  of  a  mile.  No  estimate  of  the  power  has  ever  beeii. 
made  with  any  degree  of  accuracy.  On  one  of  the  falls,  upon 
which  there  is  an  overshot  wheel  20  feet  in  diameter,  and  a  grist 
mill  with  three  runs  of  stones,  grinding  can  be  done  11  months  of 
the  year.  Three  only  of  the  privileges  are  improved,  using  55 
of  the  188  feet.  Overshot  and  breast  wheels  employed,  and  no 
others.  The  power  is  owned  by  William  Stickney  and  Simon 
Page.  The  stream  is  naturally  variable.  Artificial  reservoirs  of 
almost  any  desired  magnitude  could  be  constructed,  and  a  vast 
amount  of  water  kept  in  reserve. 

Rock,  granite,  suitable  for  building  purposes,  in  some  respects 
the  best  variety  quarried  in  this  country  if  not  the  world. 

Some  25  hands  are  employed  in  the  mills  the  year  through. 
Market,  Portland  by  rail,  Boston  by  steamboats,  four  times  a  week ; 
vessels  drawing  12  feet  can  come  within  100  rods  of  the  stream. 

Hamlin  Plantation — Aroostook  County. 

From  Assessors^  Betum8. 
Four  Powers. 

First,  "  Hammond  Privilege,"  on  Hammond  brook ;  large  quan- 
tities of  spruce  lumber  in  the  basin  of  the  stream.    Unimproved. 

Second,  on  Duboy  brook,  about  40  feet  perpendicular  descent. 
A  large  amount  of  machinery  might  be  kept  in  motion  throughout 
the  year  by  means  of  an  overshot  wheel  28  feet  in  diameter. 

The  stream  is  fed  by  a  small  pond.  Another  small  lake  in  the 
vicinity  which  now  discharges  its  waters  into  Black  brook^  and 
thence  into  the  Aroostook  river,  might  at  a  small  expense  be  con- 
nected with  the  Duboy  brook.  The  privilege  probably  belongs  to 
the  State. 
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Third,  a  small  power  below  the  above,  near  the  river  St  Jo5i. 

Fourth,  a  power  on  Stony  brook,  an  active  stream,  which  w^^i 
keep  considertfble  machinery  in  motion  by  means  of  an  oyeisli  - 
wheel. 

Hamun's-Gbant  Plantation — Oxfobd  County. 

Statement  of  the  Assessors. 

There  are  no  streams  of  any  considerable  size  in  Hamlin's-Gnat 
Plantation,  and  none  whatever  soitable  for  milling  purposes. 

Hampden — Penobscot  County. 

From  a  Statement  and  Flan  of  the  Streams  furnished  5y  />ff<i  ti 

Crosby y  Esq, 
Biz  Powers,  or  More. 

First,  on  Sowadabscook  river,  near  its  junction  with  the  Pesob- 
scot.  Fall  at  low  water  nine  feet ;  various  lumber,  shingle  and 
lath  saws ;  four  American  turbines,  150  inches  water  each,  or  3^ 
horse-power  in  all ;  a  fulling  mill,  six  horse-power. 

Second,  above,  a  paper  mill  of  four  30-inch  engines,  tbref 
turbines,  400  inches  water,  50  horse-power.    Head  and  M  13  feet. 

Third,  above,  paper  mill  of  six  30-inch  engines,  three  turbine^ 
400  inches  water,  65  horse-power.    Head  and  fall  1?  feet. 

Fourth,  Fifth  and  Sixth,  between  this  mill  and  Stetson's  pond 
two  and  one-half  miles,  one  occupied  by  saw,  lath  and  shing'f 
machines ;  head  10  feet ;  head  at  the  other  two  privileges  ei^it 
feet ;    not  occupied. 

The  Sowadabscook  is  the  outlet  of  various  ponds,  area  \M 
acres ;  not  improved  for  storage  on  account  of  flowage.  At  tk* 
foot  of  Stetson's,  the  lowest  pond,  a  ledge  in  the  channel  prerentc 
the  dramng-doion  of  the  pond.  The  attempt  to  construct  a  cnt  o: 
channel  at  this  point  re.sulted  in  a  law  suit  on  part  of  mill  owners 
on  the  Kenduskeag  stream,  between  which  and  the  Sowadabsc(«:E 
there  is  a  natural  thoroughfare  with  the  water  flowing  forth  a&i 
back  at  different  seasons — and  ultimately  in  an  abandonment  d 
the  scheme.  The  use  of  these  ponds  with  the  flowage  feasible 
would  add  greatly  to  the  value  of  the  powers.  As  now  used  the 
ponds  serve  neither  river  for  reserve  purposes.  The  rirer  is 
naturally  constant.     Scanty  water  only  for  two  months. 
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Hancock — Hancock  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "Graves'  Privilege,"  on  Skilling's  river,  at  tide  water. 
Unimproved. 

Second,  "Joy's  Privilege,"  above,  one-third  mile  from  tide 
water.    Unimproved. 

Third,  "McFarland's  Privilege,"  above,  one-half  mile  from  tide. 
From  McFarland's  privilege  to  salt  water  is  a  continuons  fall^of 
10  feet  in  100.     Unimproved. 

Power  of  20  horse  the  year  round.  Formerly  grist,  saw,  and 
shingle  mills ;  went  to  decay,  dams  finally  swept  away  by  freshets. 

One  small  pond.  An  artificial  reservoir  three  miles  by  one 
could  be  constructed.  Stream  comparatively  constant  at  all  sea- 
sons. 

The  power  being  located  upon  tide,  is  favorably  situated  as 
regards  accessibility. 

Hock,  suitable  for  rough  work. 

Hanover — Oxford  County. 

From  Selectmen's  Betums. 
TSSuaaeroyxs  Powers. 

On  the  outlet  stream  of  Howard's  pond,  which  falls  three  hun- 
dred and  sixty-five  feet  in  its  course  of  one  and  a  half  miles  to  the 
Androscoggin. 

One-fourth  of  the  power  is  improved.  There  is  but  one  dam,  at 
the  outlet  of  the  pond.  Wheels,  overshot.  The  mills  work  all  the 
year :  annual  product,  $5,400. 

The  pond  is  three-fourths  by  half  a  mile ;  its  capacity  could  be 
doubled  at  an  expense  of  $500.  The  mills  on  the  stream  now  con- 
stitute about  one-fourth  of  the  valuation  of  the  town.  Freshets 
harmless. 

Mills  are  within  seven  and  a  half  miles  of  the  Grand  Trunk  Bail- 
way.     Market,  for  the  products  of  the  mills  is  now  at  the  mills. 

Harmony — Somerset  County. 

From  Selectmen's  Returns. 
Pour  Powers, 

First,   "Harmony  Village,"  on  Higgins'   stream;  500,000  of 

boards,  150,000  shingles,  and  a  machine  shop.    Part  of  the  mills 

operate  all  the  year.     Power  only  partially  used. 


804  WAXBB  POWBB  OV  HAHrS.  [Pah  m. 

Second,  below,  carding  and  cloth-dressing  machine. 

Third,  at  Main  Stream  village,  on  Sebasticook  main  stream; 
500,000  feet  of  boards,  1,000,000  shingles,  and  a  good  grist  mill. 
Operates  all  the  year. 

Fourth,  on  "  Main  Stream  Falls,"  below ;  unimproved. 

A  bog  six  miles  by  three-fourths  mile,  is  flowed  by  a  dam,  in  con- 
nection with  Higgins'  stream.  Stream  can  be  made  to  yield  abun- 
dant water  all  the  year  ;  Main  stream  also,  by  proper  dams. 

Good  building  stone.     Market,  Skowhegan,  Newport,  by  road. 


Harpswell — Cumberland  County. 

From  Statement  of  the  Selectmen,  and  of  Messrs,  True  db  Co., 

of  Portland. 
Several  Powers. 

All  are  tide  powers,  several  very  excellent  ones  being  unim- 
proved. 

First,  "  Casco  Bay  Mills,"  at  the  lower  Narrows  of  the  '/  Basin," 
in  the  southwest  part  of  the  town.  Length  of  dam  2T6  feet ;  height 
above  low  water,  12  feet ;  mean  rise  of  tide,  nine  feet.  Area  of 
pond,  200  acres.;  about  one-fourth  filled  at  low  water  to  about  15 
feet  depth.  Mill,  46  by  60  feet,  three  storied ;  Ryder  turbine,  50 
horse-power.  Building  will  accommodate  three  wheels  and  six  runs 
of  stones.  Capacity  of  privilege  fully  developed,  estimated  at  600 
horse-power.  Privilege  situated  on  an  excellent  harbor ;  vessels 
of  8,000  bushels  gi*ain  capacity  discharge  directly  into  the  mill. 
Fourteen  miles  from  Portland.  Owned  by  George  W.  True  &  Co., 
Portland. 

Second,  at  "  Mill  Cove,"  grist  mill  and  saw  mill. 

No  information  respecting  the  other  privileges. 

Harrington — WAsmNGTON  County. 

Selectmen's  Returns, 
Two  Powers. 
First,  on  Mill  river,  fall  ten  feet,  stream  very  rapid ;  water  spring 

and  fall. 

Second,  on  Great  Marsh  stream  ;  fall  about to  the  mile ; 

will  carry  one  saw  the  year  round. 

Saw,  lath,  and  shingle  mills.  Rock,  limestone,  "which  should 
be  tested.'' 
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HARRISOir — OUMBERLAND  OoUNTT. 

From  SeUctraen^s  Betums. 
Four  Powers. 

First,  at  the  outlet  of  Anonymous  pond,  at  Harrison  village,  fall 
twelve  feet ;  "  Tolman  &  Co.'s  wire-factory";  product  $60,000  per 
annum. 

Second,  on  Bear  river,  at  the  village,  fall  21  feet.  The  Harrison 
Water  Power  Company  have  just  commenced  building  a  dam  for  a 
factory. 

Third,  on  the  same  river,  just  below,  fall  ten  feet ;  unoccupied. 

Fourth,  at  Bolster's  mills,  on  Crooked  river,  fall  eight  feet,  dam 
ponds  the  water  back  60  rods ;  saw,  grist  and  shingle  machine  ; 
wheels  overshot,  centre-vent,  and  Leffers  American  double  turbine. 

Bear  river  is  the  outlet  of  Bear  pond ;  Crooked  river  is  connect^ 
ed  with  numerous  ponds  above ;  no  damage  by  freshets ;  abundant 
supply  of  water  except  in  severe  drouths.  Bock ;  granite,  abun- 
dant  and  of  good  quality ;  lay  of  the  land  very  good. 

Market,  Portland,  by  canal,  and  road. 

Hartforb — Oxford  County. 

From  Selectmen's  Betuma, 
Three  Powers. 

On  Bungermuck  stream;  fall  respectively  9,  15,  and  20  feet. 
They  are  not  improved. 

Hartland — Somerset  County. 

From  Selectmen's  Betums, 
Three  Powers. 

First,  "  Upper  Sebasticook  Palls,''  in  the  village  of  Hartland,  on 
the  west  branch  of  the  Sebasticook  river,  about  one  mile  from  the 
outlet  of  Moose  pond ;  fall  30  feet  in  75  rods. 

Second  and  Third,  smaller  powers  about  three  miles  from  the 
village. 

Improvements  upon  the  above  powers,  three  dams,  saw,  shingle 
and  grist  mill,  carding  machine,  woollen  factory,  carriage  and 
blacksmith  shop ;  powers  operate  all  the  year ;  Tuttle  wheel  used. 

A  storage  of  six  fbet  on  Moose  pond,  assumed  at  10  square  miles, 
will  yield  fof  10  hours  a  day,  312  days  per  year,  480  horse-power, 
gross,  on  the  Upper  Sebasticook  falls,  or  19,200  spindles.  The 
storage  could,  however,  be  used  in  six  months  or  less,  and  the 

20 
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power  increased  in  proportion,  the  natural  run  sufficing  aD  dena^ 

the  residue  of  the  year. 

Artificial  reservoirs  of  very  great  extent  can  be  constrocted;! 

freshets  perfectly  harmless ;  range  of  water  about  five  feet ;  wsk: 

abundant  at  all  seasons. 
Bocks,  granite ;  one-half  basin  forests ;  lay  of  the  land  gooL 
Market,  Bangor,  by  road  to  Pittsfield,  seven  miles,  and  tiitQCf 

by  railroad. 

Haynesvillb  and  Leavftp  Plantations — ^Aboostook  Couiht. 
IVom  the  Staiemeni  of  W.  H,  Brysan,  Esq.,  of  HaynesviUe. 

One  Power. 

At  "  The  Forks"  of  the  East  and  West  branches  of  the  Msaa^ 
wamkeag  river,  within  a  half  mile  of  the  road  from  Bang^r'T  t< 
Houlton.  A  dam  400  feet  long  would  give  a  head  of  eig^t  ki 
The  bed  of  the  river  is  ledge.  The  great  Mattawamkeag  h^- 
5.50  square  miles,  12-  miles  above,  on  the  West  branch,  is  to  b- 
mense  reservoir,  having  a  dam  at  its  outlet  which  raises  a  l'2-i</. 
head.     Unimproved. 

Hebron — Oxford  County. 

From  Selectmen's  Betwm, 
Several  Powers. 

'*  Matthews  Pond  Falls,"  height  140  to  180  feet  in  100  r.nk 
Only  one  mill  upon  it.  The  power  fully  employed  would  saw  ^ 
000  of  lumber.     Could  be  worked  all  the  year  with  a  suitable  iia 

Machinery  now  used  of  the  poorest  construction ;  old-foshione*; 
wooden  wheel.  Area  of  the  two  connected  ponds,  410  acres.  Tlh  - 
^capacity  could  be  doubled  by  a  dam,  and  at  a  trifling  exp>e39!- 
IRocks,  coarse  granite,  suitable  for  building  dams.  Lay  of  the  liib* 
►convenient. 

Market,  West  Minot  and  Mechanic  Falls. 

Hbrkon — ^Penobscot  Oountt. 

Selectimen?B  Betums. 
!Pwo  Powers. 

First,  "  Shaw  &  Harding  Mill,"  on  Cold  brook.  Fall  eight  feet 
Dam  and  mill  upon  it;  mill  out  of  repair;  operates  four  mooib 
Situated  close  by  the  Maine  Central  Bailro«d,  and  three  miles  m^ 
the  business  part  of  Bangor. 
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second,  on  the  Wheeler  stream,  "King's  Mill-Dam";  five  and  a 
f  miles  from  Bangor.  About  equal  to  the  first-mentioned  in 
)acity.     No  other  improvement  than  the  dam. 

HiNKLET  TowNsmp — Washinoton  County. 
Statement  of  Peol  Tomah. 

[See  also  ^Hinkley  Township  and  Townahip  No.  XXVJI,**] 

veral  Powers. 

On  the  East  and  West  Musquash  streams,  the  outlets  of  the  lakes 
the  same  name.  There  is  a  fall  of  60  feet  from  West  Musquash, 
d  100  feet  from  East  Musquash  lake  to  Big  lake.  The  lakes  are 
.mmed  four  and  seven  feet  respectively,  and  yield  a  large  volume 
water. 

INKL5T  Township  and  TowNsmp  No.  XXVII — Washington  County. 
^atement  of  Oscar  Pike,  Esq.,  of  Princeton,  and  Anson's  Survey, 

wersl  Powers. 

The  outlet  stream  of  Grand  lake,  on  the  west  branch  of  the  St. 
roix,  or  the  "  Grand  Lake  Stream,"  has  a  fall  of  about  80  feet  in 
s  descent  to  Big  lake.  At  its  head  the  St.  Croix  Log  Driving 
ompany  built  in  1867,  a  dam  to  hold  about  eight  feet  head. 

A  storage  of  only  four  feet  on  the  lake,  will  yield  on  the  whole 
kll  1,480  horse-power,  for  ten  hours  a  day,  312  days  per  annum,  or 
^,200  spindles.  In  addition,  the  various  lakes  above  are  dammed, 
ad  the  supply  of  water  can  be  much  increased  thereby.  The  stor- 
^e  could  be  used  in  six  months  or  less,  the  natural  flow  sufficing 
le  rest  of  the  year. 

The  lower  privilege  at  the  head  of  steamboat  navigation  on  the 
lig,  Long,  and  Lewey's  lakes,  is  furnished  with  an  almost  com- 
pete dam  by  nature ;  a  ridge  of  rock  running  across  the  river  leaves 
nly  about  25  feet  to  be  constructed.  A  head  of  15  or  more  feet 
an  be  had  readily.  Solid  rock  bottom  and  sides.  Most  excellent 
hance  for  mills.  Quite  a  large  eddy  above  serves  as  a  natural 
»ond. 

The  sites  above  are  likewise  very  superior.    All  unimproved. 
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HiRAH — Oxford  County. 

From  (he  Report  of  Surveys  of  Cyrus  IngaUs  and  George 

Wadsworth,  Esqs. 

[See  alBO  "  fialdwio  and  Hiram/* "  Oomish  and  Hiram/'  and  «  Hiram  and  Panansfield."] 

Twenty-Five  IPowera. 

Nine  of  the  above  are  situated  upon  Hancock  brook,  which  is  a 
chain  of  eight  or  more  considerable  lakes  and  ponds. 

First,  100  rods  from  Hiram  bridge,  Allen's  milj  and  privilege; 
various  saws ;  head  and  fall  eight  feet. 

Second,  25  rods  above,  Clark  &  Co.;  various  saws  and  a  ^st 
mill ;  head  and  fall  16  feet. 

Third,  20  rods  above,  a  dam  seven  feet,  can  be  made  ten  feet; 
pond  of  five  acres.  Formerly  a  shingle  machine.  It  is  held  as  a 
reserve  for  the  mills  below. 

Fourth,  three-quarters  mile  above,  Rankin's  saw  mill  and  privi- 
lege ;  head  and  fall  10  feet. 

Fifth,  Sixth,  and  Seventh,  above  the  Rankin's  mill,  excellent  edtes 
for  mills  of  large  capacity.  Dams  twelve  feet  high  can  be  made  at 
small  expense,  as  the  banks  are  closely  adjacent  and  the  foundation 
rock.     Two  wooden  dams  are  used  for  log-driving. 

Eighth,  two  miles  above,  the  "  Barker  Dam,"  at  the  outlet  of 
Barker  pond,  head  and  fall  eight  feet,  and  at  an  altitude  of  2t5  feet 
above  the  Saco  river  at  Hiram  bridge.  Pond  contains  over  500 
acres.  From  this  pond,  northeasterly,  one  mile,  is  the  Pickerd 
pond,  25  acres. 

Ninth,  from  this  pond  np,  three-fourths  of  a  mile,  at  the  foot  of 
the  "  Great  Hancock  Pond,"  stone  dam  50  feet  long,  eight  feet 
high ;  pond  contains  500  acres.  From  the  upper  end  of  this  pond, 
four  rods  further,  the  foot  of  the  "  Upper  Hancock  Pond  "  is  readi- 
ed, which  contains  about  100  acres.  Three-fourths  of  a  mile  east 
of  this  pond,  are  four  other  ponds,  some  6f  which  are  of  consider- 
able size,  and  flow  into  the  Great  Hancock  pond. 

The  ponds  connected  with  this  stream  taken  together  have  an 
area  of  not  less  than  2,500  acres,  and  at  small  expense  could  be 
made  reservoirs  to  the  Saco  for  extensive  operations. 

Tenth,  on  Wadsworth  Canal  brook,  various  saws ;  13  feet  head 
and  fall,  pond  four  acres.     Water  six  months. 

Eleventh,  two  miles  above,  "  Hatch  and  Warren's  Mill,"  ten  feet 
head  and  fall,  pond  four  acres,  various  saws. 

Twelfth  and  Thirteenth,  on  Hunter's  brook,  fall  for  overshot 
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leels  25  feet  diameter,  could  operate  about  all  the  year.  Good 
es  for  light  machinery;  and  accessible. 

Fourteenth  and  Fifteenth,  on  Barnes'  brook,  30  to  40  feet  fall  can 
had  at  each.     Great  amount  of  hemlock  and  hard  wood. 
Sixteenth,  above,  at  the  "  Barnes  place,"  formerly  a  saw  mill. 
>t  used. 

Seventeenth,  a  mile  above,  "  Wadsworth's  Mill,''  stave  and  shin- 
3.     Operates  part  time  nearly  all  the  year. 

Eighteenth  and  Nineteenth,  on  Meadow  brook,  formerly  grist. 
Us ;  dam  12  feet  high,  feasible ;  water  for  small  machinery,  near- 
all  the  year. 

Twentieth,  half  a  mile  above,  "  Pierce's  privilege,"  suitable  for 
overshot  wheel,  and  light  work. 

Twenty-First  and  Twenty-Second,  on  Mill  brook  ;  one  near  the 
yeburg  stage  road,  has  an  overshot  wheel  22  feet  in  diameter, 
id  eight  feet  fall  from  the  dam  above.  Formerly  operated  a  grist 
ill,  now  various  lumber  saws. 

Twenty-Third  and  Twenty-Fourth,  etc.,  good  privileges,  above. 
Twenty-Fifth,  on  "Spring-Schoolhouse  brook,"  at  crossing  of 
lad,  might  operate  nearly  all  the  year  by  use  of  reservoirs. 

Hiram — Oxford  County,   and  Parsonsfield — York  County. 
Statement  of  Oeorge  Wadsworth,  Civil  Engineer,  of  Hiram, 

[See  also  "  Hiram,''  and  **  Parsonsfield."] 

wo  Powers. 

On  the  Great  Ossipee  river,  between  the  site  of  "Warren's  Mill," 
nd  Kezar  Falls.  Head  of  12  feet  can  be  had  at  each.  These  sites 
re  regarded  as  valuable  in  their  degree  as  Kezar  Falls. 

The  river  is  very  permanent,  being  fed  by  large  ponds  which  are 
Iready  improved  for  storage,  and  are  susceptible  of  greater  im- 
rovement.     See  page  TT,  second  Table. 

Hiram  and  Porter — Oxford  County. 
Statement  of  George  Wadsioorth,  Civil  Engineer. 

[See  also  «*  Hiram,"  and  "  Porter."] 

i*our  Powers. 

On  the  outlet  stream  of  Spectacle  and  other  ponds. 

First,  the  lowest  near  Ossipee  river,  "  Stanley's  Mill,"  various 
awB  and  planer.  Nine  feet  head  and  fall.  Can  operate  all  the 
rear. 
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Second;  "Milliken's  Mill/'  above,  grist  Hiill,  and  various  sin 
operating  all  the  year. 

Third;  above,  at  outlet  of  Spectacle  and  Trafton  ponds ;  kmg^ 
saw  and  grist  mills.  Now  unoccupied ;  except  dam  for  resenrci:! 
Ten  feet  head  and  fall  can  be  had,  the  best  privilege  on  the  stream 

Fourth,  "  Merrlfield's  Mill,"  at  outlet  of  Jay-Bird  poDd,  st- 
and shingle  machinery.  Head  and  fall,  now  five  feet,  caik 
doubled. 

HoDGDON-— Aroostook  County. 

From  Selectmen's  Returns. 
Three  Powers. 

Good  privileges,  on  the  Meduxnakeag  river,  and  all  in  armiii:;: 
distance  of  one  mile ;  the  upper  two  50  rods  apart. 

The  upper  two,  "  Jewett  &  Dunell's  Mills";  the  lower,  "Hiit:> 
inson's  Mills." 

Upper  fall  11  feet ;  second,  six  feet ;  lower,  nine  feet.  No  aai:- 
ral  ponds  in  the  vicinity.  The  upper  dam  ponds  back  the  w&ter 
three  miles ;  the  lower  about  a  mile. 

Economically  applied,  the  power  would  carry  a  consideTi'.^ 
amount  of  machinery  nearly  all  the  year.  Poorly  applied  & 
present. 

On  the  upper  dam,  various  saws,  a  carding  and  fulling  andgiirT 
mill. 

On  the  second  dam,  a  shingle  mill. 

On  the  lower  dam,  various  saws,  and  planing  machine. 

The  grist  mill  works  all  the  year ;  the  saw  mill  two-thirds  oU^- 
year ;  the  lower  mill  nearly  all  the  year  ;  the  shingle  machine  tm 
erected  recently. 

The  machinery  is  not  economical  of  power ;  centre-vent  v^ 
reacting  wheels. 

An  artificial  reservoir,  five  miles  by  four,  could  be  constnicteii 
at  small  expense  above  the  upper  dam,  and  the  land  it  would  i^f 
is  nearly  useless;  freshets  harmless;  total  range  fromlowe^t^ 
highest  water,  about  eight  feet. 

HoLDEK — Penobscot  Coctnty. 
From  a  Statemeird  of  the  Selectmen,  and  a  Flan  of  (he  Bbtm- 

Six  Powers. 

Pour  situated  on  Dead  river  the  outlet  of  Fitz  pond,  whicia 
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four  miles  by  half  a  mile.  All  good  privileges,  and  sufficient  to 
ran  an  up-and-down  saw  throughout  the  year  except  in  a  severe 
drouth. 

First,  a  shingle  mill. 

Second,  a  saw  mill  and  tannery. 

Third,  saw  mill  and  shingle  mill. 

Fourth,  a  shingle  mill. 

Fifth,  on  Budge's  stream,  a  saw  mill. 

Sixth,  on  the  same,  a  saw  mill. 

The  powers  on  Budge's  stream  run  about  four  months  in  the 
year. 

Annual  product,  about  $10,000.  Market,  Bangor,  seven  miles 
distant. 

HoLDEN  TowNsmp — Somerset  County. 
Statement  of  Heman  Whipple,  Esq.,  of  Solon. 

Six  Powers. 

First,  on  Heald  stream,  three-fourths  mile  above  south  line,  16 
feet  fall  can  be  had ;  grist  mill  to  be  built. 
Second,  a  mile  above,  15  feet  fall,  saw  mill. 
Third,  three-fourths  mile  above,  10  feet  fall,  dam. 
Fourth,  "Dog-Hole  Falls,"  above,  12  feet.     No  improvement. 
Pond  above,  one-half  square  mile,  flowed  eight  feet. 
Fifth,  one-half  mile  from  south  line,  fall  10  feet,  dam. 
Sixth,  one  mile  above,  40  feet  fall,  dam. 
Pond  above  for  reservoir,  one-half  square  mile. 

HoLEB  TowNsmp — Somerset  County. 

StcUement  of  Ex-Oovemor  Oobum. 
Two  Powers. 

First,  on  Moose  river  in  the  extreme  southeast  corner  of  the 
township,  "Holeb  Falls,"  48  feet  fall  in  80  rods.  Very  fair 
chance  for  dams  and  mills,  granite  bottom  and  banks.  No  im- 
provement. 

Second,  on  Barrett  brook,  16  feet  in  30  rods.  Good  site  for 
dam  and  mills.     Small  pond,  which  can  be  dammed. 

HoLUs — YoBK  County. 

[See  also  *<  Baxton  and  HoiliB,"  **Biizioo,  HoUls  and  Standiih,"  and  « Dayton  and 

Hollif." 

Three  Powers. 

First,  a  saw  mill  on  a  brook  running  from  HoUis  Centre  to 
BarkerVPond  stream. 
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Second,  a  saw  mill  on  a  tributary  to  KeUiok  pond,  about  the^ 
fourths  of  a  mile  above  the  pond. 
Third,  on  the  same  stream,  about  a  mile  above,  a  saw  mflL 


Hope — Knox  Countt. 
From  (he  Selectmen's  Returns  and  a  Plan  of  (he  Sireamx. 

Ten  PowerB,  and  More. 

Four  at  the  foot  of  the  Hobbs  and  Fish  ponds,  all  within  tkbr 
fourths  of  a  mile  ;  average  head  upon  each  privilege  10  feet 

First,  on  the  dam  at  the  foot  of  the  ponds,  varioos  saws  ani . 
grist  mill. 

Second,  below,  saw  mill,  water  for  a  large  business  10  montk 

Third,  on  the  next  dam,  saw,  threshing,  grist,  and  machine  sL ; 
equipment ;  water  the  year  round. 

Fourth,  on  the  next  dam,  various  saws. 

Fifth  and  Sixth,  below,  unoccupied. 

Lay  of  the  land  good  for  building ;  abundance  of  rocks,  c: 
quite  heavily  wooded.  Mills  located  at  the  foot  of  ^e  akrt; 
named  ponds ;  see  page  140,  second  table. 

Seventh,  at  the  foot  of  the  Mansfield  pond ;  saw  for  stayes  3:i 
heading ;  eight  months  in  the  year ;  head  14  feet ;  a  great  amou: 
of  lumber. 

Eighth  and  Ninth,  below,  unoccupied. 

Tenth,  mill  for  staves  and  heading ;  three  months.  Other  privi- 
leges below,  superior  to  this,  unoccupied.  These  privileges  ar? :: 
the  upper  end  of  the  Hobbs  and  Fish  ponds.  Mills  located  frii 
10  to  12  miles  of  Rockland,  and  seven  to  nine  miles  of  Cam^t:; 
both  good  markets. 

HouLTON — Aroostook  County. 

From  Selectmen's  Beturns-. 
Seven  Powers. 

Upon  the  south  branch  of  the  Meduxnakeag  river  and  its  tiilv 
taries,  known  as  the  "Gary,"  the  "Page  and  Madigan,"  tir 
"Ham,"  "Logan,"  "Mansur,"  "Cressey"  and  "HoultoL* 
water-powers.  The  Gary  privilege  has  a  fall  of  about  30  iieet ;  tbe 
others  of  about  12  feet. 

"Power  is  sufficient  for  the  largest  manufactories;  wafer 
abundant  all  the  year."  Improved  in  two  grist,  four  saw,  a>i 
two  carding  mills ;  two  cabinet  shops,  one  tannery  and  a  maciu:^ 
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>  and  foundry.    Numerous  lakes  and  large  streams ;  the  lakes 

be  converted  into  large  reservoirs  at  small  expense. 

rcshets  never  destructive;  sites  for  building  very  excellent; 

z  suitable  for  building  close  at  hand. 

There  is  a  most  excellent  opportunity  for  factories,  especially 

>llen  factories.    We  raise  the  best  of  wool,  in  great  quantities, 

ch  now  goes  to  Boston  and  then  comes  back  to  us  in  cloth. 

er  manufactories  are  greatly  needed,  and  we  can  offer  the 

liest  inducements/'    The  soil  in  this  region  is  a  deep  rich  loam, 

.erlaid  by  clay. 

larket,  Boston  and  Bangor ;  the  former  by  the  St.  Andrews 

Iroad  and  steamboat.     "Our  great  trouble,  in  years  past,  has 

n  means  of  access  to  the  rest  of  the  world.    The  railroad  above 

itioned  has  begun  to  give  us  relief.     The  opportunities  and 

essities  for  manufacturing  here  are  very  unusual.'' 

Howard  Township — Piscataquis  County. 
StntemetU  of  Lather  Chamberlain,  Esq,,  of  Atkinson, 

5ht  Powers. 

^'irst,  on  the  Ship  pond  stream,  about  30  rods  above  Sebec  lake ; 

lead  of  10  feet  can  be  had  perpendicular,  and  by  flumes  a  fall 

20  feet  in  200  of  run. 

second,  Third,  Fourth,  above,  rapids ;  from  8  to  12  feet  on  each 

I  be  had. 

?iftb,  on  the  outlet  stream  of  Long  pond,  a  fall  of  18  feet  can 

had. 

Mxth,  on  Wilson  stream,  about  a  mile  above  Sebec  lake ;  a  fall 

15  feet  can  be  had  perpendicular;  rock  bottom  and  banks. 

od  site  for  mills.     Formerly  a  mill. 

Seventh,  a  short  distance  above,  a  perpendicular  fall  of  15  feet 

1  be  had ;  solid  ledge,  good  chance  for  mills. 

Eighth,  a  saw  mill  on  the  outlet  of  Beaver  pond. 

Ship  pond  covers  three  square  miles,  is  fed  by  other  ponds,  and 

a  grand  reservoir.     Long  pond  covers  a  square  mile. 

HowLAND — Penobscot  Coui^tt. 
From  Selectmen's  Beturns. 

[See  also  *<  Enfield  and  Howland.'^] 

vo  Powers. 

First,  the  ''Howland  Falls,"  at  the  mouth  of  Piscataquis  river. 
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Height  20  feet,  produced  by  a  dam,  which  ponds  the  water  back 
six  miles  or  more  to  the  privileges  in  Mazfield.  The  dam  is  300 
feet  long,  is  built  of  logs,  and  is  of  great  strength,  with  a  sluice 
for  ice  at  the  east  end,  40  feet  long  and  two  feet  deep.  Five  saw 
mills  are  already  built  upon  the  privilege;  there  is  room  with 
abundant  power  for  five  more. 

Upon  the  south  side  of  the  river  there  is  a  natural  canal  through 
which  the  river  could  be  turned  with  insignificant  cost.  The  land 
upon  the  canal  is  level,  and  but^  little  elevated  above  high  water. 
It  affords  sites  for  any  number  of  mills,  of  unsurpassed  excellence 
and  easily  and  cheaply  improved. 

Enormous  quantities  of  lumber  remain  upon  the  river  above, 

■ 

especially  of  hemlock.  No  more  favorable  opportunity  could 
possibly  be  afforded  for  tanning  on  an  extensive  scale.  The 
''extract  of  bark"  for  tanning  purposes  could  also  be  made  here 
under  the  most  favorable  conditions.  The  privilege  is  owned  by 
Messrs.  N.  J.  Miller  of  Portland,  and  Albert  Emerson  of  Bangor. 

The  Piscataquis  at  this  point  drains  1,276  square  miles,  or  only 
about  100  square  miles  less  than  the  Saco  at  Saco ;  it  is  fed  by 
over  14  square  miles  of  lakes  and  ponds,  including  only  29  of  the 
larger.  The  surface  of  the  basin  is  generally  moderately  uneven 
and  undulating,  so  that  the  surplus  drainage  is  not  thrown  off  with 
rapidity,  and  a  comparatively  large  volume  is  reserved  for  use  in 
the  summer  season.  A  storage  of  six  feet  upon  the  Schoodic, 
Sebec,  Seboois  and  Endless  lakes  alone,  47  square  miles,  would 
farnish  1,680  horse-powers,  63,200  spindles,  for  10  hours  a  day, 
312  days  per  year,  on  this  fall.  But  the  storage  could  all  be  useti 
in  three  to  six  months  furnishing  a  two  to  three  fold  greater  power, 
to  sustain  which,  for  the  rest  of  the  year,  the  natural  run  of  the 
river  would  be  more  than  sufficient.  The  lakes  specified  are 
comparatively  near  at  hand.  To  the  above  figure  for  the  power 
attainable  in  a  drouth  by  storage,  should  be  added  the  natural 
low  run  of  the  river,  which  at  this  point  would  probably  be  400  to 
500  horse-powers,  on  a  20-foot  fall. 

Second,  a  power  on  the  Seboois  river ;  unimproved. 

These,  taken  in  connection  with  the  enormous  power  on  the 
Penobscot  river,  carry  up  the  manufacturing  resources  and  capa> 
bilities  of  this  town  to  a  figure  not  surpassed. 
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Hudson — ^Pbnobscot  County. 

Statement  of  Joel  Mann,  Esq. 
One  Power. 

At  Hudson  yillag^,  in  the  centre  of  the  town,  on  the  outlet 
stream  of  Little  Pushaw  lake,  two  saw,  a  shingle  and  grist  mill, 
and  other  machinery,  and  power  sufficient  to  carry  as  much  more. 

Lumber  is  manufactured  the  year  round. 

The  Little  Pushaw  lake  covers  nearly  a  square  mile,  and  is  fed 
by  numerous  and  considerable  streams. 

Independence  Plantation — Penobscot  County. 

Statement  of  the  Assessors. 
Several  Powers. 

On  the  Crossuntic  stream,  large  enough  to  operate  saw  mills 
and  shingle  and  clapboard  machines.  There  are  swamps  and  ponds 
that  might  be  converted  into  reservoirs  of  considerable  capacity. 

None  improved. 

Indian  Township — Washington  County. 

Statement  of  Oscar  Pike,  Esq. 
Tviro  Powers. 

First  on  the  Tomar  stream,  three  miles  from  the  river,  fall  10 
feet ;  dam  and  shingle  machine. 

Second,  one  and  a  half  miles  above,  10  feet  fall;  excellent  chance 
for  dam.     Not  used. 

Stream  fed  by  the  Tomah  ponds  which  cover  two  square  miles, 
and  can  be  flowed. 

Indian-Pond  Township — Somerset  County. 

Statement  of  Messrs.  J.  M.  Haynes  of  Augusta,  and  Eeman 

Whipple,  of  Solon. 
Several  Powers. 

From  the  dam  at  the  foot  of  Indian  pond  to  the  mouth  of  Chace's 

stream,  the  Kennebec  river  is  a  violent  torrent,  constituting  the 

^eell-known  "  Rapids,^'  the  upper  half  of  which  is  in  this  township. 

The  fall  is  not  less  than  150  to  200  feet  in  a  run  of  four  and  a  half 

miles.     The  banks  are  very  high  and  steep,  and  together  with  the 

bottom  and  sides  of  the  river  are  solid  ledge.     There  are  points, 

h.o'wever,  where  dams  could  be  constructed  and  facilities  for  access 

secured. 
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At  the  head  of  the  rapids,  "  Indian-Pond  Dam,"  flows  fire  mfles, 
large  reservoir,  dam  200  feet  long,  24  gates ;  good  site  for  devel- 
opment in  all  respects. 

Between  the  two  ponds,  which  are  classed  together  as  Indian 
pond,  is  quick  water  for  one-half  mile,  with  a  good  site  for  im- 
provement.    Upper  pond  two  miles  long. 

There  are  several  privileges  upon  other  streams,  as  follows : 

First,  at  the  foot  of  the  lower  pond  on  Chace's  stream,  a  most 
excellent  site,  where  20  feet  fall  can  be  had ;  a  dam  already  built 
Below  this  the  stream  is  very  swift,  but  the  height  and  steepness 
of  the  banks  render  it  almost  unimprovable. 

Second,  Third,  etc.,  above,  good  sites,  with  large  and  numerous 
reservoir  ponds.     Not  used. 

Fifth,  Sixth,  etc.,  on  Indian  stream ;  reservoirs  above.  Not  used. 

Indian  Purchase  Township  (East) — Penobscot  County. 
Statement  of  Daniel  Barker,  Esq,,  of  Bangor. 

Eleven  Powers,  or  More'. 

First,  Second,  etc.,  "  Grand  Falls,"  on  the  Penobscot  river,  one 
mile  of  swift  water ;  lower  pitch  15  or  20  feet. 

Fourth,  Fifth,  Sixth,  etc.,  above  Grand  Falls,  "Island  FaUs^ 
two  miles  long.     One  pitch  20  feet  in  20  rods. 

Seventh,  "Ehine's  Pitch,"  ten  feet  fall. 

Eighth,  at  outlet  of  Quakish  lake,  a  dam  can  be  built  12  feet 
high ;  lake  about  a  square  mile  and  a  half. 

Ninth  and  Tenth,  from  Quakish  lake  to  North-Twin  Dam  about 
one  mile  of  rough  water ;  fall  about  25  feet. 

Eleventh,  "  North  Twin  Dam."  The  dam  is  about  400  feet  long, 
16  feet  high,  and  has  22  gates.  It  flows  North  Twin  lake,  five 
square  miles.  South  Twin,  four  square  miles,  Pamedumcook  sii 
square  miles,  and  Amjejus  four  miles,  holding  an  enormous  store 
of  water. 

Industry — Frankun  County. 

•From  Selectmen's  StatemerU. 
Two  Poweri. 

First,  at  the  outlet  of  Clear-Water  pond,  "Allen's  Mills*';  33  feet 
faU  in  55  rods.  Eight  hundred  inches  of  water,  under  a  12-fot»t 
head,  operates  12  hours  per  day  through  the  year ;  machinery  not 
of  the  best  construction ;  gnst,  saw,  shingle,  clapboard  and  lath, 
and  shovel-handle  machinery ;  also  a  tannery,  with  water  privilege 
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sufficient  to  use  100  cords  of  bark  per  year ;  the  dam,  at  the  foot 
of  pond,  may  be  raised  three  feet ;  abundant  stone  for  building 
purposes;  the  pond  contains  from  1,500  to  2,000  acres;  water 
deep  and  clear ;  absolute  immunity  from  danger  by  freshets. 

Six  miles  from  Farmington  depot,  good  roads ;  15,000  dozen 
shovel  handles  manufactured  last  year,  and  hauled  to  depot  for 
two  cents  per  dozen. 

Second,  "  West's  Mills,"  30  feet  fall  in  50  feet  distance ;  saw 
and  shingle  machine,  two  months  per  year ;  grist  mill,  ten  months 
per  year.     Ten  miles  from  Farmington  depot. 

Island  Falls  Plantation — Aroostook  Cottntt. 

Statement  of  E.  F.  Dinsmore,  Esq, 

Three  Powers. 

First,  on  the  Mattawamkeag,  west  branch,  fall  20  feet,  with  a 
chance  for  flowage  of  some  hundreds  of  acres,  by  a  higher  dam. 
Water  enough  at  all  seasons  to  carry  a  large  amount  of  machinery. 

There  are  at  present  on  this  privilege  a  saw,  shingle,  and  grist 
mill.  The  stream  drains  a  large  extent  of  rolling  country,  is  fed 
by  numerous  ponds,  and  is  therefore  comparatively  constant. 

Second,  on  "  Cold  Brook,"  saw  and  grist  mill. 

Third,  on  Dyer  brook,  water  sufficient  for  saw  and  grist  mill. 
Unimproved.  This  and  the  foregoing  power  are  situated  near  the 
stage  road. 

ISLESBOROUGH — WaLDO   CoUNTY. 

From  Statement  of  the  Selectmen, 

Six  Powers,  or  More. 

First,  at  the  outlet  of  a  pond  of  12  acres,  which  may  be  in- 
creased to  twice  that  size  by  means  of  a  cheap  dam ;  an  eight-foot 
greater  head  than  the  present  may  be  had  and  water  sufficient  to 
carry  a  grist  mill  two-thirds  of  the  year.  Pond  lies  one-third  mile 
from  sea  shore. 

Second,  on  the  same  stream,  just  at  its  mouth ;  with  another 
dam,  the  water  may  be  used  again  to  as  good  advantage  as  at  the 
pond.     Unimproved. 

Third,  Fourth,  etc.,  from  the  pond  to  the  sea  line  there  is  a  total 
fall  of  60  feet,  which  might  be  improved  in  two  or  three  privileges. 
Unimproved. 

Fifth,  a  tide  power  at  the  head  of  Sabbath-day  harbor,  quite  a 
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reservoir,  with  a  very  narrow  entrance,  which  could  be  damiLri  & 
trifling  expense.     Unimproved. 

Sixth,  a  tide  power  at  the  head  of  Gilkey's  harbor,  with  aUr^ 
reservoir  which  conld  be  dammed  at  not  unreasonable  ei^<m 
and  a  large  amount  of  work  done.    Unimproved. 

Bocks,  shale. 

Jagkman  Township — Somersej  County. 

Statement  of  Heman  Whipple,  Esq. 
One  Power. 

About  half  a  mile  from  lake,  "  Churchill  Falls,"  fieJl  10  ieet^i 
cellent  chance  for  improvement ;  good  land  all  about.    Not  qbk 

Jackson — ^Waldo  County. 

From  Selectmen's  Retums. 
Six  Powers. 

First,  on  Hadly  brook,  saw  mill ;  fall  fourteen  feet. 

Second,  on  Hadly  brook,  fall  20  feet. 

Third,  Fourth,  Fifth  and  Sixth,  on  Marsh  stream ;  total  U.  j 
the  four  combined,  60  to  70  feet  in  three-fourths  mUe ;  two  s£v 
one  grist,  and  a  shingle  mill ;  operate  from  one-third  to  oneM 
the  year.    Power  only  partially  improved. 

Rose  wheiBl.  Two  ponds  at  the  head  of  Hadly  brook ;  each  id 
cover  twenty-five  acres.  Artificial  reservoirs  feasible  to  ^'^^ 
extent.  Basin  one-third  wooded.  Mills  cut  in  186T,  600,0«>ifei 
hemlock  boards,  1,000,000  shingles,  25,000  feet  vessel  pUi 
Total  value,  $Y,800. 

Market,  Belfast,  by  road ;  **  hope  soon  to  have  a  raOroad/' 

Jay — Franklin  County. 

From  Selectmen's  Bourns, 
nve  Powera. 

First,  "Jay  Bridge  Falls,"  on  the  Androscoggin  river,  tip* 
miles  above  Livermore  Falls,  and  several  miles  below  Gapsi 
Bips  in  Canton  on  the  same  river. 

Formation, — The  bottom  and  banks  of  the  river  at  this  piii 
consist  of  solid  ledge,  extended  both  above  and  below  the  ^ 
An  island,  fifteen  acres  in  extent,  divides  the  fall  into  two  paH$ 
and  serves  for  abutments  to  the  sections  of  the  dam.  A  fiist^:^^ 
dam  was  erected  in  1867,  and  commandB  a  head  of  12  feet  ^^ 
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sections  are  respectively  160  and  200  feet  long.  The  river  is 
rapid  both  above  and  below,  and  exhibits  a  well  defined  pitch  a 
short  distance  above  the  dam  where  another  island  divides  the 
river  into  two  channels.  There  is  also  a  pitch  a  short  distance 
below. 

Volume  of  Water  and  Power, — If  the  extreme  drouth  run  at  this 
point  be  assumed  to  be  20  per  cent,  less  than  at  Lewiston,  or 
75,200  cubic  feet  per  minute,  the  gross  power  of  the  falls,  if  so 
much  as  30  feet  be  available,  is  4,260  horse-power  gross,  or  170,- 
400  spindles ;  that  developed  by  the  present  dam  is  about  69,000 
spindles.  The  power  can  be  increased  by  raising  the  dam,  10  feet 
or  more,  as  may  be  desired,  no  loss  from  flowage  being  entailed 
thereby.  It  can  also  be  enormously  increased,  in  common  with 
the  other  great  powers  upon  the  river,  by  the  use  of  the  reservoirs 
above.     See  pages  84-87,  Part  II. 

Lay  of  the  land. — Unsurpassed  upoti  the  east  bank,  thefe  being 
an  extensive  slope  of  evenly  graded  surface  and  of  suitable  height 
for  improvement,  upon  the  margin  of  which  a  canal  could  be  con- 
structed down  river  to  any  distance  required,  and  mills  advantage- 
eously  located  thereon.  The  island  also  is  of  such  height  that 
factories  can  be  placed  upon  it  favorably,  a  natural  run  extending 
through  it,  which  could  be  inexpensively  converted  into  a  canal, 
and  mills  located  in  connection.  The  substratum  of  both  the 
island  and  banks  being  mainly  ledge,  affords  the  best  possible 
basis  for  the  firm  establishment  of  dams,  mills,  and  all  required 
structures.  The  territory  bordering  the  privilege  also  lies  well 
for  the  accommodation  of  boarding  houses,  and  other  appurte- 
nances of  a  manufacturing  town. 

Building  materials. — The  island  is  a  body  of  granite  of  first-rate 
building  quality.  A  quarry  of  excellent  granite  is  also  adjacent 
on  the  bank  of  the  river.  Good  brick  clay  is  close  at  hand. 
Lumber  can  of  course  be  procured  in  unlimited  quantities  from  up 
river. 

Proprietorship,  etc, — The  privilege  is  owned  by  Hon.  John  Lynch 
of  Portland.  The  only  improvement  upon  it  at  present  is  the  dam 
and  a  saw  mill.  The  line  of  the  Androscoggin  Railroad  is  within 
one  and  a  half  miles.  The  privilege  is  declared  by  experts  to  be 
unsurpassed  upon  the  river  as  respects  feasibility  of  development 
and  as  a  site  for  heavy  operations. 

Second,  about  one  mile  below  Jay  bridge,  "  French's  Palls,"  on 
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the  Androscoggin.    Total  hd!gbt  10  feet ;  no  part  of  the  power  > 
improved. 

Third,  below  the  above  named  falls,  the  "  Otis  Palls,''  en  1- 
Androscoggin,  situated  about  one-half  mile  above  Livennore  fiT.- 
The  total  height  of  said  falls  is  fourteen  feet,  within  a  rumuL^  f.« 
tance  of  six  rods ;  no  part  of  this  power  is  improved,  eitl?7  r 
mills  or  dam.  It  is  owned  by  Capt.  Ezekiel  Treat  of  Liver:.  ? 
falls,  and  Dr.  Kilbum  of  Lewiston. 

The  power  of  these  two  privileges  is,  in  proportion,  as  aba^- 

Fourth,  "  Stubb's  Mill,''  in  the  east  part  of  town ;  stream  sii! 

Fifth,  **  Look's  Saw  Mill,"  in  north  part  of  town ;  small  sims 
operates  several  months. 

JeFFERSOK — ^LlNCOLK  CoUKTT. 

From^  the  StcUemeni    of  (he  Selectmen,  and  a   Plan  of  tk 

Streams,  ' 

Ten  Powers. 

-  First,  on  Dyer's  river,  saw  and  shingle  maohinery ;  &D  II  ^ 
eight  inches.  Cuts  equal  to  300,000  of  lumber.  With  a  ^^ 
dam  (easy  to  construct)  mill  could  be  run  eight  montluL  G.- 
chance  on  one  side  for  a  grist  mill,  or  other  machinery.  T^ 
forest  adjacent  consists  of  pine,  about  8,000,000  or  4,000,000,  viv 
and  red  oak,  maple,  birch,  &c. 

Second,  two  miles  above ;  grist,  carding  and  lulling,  stave  sl. 
shingle  mills ;  fall  ten  feet ;  water  to  grind  most  of  the  time. 

Third,  above,  an  old  saw  mill  about  rotted  down  ;  a  good  prrvl 
lege ;  fall  nine  feet.  It  is  the  outlet  of  Dyer's  pond.  The  pondv* 
three  by  one-half  miles,  with  another  pond  tributary  to  it,  ow  tj 
one-half  miles. 

Fourth  and  Fifth,  on  the  brook  connecting  the  ponds,  one  sv'vr 
feet,  the  other  ten  feet. 

Sixth  and  Seventh,  on  the  Weeks  stream  ;  two  saw  mills:  H 
eight  feet.     The  two  could  saw  about  500,000  a  year. 

Eighth,  "  Jackson's  Mills,"  on  Jackson's  stream,  head  and  L 
12  feet,  dam  flows  pond  one-half  mile  long;  saw,  and  ^^' 
machine ;  400  square  inches  water ;  five  months. 

Ninth,  below,  "  Bond  &  Jackson's  Grist  Mill,"  eight  feet  hf* 
and  fall,  144  square  inches  of  water. 

Tenth,  below,  '*  Deshon's  Mills,"  eight  feet  bead  and  fall,  srtan 
and  threshing  machines,  operating  eight  months  and  three  moDtl* 
respectively. 


T>rr.  n.]  THB  WAIBK  P0WBB8.  g2I 

Eleventh,  below,  grist  mill,  eight  feet  head  and  &U,  operates 
Dearly  all  the  year. 

The  foregoing  mills  on  Jackson's  stream  have  stone  dams  on 
ledge  foundation. 

Twelfth  and  Thirteenth,  etc.,  good  sites  below. 

Fourteenth,  "  B.  Weeks'  Saw  Mill,"  above  Dyer's  Long  pond ; 
small  mill  pond. 

Fifteenth,  "  Caldwell  &  Brown's  Mill,"  stave,  on  a  branch  of 
this  stream. 

Sixteenth  and  Seventeenth,  stave   and   shingle  mills,  small 
capacity. 

JsRusALEir  Towwsmp — ^Franklin  County. 

Statement  of  Ahner  Toolhaker,  Esq,,  of  PMUipa. 
One  Power. 

Dam  at  the  forks,  flows  river  back  one  and  one-half  miles ;  also 
Eteddington  pond  is  raised  several  feet  for  a  reservoir. 

JONKSBOBOUOH — WASmNOTON   CoUHTT. 

]^om  a  Plan  of  the  Streams  furnished  by  J.  D.  Parker,  Esq,,  of 

Steuben, 
Three  Powers. 

First,  the  ''  Great  Fails,"  on  Chandler's  river,  a  dam,  no  other 
improvements. 

Second,  "  The  Mills,"  at  the  village,  and  at  the  head  of  tide. 

Third,  on  a  creek  tributary  to  the  estuary  of  Chandler's  river, 
[lear  the  village,  a  mill. 

.JoNBSPOBT — Washington  County. 

From  Selectmen's  Bekiams, 
Due  Power. 

On  Indian  river ;  fall  10  feet ;  only  partially  improved,  in  dams 
md  mills ;  mills  operate  half  the  time.  Turbine  wheel.  No  ponds. 
S'o  artificial  reservoirs  feasible. 

Underlying  rock,  syenite.    Little  forest.    Market,  all  points,  by 

K  TowNsrap — Aroostook  County. 

prom  the  Statement  of  Dominicus  Harmon,  Esq.,  of  ForestviUe 

Plantation. 
rwo  Powers, 

First,  on  the  Little  Madawaska  river,  a  g^d  mill  site ;  fall  ten 
feet.     Unimproved. 

21 
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Second,  on  the  same  rivei^  a  good  mill  site.    Unimproved. 

The  river  has  a  large  and  comparatively  steady  volume  of  water, 
as  it  drains  250  square  miles  of  territory.  The  Madavaska  lake, 
four  square  miles,  can  be  dammed  eight  feet,  making  the  powers 
constant  throughout  the  year.     Vast  amount  of  lumber. 

Kenduskeag — Penobscot  County. 

From  the  Selectmen's  Returns,  and  a  Flan  of  the  Streams. 

Pour  Powers. 

First,  "  Kenduskeag  Village  Power;"  "  Garland's  Mills"  on  ^e 
east  side,  "Hodsdon's  Mills"  on  the  west  side  of  the  stream,  M 
11  feet;  water  at  medium  stage  of  the  river,  600  square  inches: 
width  at  dam,  200  feet. 

"Garland's  Mills;"  production,  1,600,000  feet  board  measure. 
4,000,000  shingles,  40,000  bushels  grain.  ''Hodsdon's  Mills;" 
production,  1,000,000  shingles,  300,000  staves,  100,000  heading 
boards,  12,000  pounds  wool,  carded. 

Second,  "  Higgins'  Mill,"  one  and  a  quarter  nules  above  the 
foregoing  power;  production,  700,000  board  measure,  1,500,000 
shingles ;  fall  nine  feet ;  600  square  inches  of  water  at  medium 
stage ;  width  at  dam,  200  feet. 

Third,  "Young's  Mills,"  on  Bog  brook;  production,  800,000 
shingles. 

Fourth,  "Piper's  Mills,"  on  Bog  brook;  production,  200,000 
board  measure. 

Grist  mills  work  all  the  year ;  the  others  might,  but  do  not 
probably  more  than  half  the  year.  Machinery  of  the  best  constrac- 
tion.    Tuttle's  centre-vent  wheel. 

"  For  the  last  five  years  all  the  mills  on  Kenduskeag  river  could 
ihave  run  all  the  year  round.  The  volume  of  the  stream  seems  tc- 
Jhave  increased." 

Market,  Bangor,  by  turnpike,  ten  miles  distant. 

Kennebunk— York  County. 

From  Selectmen's  Returns, 
'Beven  Powers. 

First,  Second  and  Third,  "  Mousam  Village  Falls,"  at  the  head  of 

tide  on  Mousam  river,  two  and  a  half  miles  from  the  sea.     Divided 

into  three  pitches ;  total  height  of  fall  40  feet.    The  lower,  to  tb« 

foot  of  which  the  tide  flows,  has  no  dam.    The  second  has  a  sash 

and  blind  factory,  machine  shop,  saw  mill,  shingle  machine,  with 
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:;ular  saws.    The  upper  has  1*7  feel  fall ;  two  cotton  mills  and  a 

st  mill. 

'^oiirth,  two  miles  above,  on  the  same  stream,  "  Lord's  Cotton 

lis/'  eight  feet  fall. 

'^ifth,  one-half  mile  above,  **  Davis'  Lumber  Mill,"  nine  to  ten 

tfaU. 

)ixth,  one  mile  up,  "  Varney's  Falls ;"  12  feet  fall. 

Seventh,  one  mile  further  up,  "Great  Falls,"  fall  45  feet,  with  a 

*ural  stone  dam  and  some  "  twelve  hundred  horse-powers ;  one 

the  best  powers  in  the  State ;"  entirely  idle ;  owned  by  Dana, 

x;h  &  Thompson. 

B'rom  Great  falls  to  Mousam  Village  falls,  is  150  feet  descent,  the 

ttance  five  miles.    In  this  distance  the  gross  power  is  estimated, 

eluding  Oreat  Falls,  to  be  about  8,600  horse  power,  or  144,000 

indies,  for  11  hours  a  day,  312  days  per  annum. 

The  stream  is  very  constant.    See  page  14T,  Fart  II.    The  power. 

aid  be  increased  one-fourth  by  the  improvement  of  the  ponds  for 

servoirs;  total  range  of  water  from  low  to  high,  3.5  feet.     The 

is  are  bounded  all  about  with  ledge ;  one-fourth  of  the  basin 

vered  with  woods. 

Market,  Boston  and  Portland,  by  rail,  also  all  parts  by  sea. 

Kennebunkpobt — ^ToRK  County. 

From  Selectmen's  Eetums. 
ight  Powers. 

First,  John  Smith's  saw  mill ;  fall  10  feet ;  saws  quite  an  amouni 

lumber. 

Second,  Jacob  Curtis'  saw  and  shingle  mill ;  fall  10  feet ;  both  in 

Iddle  part  of  town,  on  small  streams. 

Third,  Moses  Nason's  saw  and  carding  mill,  on  Kennebunk  river. 

Fourth,  Edwin  Hutchins'   shingle  and  clapboard  mill;   saws 

,000  per  year ;  on  a  small  stream. 

Fifth,  Goff 's  mills,  Andrew  Merrill's  shingle,  saw  and  grist  miU. 

Sixth,  Perkins'  mill ;  fall  12  feet ;  near  the  sea. 

Seventh,  Qoodwin's  mill ;  saw  mill ;  small  stream ;  does  but  little. 

Eighth,  tide  mill,  James  D.  Perkins,  in  village;  grist  mill, 

duable. 

Some  of  the  above  operate  only  at  high  water. 
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Statejnent  of  William  DoUner,  Esq, 

Thirty  Powers,  or  More. 

The  Carrabaisset  river  from  the  north  line  of  the  town  to V.t 
the  village,  a  distance  of  five  miles,  is  exceedingly  rapid,  and  g  . 
sites  for  mills  are  found  at  nearly  every  point,  the  whole  nijix 
available  is  not  less  than  20,  of  10  feet  fall  each. 

On  the  lower  privilege  at  the  village,  a  fall  of  12  feet  m  60  r:4 
fbnr  saws  can  be  driven  the  year  through.  Only  a  part  of  ^ 
power  has  ever  been  used.  The  mills,  burned  last  year,  arei.? 
rebuilding. 

The  river  is  connected  with  several  lakes  and  ponds,  which  r 
already  in  part,  and  can  be  in  a  higher  degree  improyei  ^ 
reservoirs.  The  sum  of  available  power  is  great,  as  the  6l1  t 
very  large,  and  the  bottom  and  banks  of  the  stream  admit  of  dei; 
Improvement. 

Several  located  on  the  outlet  stream  of  Tuft's  pond,  300  ac>.5 
and  can  be  flowed  several  feet. 

Several  on  the  outlet  stream  of  Dutton  pond ;  on  one  a  sawxl. 
pond  is  flowed  several  feet ;  one  of  the  falls  is  50  feet  peipendicolr 

This  pond  and  stream  are  tributary  to  the  poweis  on  ^ 
Oarrabasset. 

Several  on  Rapid  stream,  and  one  or  more  on  Indian  stKsz 
As  a  whole,  the  water-power  of  this  town  is  of  quite  nnusu 
dimensions,  considering  the  size  of  the  streams.  The  streams  a.\ 
subject  to  considerable  rise,  but  hold  out  well,  being  fed  by  sprifi^ 
about  the  bases  of  the  mountains  and  by  ponds. 

A  large  proportion  of  the  basin  of  the  stream  still  wooded.  T<^ 
yearly  products,  $8,000. 

Market,  Farmingtoni  by  road. 

KiNOSBUBT — Pl80iVA4iinS  CoUlfTT, 

Staiemeni  cf  Leonard  BOton,  JSbq, 

Six  Powers,  and  More. 

Three  situated  on  the  outlet  stream  of  the  Kingsboiy  pond,  o: 
ponds,  three  square  mQes,  fed  by  a  large  extent  of  trMr* 
country,  and  an  excellent  and  copious  reservoir. 

First,  at  the  foot  of  the  pond,  fail  14  feet ;  saw,  daphoaid;  grvt 
shingle  and  lath  miUs.  Power  is  sufficient  to  drive  doable  ^ 
machineiy  the  year  through. 
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Second  and  Third,  on  the  same  stream,  not  improved ;  stone  and 

[nl)er  close  at  hand  for  building,  fell  16  feet  each. 

Fourth,  Fifth  and  Sixth,  on  Thorn  stream,  fall  14  feet  each. 

Vast  quantities  of  spmce  and  cedar  in  the  vioiiuty  of  the  abore 

►w^ers. 

Market,  now  ^owhegan,  28  miles ;  will  be  at  Solon  as  soon  as 

ilroad  is  built,  12  miles  by  road. 

KiTTBRY — York  County. 

Statement  of  J.  H,  Sanborn,  Esq. 

wo  Powers. 

First,  a  tide  power  on  Spruce  creek,  sufficient  for  a  saw  and 
rist  mill. 

Second,  a  tide  power,  at  Gate's  island,  sufficient  for  a  grist  mill, 
perate  the  whole  year. 

Lagbakge — Penobscot  County. 

Digested  from  Selectmen's  Returns. 
'our  Fowenk 

First  and  Second,  on  Dead  stream;  Third,  on  Birch  stream; 
ourth,  "Slate  Falls,"  upon  Hemlock  stream.  Fall  at  each 
verages  eight  feet  in  three  rods. 

Two  mills  on  Dead  stream,  valuable  powers;  operate  three 
)urths  of  the  year ;  capacity  not  known  to  the  reporter.  No  mill 
n  Hemlock  stream.  Formerly  a  mill  on  Birch  stream,  not  now  in 
se. 

Two  small  ponds  connected  with  Birch  stream.  They  can  be 
nproved  for  reservoirs.  Dead  stream  connected  with  lake  Boyd 
rhich  covers  two  or  three  square  miles  and  is  a  capacious  reser- 
oir.     The  basin  of  Hemlock  stream  heavily  wooded. 

Market,  Bangor,  by  road.    Railroad  is  building  into  the  region. 

Lebanon — York  County. 

From  Selectmen's  Returns, 
?hree  Powers. 
Situated  on  the  Salmon  Falls  river.  The  upper  is  opposite  the 
^hree  Ponds  village  in  Milton,  and  is  known  as  the  "  Three  Ponds 
Privilege."  Two  miles  below,  is  the  "Skates  &  Lyman  Privi- 
ege."  Below  this,  directiy  opposite  East  Rochester,  is  the  "  East 
lochester  Privilege.'^ 
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Upon  the  lower  &U,  on  the  Bochester  side,  are  two  voolr: 
mills,  one  of  brick,  the-  other  wooden ;  each  four  stoiies  higk,  lal 
feet  in  length,  and  54  feet  wide,  in  which  are  11  sets  of  v<x% 
machinery.  These  mills  mn  the  whole  year  and  have  a  M  53^ 
ply  of  water.  The  capital  is  $100,000,  and  $500,000  worth 
goods  are  manufactured  per  year.  The  Cocheco  Mano&cteiid 
Company  own  these  mills. 

The  total  height  of  the  falls,  on  each  of  these  powers,  k%^ 
to  about  900  feet  in  running  distance.  The  power  is  not  aD  ij 
proved.  There  are  a  saw  mill,  grist  mill,  &c.,  on  the  upper,  si 
nothing  on  the  two  lower,  on  the  Lebanon  side.  £ach  of  thepni 
ers  is  capable  of  carrying  as  much  machinery  as  is  dow  osei  i 
East  Rochester*;  there  are  two  dams  now  constructed.  TheisG 
work  all  the  year.  The  machinery  is  of  the  best  constmctk 
The  upper  dam  is  owned  by  the  Great  Falls  Mannfactoring  Cvs 
pany ;  the  middle  by  Skates  &  Lyman,  and  the  lower  bj  tii 
Cocheco  Manufacturing  Company.     For  reservoirs  see  page  US 

The  rocks  about  the  falls  are  not  suitable  for  building  pnrpH3&^j 
the  land  would  be  convenient  to  locate  mills  upon.  The  ioj^ 
about  the  stream  have  been  considerably  cut  off.  The  bnildis?  i 
mills  on  the  New  Hampshire  side,  has  increased  the  popnlatiiiii^ 
our  town  and  made  the  real  estate  more  valuable.  The  land  ^ 
farms  in  the  vicinity  of  the  power,  have  already  increased  0De4£kj 
in  value.     Market,  Great  Falls  and  East  Rochester. 


Lee— Penobscot  County. 

From  Selectmen's  Returns, 
Four  Powers, 

On  the  west  branch  of  the  Mattakeunk  river,  the  "Mattakeoa^ 
Falls."    Total  descent  100  feet  in  two  and  a  half  miles. 

Only  a  small  part  of  the  power  is  improved,  in  dams  and  ^' 
part  of  the  miUs  operate  all  the  year,  part  one-half,  part  one-i^3iiitL 
Stream  fed  by  Mattakeunk  lake,  which  covers  1,000  acres.  lu 
capacity  can  be  readily  increased.  No  rocks.  'One^alf  ofiifj 
basin  of  the  stream  covered  with  woods. 

Market,  Bangor,  by  road. 
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Leeds — Androscoggin  Gountt. 
From  SeleciTnen's  Returns, 

[S«e  also  **  Leeds  and  Tarner."]  ^ 

Sight  Powers. 

First,  on  Cushman's  MiU  stream ;  grist  mills ;  in  former  years 
used  also  for  saw  mills. 

Second,  fifty  rods  below ;  shingle  machine,  etc. 

Third,  on  Coffin's  Mill  stream ;  saw  and  shingle  mills. 

Fourth,  on  Bridgham  stream,  unimproved ;  formerly  grist  mill 
and  carding  mill.     A  coBsiderable  pond  connected, 

Fifth,  on  Mason  brook,  not  used,  formerly  a  grist  mill. 

Sixth,  on  a  small  stream  in  the  north  part  of  the  town ;  a  shingle 
mill. 

Seventh,  not  used,  in  northwest  part  of  the  town ;  operates  a 
shingle  mill. 

Eighth,  a  small  but  good  power  in  southwest  part  of  the  town ; 
formerly  a  saw  mill.     Not  used. 

The  Androscoggin  pond,  on  the  confines  of  Leeds,  is  connected 
with  the  Androscoggin  river  by  Dead  stream,  and  the  pond  lying 
upon  the  same  level  as  the  river,  the  waters  flow  in  and  out  accord- 
ing to  the  stage  of  the  river.  Could  be  stored  at  high  water,  and 
held  for  reserve. 

The  water-powers,  though  not  lai^ge,  are  susceptible  of  much  more 
use  than  is  now  made  of  them. 

Market,  Lewiston,  by  road  or  rail. 

Leeds  and  Turner — Androscoggin  County. 
From  the  Betums  of  Leeds  and  Turner,  and  of  if.  T.  Ludden,  Esq, 

[See  alflo  <*  Leeds,"  and  "  Taraer."] 

One  Power. 

The  "North  Turner  Falls,"  at  North  Turner  bridge,  16  miles 
above  Lewiston,  fall  13  feet.  The  natural  force  of  the  water  is  so 
^eat  that  a  saw  mill  has  been  run  here  by  its  means.    . 

Sites  for  mills  excellent.  Facilities  for  canals  first-class.  Build- 
ing materials  abundant.  An  island  in  the  river  diminishes  the 
required  length  of  dam.  Firm  bottom  and  banks  for  dams,  and 
other  structures.     Railroad  station  within  four  miles. 

If  the  volume  of  water  at  low  run  be  assumed  10  per  cent,  less 
than  at  Lewiston,  or  84,600  cubic  feet  per  minute  for  11  hours  a 
day,  the  gross  power  of  the  fall,  at  }3  feet,  is  2,080  horse-power, 
or  83,200  spindles. 
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For  reservoirs  tributary  to  this  power,  see  pages  84-86,  Pin  E 
Unimproved. 

Levant — Penobscot  County. 

From  Selechnen^s  Returns. 
Five  Powers. 

On  Black  stream,  and  its  tribataiies. 

First,  ''  Wiggin'e  MiUs/'  at  Levant  village,  foil  teft  feet  k  :] 
rods.  Saw,  shingle,  and  lath  machines,  run  cdx  moiiAs,  aad  >  i 
of  the  machinery  the  whole  year,  manuiactariiig  loag  aod  c\ 
lumber  of  an  aggregate  value  of  $7,000. 

No  natural  lakes  or  ponds,  but  by  constructing'  a  dam  half  a  cj 
above  the  mills,  thereby  forming  an  artificial  pond  sevcnlimk!! 
length,  the  power  would  be  available  throughout  ibe  yeir.  -4 
one  of  the  best  in  the  State.  The  stone  about  the  fiJ^issoKci 
slate,  easily  rifted,  used  in  the  vicinity  in  the  ccmstaraoliQDfif  <L:j 
cellar  walls,  &c.  The  land  slopes  gently  for  ten  rodatoifaeU'^ 
of  the  stream,  and  is  quite  favorable  to  the  erection  o{  mSk,T' 
shops,  &c.;  about  one-half  the  basin  of  Black  streaai  i^  98^ 
with  forest. 

Second,  at  South  Levant,  ''  Weston's  MOls,''  fall  li  UmId  : 
rods.  Saw,  shingle,  grist,  and  clapboard  mills,  which rnii.ilnnr* '^ 
the  year,  employing  nearly  all  the  power,  excepting  attiamoft^ 
water,  and  manufacture  about  $7,500.  Ponds  and  jM/f^ha^  \ 
at  Wiggin's. 

Third,  shingle  mill,  on  "Horseback  Road'';  fall  eigMftetin  1 1 
rods,  can  cut  yearly  about  500,000  shingles,  but  at  psesefitiMi 
employed  to  any  extent. 

Fourth,  at  West  Levant,  "White's  Mill,"  fall  20  feel  ni  bin 
mile;  saw  and  shingle  mill,  300,000  long  lumber  4H9d  8iK>i<^1 
shingles,  capable  of  doing  much  more.    Operates  five  aieoths. 

Fifth,  in  the  west  part  of  Levant,  "  Emerson's  Mills,'*  M  22 1-| 
in  20  rods,  saw  mill,  formerly  two  saw  mills ;  will  operiAeone:iJ 
four  months  per  year.  Manufactures  200,000  to  300^000  feet  I 
long  lumber. 

Market  for  lumber,  Bangor,  by  road. 

LswisTON — Andbosooq^n  Gountt. 
Digested  from  Memoranda  fumiahed  by  A.  D,  Lockwood,  E^ 

Five  Powers. 

First,  "  Lewiston  Falls,"  on  the  Androscoggin  river,  20  mh 
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above  its  jnnotion  with  the  Kennebec,  tnd  40  miles  by  the  riTer 
from  the  ocean. 

JBaw  Formed. — By  a  ledge  of  gneiss  and  mica  schist;  crossing 
the  river  diagonally,  which  is  so  extended  as  to  form  the  bottom 
and  sides  of  the  stream  both  above  and  below  the  Mis,  and  which 
projects  above  the  level  of  the  water  in  several  small  rocky  islets, 
that  serve  as  abutments  to  the  dams. 

Height. — Of  the  naiural  fall,  88  feet,  which  with  dams  of  an 
average  height  of  about  12  feet,  produces  an  available  power  of 
fully  50  feet  head.  This  descent  is  attained  in  a  horizontal  dis- 
tance of  600  feet. 

Volume  of  Water. — Volume  at  lowest  stf^,  94,000  cubic  feet  per 
minute,  11  hours  a  day.  The  water  is  under  such  perfect  control 
that  the  total  run  of  the  river  in  drouth  is  economized,  none  going 
to  waste  by  night  or  Sundays.  The  enormous  increase  in  the 
volume  of  water  that  can  be  realised  at  this  point  may  be  seen 
upon  reference  to  Part  II,  pages  84-87.  The  volume  of  water 
now  used  is  58,000  cubic  feet  per  minute. 

Power, — ^At  lowest  run,  8,900  horse,  gross  measurement,  or  356,- 
OOO  spindles.  Of  this  5,450  horse  are  now  in  use.  The  avaQable 
power  can  be,  as  shown  in  Part  II,  doubled  or  trebled,  as  req^ed. 
It  is  perfectly  secure  against  all  possible  contingencies  of  ice  or 
flood.  Total  range  from  lowest  to  highest  water  on  the  dams, 
about  eight  feet. 

Lay  of  ihe  Land, — Exceedingly  favorable  for  the  location  of 
manufacturing  establishments,  there  being  two  natural  levels  on 
the  margin  of  the  river,  the  lower  allowing  22  feet  fall,  the  upp^ 
28  feet;  and  there  being  also  abundant  room  for  factories  employ- 
ing the  whole  power.  The  levels  are  sufficiently  distant  &om  the 
river  and  from  each  other  to  afford  ample  space  for  the  largest 
establishments,  with  their  yard  room,  boarding-houses,  etc. 

The  territory  removed  from  the  river  is  favorably  disposed  for  the 
location  of  streets  and  building  lots,  and  for  the  growth  of  a  large 
city.   Seven  acres  have  been  elegantly  laid  out  as  a  public  square. 

Inddentdls. — ^Firm  foundations  for  the  large  mills  are  easily  ob- 
tained at  trifling  cost.  Bricks  of  the  best  quality  are  made  close 
at  hand.  Stone  is  procurable  in  unlimited  quantities.  Lumber  is 
supplied  by  the  country  above  and  adjacent.  The  surrounding 
native  population  of  farmers  furnishes  the  operatives  for  the  greater 
part. 

Accessibility, — ^Lewiston  is  connected  with  the  seaboard  by  two 
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lines  of  railway,  and  is  within  six  and  a  half  hpnrs  of  Boston,  one 
and  a  half  of  Portland,  and  one  hour  and  a  quarter  of  Bath.  Cot- 
ton can  be  brought  to  its  warehouses,  from  Mobile  or  New  Orleans, 
as  cheaply  as  to  Lowell  or  Lawrence ;  and  transportation  of  either 
raw  material  or  manufactured  goods  can  be  effected  at  as  little  cost, 
as  to  or  from  any  other  of  the  large  interior  manufacturing  towns 
of  the  country. 

Improvemerds. — ^Four  dams,  850  feet  in  aggregate  length.  Guard 
locks,  with  seven  sluiceways,  9  by  12  feet ;  main  canal  64  feet  in 
average  breadth  in  the  clear,  and  designed  for  12  feet  depl^  of 
water.  Cross  canal  40  feet  broad  in  the  clear,  10  feet  of  water. 
The  dams  and  guard  locks  are  constructed  of  split  granite,  in  the 
most  solid  and  substantial  maCnner. 

Proprietorship. — The  power  is  owned  by  the  Franklin  Oompanj. 
Office  at  Lewiston ;  agent,  A.  D.  Lockwood. 

CorporaMona. — ^The  various  manu&cturing  companies  now  in 
occupation  of  the  power,  are  as  follows,  viz: 

Bates  Manufacturing  Company,  David  M.  Ayer,  Agent.     Incorpo- 
rated 1850.     Commenced  operations  1852. 
Capital  stock, , $1,000,000 

Mills     i  Cotton,  2, 40,000  spindles. 

'    (  Woollen,  1, 8  sets  machineiy. 

Females  employed, 850 

Males,  "    350 

Horse-power, 800 

Water-wheels, 6  turbines. 

Buildings, 4  .BricL 

Goods  manufactured^ Cotton  and  woollen. 

Production-Ootton,     {  t^JfJo  J^df "' ^^  "^- 

xsT^/^ii^      i  226,155  yards  cloth  per  year, 

woouen,  |  146,912  pounds  "       "      " 

JKO  Manufacturing  Company,  Josiah  G.  Coburn,  Agent.     Incorpo- 
rated 1850.     Commenced  operations  1854. 

Capital  stock, $700,000 

Mills,..: 2 

Spindles, 61,200 

Females  employed, 800 

Males,  "  200 

Horse-power, 800 

Water-wheels, 4  turbines. 


DiT.  n.]  IHB  WAXBE  P0WIB8.  881 

BnildiDgs, .. . . ' Brick. 

Goods  maQofactored, Cotton. 

T>^r.A^^^r.^      i  t,037,363  yards  cloth  per  year. 

Production,     J  1,763,770  founds  "      -      " 

Androscoggin  Mills,  Amos  D.  Lockwood,  Agent.     Incorporated 

1860.     Commenced  operations  1860. 

Capital  stock, $1,000,000 

Mills, 2 

Spindles, 60,000 

Females  employed, 788 

Males,  "      812 

Horse-power, 800 

Water-wheels, 6  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton. 

6,600,000  yards  cloth  per  year. 
1,760,000  pounds  " 
1,800,000  grain  bags 
1,800,000  pounds  " 


Production, 


it  ti 
it  it 
it      it 


Conlinental  MiUs,  Stephen  I.  Abbot,  Agent.      Incorporated  1866. 
Commenced  operations  1866. 

Capital  stock, $900,000 

Mills, 1 

Spindles, .27,360 

Females  employed, 396 

Males,.  "     ; 176 

Horse-power, 440 

Water-wheels, 8  turbines. 

Buildings, : Brick. 

Goods  manufactured,.. Cotton. 

Produption      i  6,600,000  yards  cloth  per  year, 

i-roauction,     |  1,400,000  pounds  "      "      " 

Franklin  Company,  A.  D.  Lockwood,  Agent.     Incorporated  1864. 

Commenced  operations  1867. 

This  company  owns  the  water  power,  canals  and  the  adjoining 
land  around  the  falls  on  both  sides  of  the  river,  also  several  hun- 
dred acres  of  land  in  and  around  the  more  thickly  settled  portion 
of  the  city.     They  also  own  the  following  property,  viz : 
Lincoln  Mill,  J.  K.  Piper,  Agent. 
Mills, 1 
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Spindles, 20,0W 

Females  employed, 285 

Males,  "         143 

Wheels, 2  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton. 

Grist  Mill  building,  occupied  by  Bradley  &  Co.,  manufacturers  of 
flour  and  meal. 

D.  Cowan  &  Co.,  manufacturers  of  woollen  goods,  also  dyeing  and 
bleaching  woollen  and  cotton  yams,  employing  27  females,  25 
males. 

H.  H.  Dickey,  manufacturer  of  belting  and  covering  rollers,  em- 
ploying 10  men. 

Wheels, 3  turbines. 

Sawmill,  occupied  by  S.  R.  Bearce  &  Co.,  manufacturers  of  lumber. 

Water  wheels, 5 

Lewiston  Bleachery  and  Dye  Works,  occupied  by  H.  W.  Farrell. 

Capacity  for  bleaching  and  dyeing, 8  tons  per  day. 

Females  employed, U 

Males,.'. m 

Water-wheels, 1  turbine. 

Mechanic  shops,  occupied  by  0.  B.  Morse,  stair  builder ;  Davi4 
Scott,  manufacturer  of  weaver's  reeds ;  0.  H.  Littlefield,  doors, 
sash  and  blinds ;  L.  W.  Gilman,  bobbins  and  spools ;  Rufiis 
Stevens,  machinist. 

Water  wheels, 2  turbines 

Lewiston  Mills,  Marshall  French,  Agent.  Incorporated  185& 
Commenced  operations  1853. 

Capital  stock, *. |500,0CX' 

Mills, 2 

Spindles, IIM 

Females  employed, 440 

Males, 211 

Horse  powers, ^ 

Water-wheels, *. 3  turbines 

Buildings, Brick. 

Goods  manufactured, Cotton  and  Juie. 


5  used, 1,679,281  pounds  per  year, 

k>u  aad  jute  bags .1,233,423  per  year. 

iston  Falls  Manufacturing  Co.,  John  M.  Prye,  Agent.     Incor- 

3rated  1834.     Commenced  operations  1834. 

ital  stock, $60,000 

is,  2 

J  machinery, 6 

lales  employed, 45 

es,  "        , 40 

:se-power, 100 

ter-wheels, '. 2 

Idings, Brick  and  Wood. 

)ds  manufactured, Woollen. 

A^r.4A^^       f  226,000  yards  cloth  per  year. 

^^^^'^^^     {  200,000  founds  -      "      - 

OenercU  StaHsHcs  and  Summary. 

mber  of  manufacturing  companies,    15 

)ital  invested $5,000,000 

mber  of  cotton  mills, 9 

ndles, 220,000 

ikter-wheels, 33 

w^er  used  for  cotton  mills,       3,666,   ) 

"       "    x)ther  purposes,    500,   [•   6,666  horse, 
war  not  used,  2,500   J  • 

oaales  employed, 3,664 

lies, 1,660 

innual  production — 28,409,344  yards  cotton  cloth;  8,313,495 

ands  cotton  cloth ;  451,155  ykrds  woollen  cloth;  346,912  pounds 

lollen  cloth ;  3,033,423  grain  bags ;  1,6T9,281  pounds  jute  used. 

pulation  of  Lewiston, 13,000 

"    Auburn, 8,000 

Juation  of    Lewiston, $5,500,000 

"     Auburn, $1,680,000 

imber  of  churches  in  Lewiston, 7 

**       "  school-houses, 27 

"  schools, 38 

tpenditures  for  school  purposes,  1866-7, $53,278.58 

In  1850,  when  operations  commenced  for  the  improvement  of  the 
>wer,  the  population  was  only  about  4,000,  and  the  total  valuar 
>n  1^5,596.    It  is  not  presumed  that  the  growth  of  the  cily  has. 
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by  any  means,  reached  the  limit  due  to  even  the  present  improve- 
ment  of  the  power ;  but  even  at  its  present  stage  it  strikingly 
illustrates  the  rapidity  with  which  water-power,  when  adequately 
improved,  under  favorable  conditions,  accumulates  wealth  and 
augments  population.  If  all  the  available  lake  surfaces  of  the 
Androscoggin  were  as  thoroughly  improved  as  those  of  the  Meni- 
mac  now  are,  the  population  of  the  city  would  probably  g-o  up  to 
over  40,000,  and  with  Aubam,  which  is  divided  from  Lewiston 
only  by  the  Androscoggin,  would  probably  reach  at  least  60,000. 

It  will  be  seen  that  the  population  of  Lewiston  and  Auburn  is 
21,000,  and  a  part  of  the  growth  of  Auburn  is  the  result  of  the 
improvement  of  the  water-power  here,  for  though  there  are  no 
&ctories  there,  many  live  on  that  side  of  the  river  who  do  busi- 
ness in  Lewiston. 

Second,  "  Lewiston  Lower  Power,"  two  miles  below  Lewiston 
Palls,  on  the  Androscoggin  river,  of  1600  horse,  which  has  not 
yet  been  improved. 

Third,  two  miles  up  the  river,  at  "Deer  Rips,''  there  is  unim- 
proved power  of  at  least  2,500  horse ;  the  two  together  being  snl^ 
ficient  to  drive  cotton  mills  containing  about  250,000  spindles. 

Pourth,  "Barker's  Mills,"  on  Barker's  Mill  stream ;  fall  20  feet 
in  20  rods,  saw  and  grist  mill ;  both  operate  three  months,  and  the 
grist  mill  nearly  the  whole  year.  Stream  fed  by  Berry  pond.  J. 
B.  Ham  &  Co. 

Fifth,  at  the  outlet  of  Noname  pond,  fall  12  feet  in  12  rods, 
power  sufficient  to  drive  one  run  of  stones  the  whole  year.  Fond 
is  flowed  a  little,  can  be  flowed  so  as  to  cover  300  acres,  with  con- 
siderable damage. 

LbXIKOTON — SOMKRSET   COFNTY. 

Several  Powers. 

First,  a  saw  mill  on  Sandy  stream  in  the  north  part  of  the  town. 

Second,  on  Alder  brook,  the  outlet  of  Butler  and  other  ponds,  a 
saw  mill. 

Other  powers  not  improved.  A  large  extent  of  pond  surface 
available  for  reservoirs  to  any  desired  extent. 

LiBERTT — Waldo  Cotwtt. 
From  Selectmen's  BehirM, 

Twenty-Five  Powers. 
On  the  St.  Oeorge  and  Sheepscot  rivers.    First  to  the  Kfteenth 


.  n.]  THB  WATBR  P0WBB8.  SS5 

elusive)  in  the  first  mile  below  the  outlet  of  St.  George's  pond. 
3  fall  in  that  mile  is  150  feet.  Improvements,  tanneries,  saw 
Is,  grist-mills,  stave  and  shingle  mills,  shovel  handle  factory, 
1  many  others.  Part  of  the  mills  operate  all  the  year ;  a  part 
p  two  or  three  months  for  want  of  water. 
Streams  connected  with  many  lakes  and  ponds ;  artificial  reser- 
irs  feasible ;  freshets  not  very  destructive ;  few  rocks.  The  use 
the  power  has  greatly  benefited  the  town. 
Market,  Belfast,  by  road. 

LiMEBicK — York  Countt. 

From  a  Statement,  and  a  Plan  of  the  Streams  fumished  by 

JET.  H.  Burhmk,  Esq. 

[See  alflo  *'  lameriok  and  Waterboroagfa."] 

ght  Powers,  or  More. 

First,  "Holland's  Factory,'' on  Brown's  brook;  woollen  goods; 
1  of  12  feet  in  five  rods,  with  a  dam  of  12  feet  head  besides. 
>out  half  of  the  power  is  improved ;  works  the  year  round ;  runs 
144  spindles,  could  carry  2,300  spindles;  iron  machinery;  breast 
beel,  20  feet.  Stream  is  connected  with  three  ponds,  two  of  which 
e  one  and  one-half  by  one  and  one-half  miles ;  and  one  is  one  by 
le-half  miles.  At  the  outlet  of  two  of  these,  dams  could  be  easily 
instructed ;  the  other  has  a  dam ;  granite  around  the  falls ;  good 
cation  for  shops  and  houses  near  the  mill;  basin  of  stream  nearly 
1  cleared.  Twelve  years  ago  the  owner  bought  the  power,  then 
)t  in  use  for  some  years ;  he  now  pays  heaviest  tax  in  town, 
tmual  value  of  his  manufactures,  $150,000 ;  made  for  Boston  and 
ew  York  markets ;  situated  ten  miles  from  line  of  Portland  and 
ocbester  Railroad ;  and  30  miles  from  Portland. 

Saw  mill  on  the  same  fall,  and  shingle  machine,  both  working 
le  year  round ;  each  having  one  saw. 

Second,  "  Bradbury's  Mill,"  one-fourth  mile  below,  grist  mill 
id  shiDgle  machine ;  two  feet  fall,  (natural,)  in  eight  rods ;  small 
am  of  three  feet  head ;  mainly  worked  with  waste  water  of  Hol- 
tnd^s ;  could  be  much  improved ;  good  banks ;  worked  the  year 
)und. 

Third,  "The  Enterprise,"  formerly  "Old  Foster  Mill  Privilege," 
bout  one  mile  below ;  unimproved ;  fall  five  feet  in  20  rods ;  once 
sed ;  had  dam  with  ten  feet  head  in  fair  condition ;  stream  about 
^0  rods  wide,  steep  banks,  rocks  enough  for  building  purposes. 

Fourth,  "  Folsom's  Mill,"  grist  mill,  runs  about  three-fourths  of 
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tike  year ;  proprietor  intends  to  improTe  the  power  and  boild  anr 
millfi. 

Fifth,  "The  old  Jackson  MiU  Privilege,"  on  Staples' brok: 
formerly,  bat  not  now,  improved.  Fall  11  feet  in  12  rods;  ?ur^ 
banks ;  excellent  opportunity  for  building  dams ;  plenty  of  rocb: 
small  stream ;  not  connected  with  lakes  or  ponds ;  good  locsd>.: 
Ibr  shops. 

Sixth,  "  Durgin's  Mill,"  on  Stifles'  brook ;  small  power,  iz 
sawing  lumber. 

Seventh,  on  Fogg's  brook,  '/  The  Fogg  Mill  Privilege,"  not  r^ 
improved ;  fall  16  feet  in  80  rods,  with  quick  water  abo\e  sol 
below;  narrow  current;  steep  banks  for  80  rods  or  nK>re;  ^j 
quantity  of  rocks  on  and  in  the  banks ;  the  old  dam  had  h€3^ .: 
11  feet. 

Eighth,  a  mile  below,  "  Dole  &  Gilpatrick's  Saw  Mffl,"  ca^ 
lumber  neariy  the  year  round ;  three  feet  fall  m  ten  rods. 

There  are,  besides  the  estimated  powers,  some  piiTiieg&  k 
sawing  lumber  and  grinding  grain  sufficient  for  the  adjacent  noA- 
borhood,  but  not  worthy  of  note  in  this  communication. 

LUCBRICK  AKD  WaTBRBOROUOH — ^YoBK  GoCliTT. 

Frwn  the  Behums  of  JET.  H,  Burbank,  Esq.,  of  Limerick. 

[Sm  »Im  <*  LImeriok,*'  mad  «<  Watettefo««^.n 

Two  Powers. 

First,  on  Little  Ossipee  river ;  privilege  occupied  by  the  WaleF 
borough  Manufacturing  Company  on  the  south  side,  and  bv  ^ib- 
son's  grist  mill  on  the  north  or  Limerick  side ;  grist  mill  has  tktt 
runs  of  stones;  operates  the  year  through.  Two  feet  fall  b?' 
rods ;  dam,  seven  feet  head ;  gradual  rapids  for  some  distance  l^ 
lo^  points  measured,  (in  the  survey  made  by  Mr.  Burbank.) 

Second,  the  "  Scratch"  privilege,  on  the  same  river;  unimprt'T- 
ed ;  formerly  used.  Natural  fall,  four  feet  in  20  rods,  with  rapii' 
above  and  below.  For  a  mile  above  the  termini  of  the  20  roi^ 
the  river  rises  six  feet,  and  for  a  mile  below  falls  10  feet;  all  qnk^ 
water ;  steep  banks ;  no  damage  will  be  done  by  flowage ;  nano^ 
current. 

LiMSSTOKS  PLANTAnON — AbOOSTOOK  COUKTT. 

SUUemeni  of  K  J.  Pattee,  Eaq. 
Two  Powers. 

First,  "  Getchell's  Mill,"  on  Limestone  stream,  saw  and  d^ 

biiard  mill. 
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Second,  "Pattee  &  Jones'  Mill,"  saw  and  clapboard  mill.  The 
latter  is  new ;  the  power  has  been  sufficient  to  drive  the  clapboard 
mill  all  summer,  and  saw  mill  part  of  the  time. 

LlMINOTON — ^TORK   CoUNTTT. 

From  Selectmen's  Betums. 

[See  alBO  *<  Baldwin  and  limlngton,"  and  '*  Limington  and  Standisb.'*] 

Kve  Powers. 

First,  on  Little  Ossipee  river,  in  the  southeast  part  of  the  town, 
"Nason  Falls";  height,  60  feet;  length,  one-fourth  of  a  mile; 
width  of  the  river,  1*1  b  feet.  Improvements,  grist,  shingle  and  saw 
mills  on  each. 

Second,  three  miles  further  down  and  near  Limington  falls, 
"Chase's  Palls";  height  36  feet;  length  40  rods;  width  of  the 
river,  lt6  feet.   Improvements,  saw,  box  and  shingle  mills  on  each. 

Third,  on  "  Small's  Mill  Pond,"  at  the  outlet  of  Horn  pond ; 
length,  350  feet ;  width  30  feet ;  height  20  feet ;  saw  mill  and  grist 
mill. 

Fourth,  a  power  on  Salmon  brook ;  grist  mill  and  tannery. 

Fifth,  a  power  on  Kellick  pond ;  saw  mill,  clapboard  and  shingle 
machine. 

The  power  is  not  all  improved.  The  mills  on  the  river  work  all 
the  year ;  on  the  ponds,  nearly  all  the  year. 

Large  ponds  connected  with  the  stream,  which  can  be  converted 
into  reservoirs  at  little  expense.  See  page  77.  Bocks,  granite, 
suitable  and  close  at  hand  for  building,  on  the  rivers. 

Market,  Portland. 

Limington — York  County;  and  Standish — Cumberland  County. 
From  Returns  of  the  Boards  of  Selectmen, 

[See  alBO  **  Limington/'  and  «  Staodiih.''] 

Tliree  Powers. 

First,  "  Steep  Falls,"  at  the  northeast  comer  of  Limington,  four 
miles  below  the  rips  between  Baldwin  and  Limington,  on  the  Saco 
river ;  height,  40  feet  in  three-fourths  of  a  mile.  River  at  this  point 
150  feet  wide  and  10  feet  deep.  Improvement,  a  box  machine, 
formerly  a  double  saw.    Two  million  feet  lumber  sawed  annually. 

If  the  volume  of  water  at  this  point  be  assumed  to  be  5,000  cubic 
feet  per  minute  less  than  at  Saco,  or  13,000  per  minute  for  the  24 
hours,  the  gross  power  day  and  night  due  to  40  feet  fall,  is  about 
1,000  horse  power,  40,000  spindles ;  or  about  2,180  horsepower, 
87,200  spindles,  for  11  hours  a  day. 

22 
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Second,  "  Union  Falls/'  on  the  Saoo  river,  in  the  close  vicinity 
of  Steep  falls ;  height,  26  feet  in  80  rods ;  width  of  the  river,  200 
feet. 

The  power  at  this  point,  with  water  aB  above,  is  650  horse  power 
gross,  day  and  night,  or  over  1,400  for  11  hours  a  day. 

Third,  "  Limington  Falls,"  one  mile  farther  down ;  height,  65 
feet  in  one-third  of  a  mile ;  width  of  the  river  260  feet.  Improve- 
ments, a  saw  mill,  a  box  machine  and  shingle  machine. 

The  estimated  power  on  this  fall  is  1,625  horse  power  gross  for 
24  hours,  or  3,540  horse  power  for  11  hours  a  day,  or  141,600 
spindles. 

Total  power  of  the  several  falls,  7,120  horse  power,  groBs,  for 
11  hours  a  day,  or  284,000  spindles.  An  insigpuficant  portion 
of  the  power  is  now  used.  The  greater  part  of  it  can  be  put  to 
use  with  ease,  the  lay  of  the  land,  the  state  of  bottom  and  banks 
all  favoring  development. 

Railroad  communication  with  Portland  is  confidently  looked  for. 


Lincoln — Penobscot  County. 

From  Selectmen's  Beiums, 
Seven  Powers. 
First,  Second  and  Third,  on  the  Mattanawcook  stream  at  and  near 

Lincoln  village,  and  all  within  one  mile  of  the  Penobscot  river.  Dama 
are  erected  on  two  of  these,  each  with  15  feet  head  and  &11 ;  and 
the  same  head  and  fall  might  be  secured  upon  the  third  by  a  dam. 

The  power  is  used  only  in  part ;  grist  mill  and  cabinet  maker  s 
shop  on  one  dam;  on  the  other,  saw,  clapboard,  shingle,  and 
carding  mills. 

There  are  four  lakes  upon  this  stream,  one  flowed  by  the  grist 
mill  dam,  and  covering  600  acres ;  the  others  flowed  by  reservoir 
dams  of  about  the  same  extent  of  flowage.  The  stream  is  exceed- 
ingly  constant ;  freshets  harmless. 

Fourth,  a  fall  of  60  feet  in  the  first  60  rods  below  the  upper  and 
longest  lake  on  the  Mattanawcook  stream ;  not  improved  at  all. 

Fifth  and  Sixth,  on  the  Cambolas&e  stream,  wUch  has  abcot 
half  the  capacity  of  the  former  stream ;  saw,  clapboard  and  shingkt 
mill,  upon  one  dam ;  grist  mill  upon  the  other  dam,  with  a  reserroir 
dam  above.  This  stream  is  connected  with  several  large  ponds. 
and  is  very  constant. 

Seventh,  at  the  outlet  of  Second  Gold-Stream  pond,  dam  fio^ 
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both  lakeS;  above,  eight  feet ;  saw  mill ;  lakes  have  an  area  of 
1.75  square  miles. 

All  the  lakes  and  ponds  are  capable  of  great  improvement  as 
reservoirs.  Granite  abundant  in  the  form  of  boulders ;  ledges  of 
slaty  rock  suitable  for  building.  Basin  of  streams  nearly  all 
covered  with  woods. 

Market,  Bangor;  the  European  &  North  American  Railway 
crosses  the  Mattanawcook  between  the  mills.  Also  via  Penobscot 
river. 

LiNCOLNVILLE — ^WaLDO    CoTJNTT. 

From  Selectmen's  Returns. 
Six  Powers. 

First,  "Ducktrap  Falls,"  on  Ducktrap  stream,  the  outlet  of 
several  large  ponds.  Descent  of  the  stream  nearly  300  feet  in 
three  miles.  The  power  in  question  is  situated  about  20  rods 
above  Ducktrap  bridge,  and  40  rods  from  high  water  mark.  There 
is  now  a  wooden  dam  upon  it,  built  in  1852,  about  13  feet  high ; 
the  banks  of  the  stream  are  high,  and  the  dam  can  be  raised  to 
any  required  height,  "  short  of  100  feet,"  at  comparatively  small 
expense. 

A  canal  could  be  made,  at  little  outlay,  to  conduct  the  water 
below  the  bridge,  where  factories  could  be  built  close  upon  tide 
water,  so  that  vessels  could  load  and  unload  by  their  immediate 
Bide.    The  harbor  receives  vessels  drawing  12  feet. 

Power  upon  this  river  within  two  miles  of  its  mouth,  with  feasi- 
ble improvement,  estimated  equal  to  75,000  spindles. 

Twenty-eight  hundred  acres  of  pond  surface,  all  within  a  few 
miles,  are  available  for  reservoir  purposes.  The  capacity  of  the 
ponds  could  be  greatly  increased  by  dams. 

One  grist  mill  on  this  power;  no  other  improvements;  the 
proprietor  will  give  the  privilege  outright  to  any  responsible  party 
-who  will  improve  it.     Proprietor,  D.  Howe. 

Second,  a  power  on  the  McOobb  stream. 

Third,  a  power  at  the  outlet  of  Kendal  pond ;  stave  mill. 

Fourth,  a  power  at  Oould  pond ;  saw  mill. 

Fifth,  a  power  at  Andrews'  point,  owned  by  David  P.  Andrews ; 
a  saw  mill. 

Sixth,  a  power  at  Stetson's  pond ;  a  stave,  shingle  and  saw 
mill. 
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The  mills,  on  the  greater  part  of  the  before  mentioned'! 
work  only  a  portion  of  the  year,  the  water  being  drawn 
account  of  flowage,  there  not  being  work  enough  for  tiift': 
present,  to  pay  damage  for  flowing.    No  damage  ever 
the  stream  from  freshets ;  no  power  in  the  State  can  be 
in  this  respect. 

Abundance  of  excellent  granite ;  and  the  best  lime,  the 
white  lime,  in  the  market ;  also  abundant  clay  of  the  best 
for  brick  at  tide  water ;  convenient  locations  for  mills. 

LiNNEUs — ^Aroostook  County.  j 

Statement  of  P.  P.  Burleigh,  Esq, 
Four  Powers. 

First,  on  Either  brook ;  not  improved. 

Second,  on  Mill  brook ;  not  improved ;  will  operate  3 

Third,  on  Beaver  brook,  in  the  southwest  part  of  the  town, 
pond  above,  flowed  by  a  dam ;  a  large  tract  of  bog  also 
flowed.     Unoccupied. 

Fourth,  on  Meduxnakeag  stream,  in  the  northwest  part  of 
town ;  quite  a  large  stream  ;  will  saw  six  months.     Unoccapiel 

^  Lisbon — Androsooogin  County. 

From  the  Statement  of  O.  G.  Moses,  Esq,,  of  Baffi,  and  ihe  Beiam 

of  the  Selectmen  of  lA^xm, 
Eight  Fowerfl. 

First,  "  Lisbon  Falls,"  on  the  Androscoggin  river,  in  the  soctii- 
east  comer  of  the  town  of  Lisbon ;  11  miles  from  Lewiston,  17  frj3 
Bath,  and  30  from  Portland. 

Height  and  Formation, — ^There  were,  originally,  two  fails  atrst 
900  feet  apart,  giving  together  a  natural  fall  of  31  feet  in  the  ^ 
tauce  of  1,800  feet,  which  fall  is  increased  by  the  elevation  of  tbf 
dam  to  33  feet. 

The  upper  fall,  just  below  which  the  dam  was  located,  isfomei 
by  a  ledge  of  granite  making  directly  across  to  an  island  abont  V^ 
feet  distant,  thence  to  the  opposite  shore,  650  feet  &rther.  Ti^ 
ledge  extends  for  more  than  half  a  mile  down  the  river,  on  bjti 
sides,  giving  the  best  possible  foundation  for  maau&ctam|. 
establishments. 

The  dam  is  in  two  sections,  each  resting  on  the  island.   I 
on  the  ledge  about  e^ht  feet  lower  than  the  brow  of  the 
faU,  and  being  an  average  height  of  ten  feet,  raises  the 
two  feet  above  its  natural  level.    It  is  constructed  of  hewn  iUbef 
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in  the  form  of  crib-work,  the  lower  tier  of  which  is  fitted  to  all  the 
irregularities  in  the  surface  of  the  ledge,  and  firmly  secured  with 
bolts.  The  cribs  are  filled  with  rock  ballast  and  covered  with  hard 
wood  plank.  The  whole  work  and  materials  were  designed  to  make 
it  equal  or  superior  to  any  dam  in  the  country  not  built  of  stone. 
It  is  believed  to  be  strong  enough  to  withstand  any  force  to  which 
it  may  be  subjected. 

Volume  of  Water. — Volume  in  the  dry  season  of  the  year, 
estimated  from  the  volume  at  Lewiston,  with  allowance  for  the 
additions  of  the  Little  Androscoggin  and  Sabattus  rivers,  122,000 
cubic  feet  of  water  per  minute,  during  working  time  of  11  hours 
per  day,  six  days  in  the  week.  The  improvement  of  the  lakes,  by 
which  the  run  of  water  at  Lewiston  would  be  increased,  would 
operate  to  the  same  extent  in  favor  of  the  power  at  this  point. 

See  pages  83-86. 

Power. — Without  any  increase  as  above  named,  in  the  dry  sea- 
son, equal  to  7,623  horse  power,  gross,  or  305,000  spindles.  But 
a  trifling  amount  of  this  large  power  is  yet  in  use.  The  expense 
of  making  the  balance  available  has  been  pronounced,  by  competent 
engineers,  very  small,  compared  with  the  expenditure  at  other 
points  of  corresponding  importance  as  to  extent  of  power. 

Lay  of  the  Land. — Favorable  for  manufacturing  establishments, 
with  sufiScient  room  for  using  the  whole  power.  The  surrounding 
territory  is  inhabited  by  farmers  who  furnish  abundance  of  produce 
for  the  support  of  a  large  population. 

AccessibilUy. — ^The  Androscoggin  Railroad  runs  through  the  land 
of  the  company,  giving  ample  conveniences  in  the  way  of  side 
tracks,  to  warehouses  for  storage  of  raw  materials,  fuel,  &c.,  and 
for  shipment  of  manufactured  goods  without  drayage.  By  railroad 
Lisbon  Falls  is  30  minutes  from  Lewiston,  one  hour  from  Bath,  one 
and  a  half  hours  from  Portland,  and  six  hours  from  Boston.  Raw 
materials  and  manufactured  goods  can  be  transported  to  and  from 
the  mills  as  cheaply  as  from  other  interior  manufacturing  towns. 

Froprietorship. — The  power  is  owned  by  the  AndroscogginWater 
Power  Company,  Oliver  Moses,  President;  G.  C.  Moses,  Treasurer. 
This  company  also  own  the  real  estate  along  the  river,  the  toll 
bridge,  saw  and  grist  mill  on  the  lower  fall,  and  other  property  in 
the  vicinity. 

Improvements. — The  only  company  now  in  occupation  of  the 
power  is  the  Worumbo  Manufacturing  Company,  F.  Gutmann, 
Agent.     Incorporated  1864. 
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Capital  Block, |251> . 

Number  of  mills, 2, — 10  sets  of  cri? 

Goods  manufactured, All-wool  bearfrs 

Females  employed, r 

Males  "  ]. 

Power  used, 150  kr*^ 

Wheels, 2  tnrim 

Buildings, Brii 

■D     ,     X-  f  120,000  yards  f^ 

Production  per  annum,      {  2^6,000  pounds  of  finished  dri 

InciderUala, — Building  materials  of  all  kinds  are  to  be  obuiiki 
in  the  immediate  vicinity  at  reasonable  cost.  The  Water-Powe 
Company  own  two  saw  mills,  supplied  with  abundance  of  pine  in: 
hemlock  from  the  surrounding  country.  Brick  of  excellent  qaaliij 
are  made  upon  the  land  of  the  company.  Abundance  of  sm 
suitable  for  foundations  and  canal  walls  can  be  had  on  the  tp 
where  it  is  wanted.  The  village  is  yet  small,  but  growing.  a:4i 
commendable  improvement  in  schools  and  churches  ifi  alren.j 
manifest.  To  make  an  increased  supply  of  water  at  Lewbt.: 
available  at  this  point,  it  would  only  be  necessary  to  provide  mm 
to  hold  back  the  water,  left  in  the  river  between  the  two  places  aSer 
close  of  work  at  Lewiston,  for  use  the  next  day,  as  the  amp 
ments  there  would  of  course  be  complete  for  holding  all  the  viid 
coming  down  to  that  point  in  the  night.  The  reservoir  above  U: 
dam  at  Lisbon  falls  being  very  large,  but  slight  elevation  wA»i 
be  requisite.  With  this  increase  the  power  would  be  nearly  d. #. 
that  now  used  at  Lewiston,  and  would  support  a  population  i 
40,000  persons. 

Second  and  Third,  at  Factory  village,  on  Sabattus  river,  otj^' 
by  N.  W.  Farwell  of  Lewiston.  The  upper  one  has  a  fall  of  I 
feet ;  is  under  improvement ;  double  turbine  wheel ;  power  i. 
horse.  Lower  fall  not  improved,  save  in  an  old  grist  and  saw  :d 
Fall,  20  feet ;  power,  325  horse.  Stream  connected  with  ti- 
Great  Sabattus  pond ;  water  constant ;  freshets  not  destructive 

Fourth,  at  Lisbon  plains,  on  the  same  river,  about  one-third <.i 
mile  from  the  Androscoggin  river;  20  feet  fall;  unimpm^' 
owned  by  B.  Farns worth  and  others. 

Fifth,  about  one-fourth  mile  above ;  fall  12  feet ;  the  property 
the  Paper  Company ;  mill  built  1866 ;  manufactures  one  aui ' 
half  tons  newspaper  per  day ;  machinery  best  quality. 
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Sixth,  next  above,  the  property  of  the  Pamsworth  Manufactur- 
ing Company;  fall,  13  feet;  woollen  mill,  built  1865;  first-class 
machinery;  manufactures  30,000  yards  per  month  of  *' three- 
fourths  ''  goods ;  spare  power  except  in  drouth. 

Seventh  and  Eighth,  on  Little  River  stream,  near  its  junction 
with  the  Androscoggin.    No  details. 

LlTCHTIlSLD— EbNNEBEG  GoUNTY. 

From  Selectmen's  Returns, 

Eight  Powers,  or  More, 

First,  on  Patten  Mill  stream,  which  rises  in  swamps ;  a  saw 
mill ;  operates  six  months. 

Second,  Third,  Fourth  and  Fifth,  on  Potter  Mill  stream,  the 
outlet  of  Loon  pond ;  not  improved  by  reservoir  dams,  but  holds 
out  well  in  dry  seasons.  On  the  lower  dam  a  grist  mill ;  above  on 
the  other  dams,  are  carding,  shingle,  saw,  and  grist  mills.  The 
lower  privilege  is  a  good  one  ;  12  feet  head  and  six  feet  fall. 

Sixth,  Seventh,  and  Eighth,  on  the  outlet  of  Purgatory  ponds, 
four  in  number,  which  cover  over  a  thousand  acres  and  drain 
three  thousand  acres.  A  dam  at  the  outlet  of  the  lower  pond, 
holds  back  a  part  of  the  surplus  water.  The  outlet  channel  might 
be  deepened  and  a  higher  dam  built  at  no  great  cost,  and  the 
power  rendered  available  all  the  year. 

The  upper  power  has  12  feet  head  and  six  feet  fall ;  saw  mill, 
200,000  feet  of  long  lumber,  and  a  shingle  machine  about  200,000 
shingles ;  grist  mill,  large  custom. 

The  lower  power  is  operated  by  E.  Plimpton  &  Sons,  in  the 
manufacture  of  forks  and  hoes ;  12  feet  head  and  four  feet  fall. 
The  machinery  is  run  from  October  to  July. 

Several  smaller  powers  in  town,  capable  of  operating  small 
machinery  a  portion  of  the  year. 

Littleton — Aroostook  County. 

From  Selectmen's  Returns, 
Several  Powers. 

Three  on  the  Big  brook,  "  several "  on  the  South  branch  of  the 

Meduxnakeag  river,  and  one  on  a  branch  thereof. 

The  powers  on  Big  brook  are  each  suflScient  to  drive  a  saw  mill 
or  grist  mill  the  year  round.  Those  on  the  Meduxnakeag  "  can 
propel  any  amount  and  size  of  machinery.'' 
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Only  one  of  the  powers  is  improved ;  a  saw  mill  operates  pstt  c: 
the  year,  for  local  and  settlers'  uses. 

The  Meduxnakeag  drains  a  large  area  of  country  and  is  c^s- 
nected  with  several  large  ponds ;  artificial  reservoirs  of  very  hi^ 
capacity  can  be  cheaply  constructed  on  Big  brook,  and  donltles 
on  the  river  also.  Freshets  are  not  very  heavy ;  lay  of  the  mI 
about  the  powers  most  excellent  for  mills  and  workshops;  hii 
mostly  wooded. 

Market,  Houlton,  and  Richmond  station. 


LrnsBKORB — Andboscoooin  County. 

From  (he  StcUevnent  qf  HolMs  Turner,  &q, 
[Sm  alM  "But  LiTwrnore  mod  LlTenBon."] 

Twelve  Powers* 

Five  on  a  sti^am  from  Long  pond. 

First,  a  saw  mill,  near  the  outlet ;  £^  nine  feet ;  square  mh? 
of  water  in  use,  600. 

Second,  a  grist  mill,  below;  fall  12  feet;  300  square  inches c 
water. 

Third,  pill-box  factory ;  fall  10  feet. 

Fourth,  rake-factory ;  fall  12  feet. 

Fifth,  saw  mill ;  15  feet  fall. 

On  a  stream,  from  Turner  pond,  are  two  powers,  improved: 
also,  three  unimproved,  as  follows : 

Sixth,  at  the  outlet,  unimproved ;  fall  eight  feet ;  capacity  l^i 
square  inches ;  ownership,  Hollis  Turner. 

Seventh,  a  short  distance  below,  a  grist  mill;  fall  15  k:; 
capacity  1,200  square  inches  of  water;  Hollis  Turner;  c^ntre-vat 
wheels. 

Eighth,  just  below,  various  saws  in  one  building ;  fall  nine  ^; 
capacity,  2,500  square  inches;  ownership,  Lewiston  Gompanj 
This  mill  does  a  good  business  at  flood  of  water,  spring  and  fall. 

Ninth,  about  a  half  a  mile  below,  on  the  same  stream,  the  sas* 
company  own  another  water-power,  not  improved,  equal  to.  r: 
better,  in  many  respects,  than  that  before  described. 

Tenth  and  Eleventh,  smaller  powers,  on  separate  streams;  & 
shingle  mill  on  each. 

Twelfth,  on  the  same  stream,  upon  which  is  the  last  menticcec 
grist  mill ;  opposite  the  mill  is  another  privilege  not  improTci. 
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with  a  capacity  equal  to  that  of  the  grist  mill.    Ownership,  Hollis 
Turner. 


Long-Pond  TowNsmp — Somekset  County. 

Statement  of  J,  M.  Haynes,  Esq.,  of  Augusta,  and  Eeman  Whip- 
ple, Esq.,  of  Solon, 
Four  Powers. 

First,  on  the  Lower  Churchill,  "  Lower  Churchill  Falls,"  40  rods 
from  lake,  10  feet  fall ;  dam ;  good  site. 

Second,  above,  good  site.    Ponds  above,  flowed  for  reservoirs. 

Third,  "  Parlin  Stream  Palls,"  on  Parlin  pond  outlet,  near  the 
line  of  the  town,  15  feet  fall.  Solid  ledge ;  land  favorable.  An 
excellent  privilege.  Parlin  pond,  above,  covers  2.76  square  mOes, 
and  has  been  flowed  five  feet  and  can  be  flowed  three  feet  more. 

Fourth,  at  the  outlet  of  Long  pond,  which  covers  eight  square 
miles,  a  dam  giving  eight  feet  head.  Twenty  square  miles  of 
ponds  above  this  point  that  can  be  flowed  for  reservoirs.  See 
reservoirs,  middle  table,  page  95. 

LovELL — Oxford  County. 

• 

From  the  Statement  of  the  Selectmen, 

Six  Powers. 

First,  "  Lovell  Village,"  on  Kezar  river ;  an  excellent  privilege ; 
numerous  saws  and  a  grist  mill  with  four  sets  of  stones.  Water 
more  than  abundant  through  the  year.  Fall  15  feet;  width  of 
stream  at  dam,  100.     Power  not  all  improved. 

Second,  Alder-brook  privilege  at  "Number  Four;"  10-acre 
pond ;  a  superior  power  for  one  of  its  capacity,  can  furnish  an 
ordinary  power  all  the  year.  Fall  eight  feet ;  carriage,  gun,  plan- 
ing and  turning  machines.     Power  not  wholly  improved. 

Third,  "Kezar  Falls,"  on  Kezar  river ;  fall  20  feet,  nearly  per- 
pendicular ;  entirely  unoccupied. 

Fourth,  at  "  Slab  City ;"  Heald's  pond  the  reservoir,  30  acres; 
grist,  saw,  and  stave  mills,  run  all  the  year. 

Fifbh,  ' '  Succor  Brook ;"  small  pond ;  can  run  in  spring  and  fall ; 
saw  mill. 

Sixth,  at  outlet  of  Andrew's  pond,  ''Cushman's  Mills";  stave 
and  shingle. 
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**  Lovell  Village"  is  fed  by  the  ponds  called  Five  Eesais.  S*-: 
Part  II,  page  Tt. 

Rock  abundant  for  building  purposes.  Lay  of  the  lud  c-a- 
venient.     The  power  is  as  a  whole  comparatively  undevelopei 

Market,  at  home.  Nothing  is  carried  beyond  a  drcoh  cf  li 
miles. 

Lowell — ^Pknobsoot  Gountt. 

From  Selectmen's  Bekams. 
Ten  Powers. 

First,  on  Passadnmkeag  river,  "  Passadumkeag  Rips/'  16  I4 
fall;  not  improved. 

Second,  on  Passadumkeag  river,  "  Little  Falls,"  16  feet  d 
Improvements,  "Lord's Mill"  and  "Webb&Co.'s  tann^y/*  Yi 
extends  one  mile ;  dam  has  12  feet  head. 

Third,  on  Passadumkeag  river,  "High  Ledge,"  9  feet  fall;  la 
improved. 

Fourth,  on  Passadumkeag  river,  "lightning  Rips,"  7  feet^; 
not  improved. 

Fifth,  on  Eskutassis  stream,  "  Vamey's  Mills,"  fall  14  feet;  ai 
not  now  in  use. 

Sixth,  "  Porter's  Grist  Mill,"  fall  10  feet ;  grist  mill  and  rfuii;j 
machine. 

Seventh,  "  Porter's  Saw  Mill,"  fall  10  feet. 

Eighth,  "  Woodman's  Mill,"  10  feet  fall;  mill  not  now  in  ts^ 
*'mill  and  dam  both  run  down." 

Ninth  and  Tenth,  sites,  unoccupied. 

The  total  fall  on  Eskutassis  stream  is  TO  to  80  feet  in  fonraEi 
half  miles ;  total  fall  on  the  Passadumkeag  not  known. 

No  estimate  of  the  power  has  ever  been  made  by  accuri 
measurement. 

Each  power  on  the  Passadumkeag  will  run  four  saws  throngfe  i 
whole  sawing  season.  Those  on  the  Eskutassis  will  run  oTt^^ 
four  months  of  the  year.  The  grist  mill  and  tannery  work  alltir 
year ;  machinery  not  of  the  best  construction. 

The  capacity  of  both  streams  can  be  greatly  increased  by  tht  s* 
of  the  connected  lakes  for  reservoirs.     See  Part  11,  page  lOT. 

Granite  abundant  for  all  building  purposes ;  the  leading  r> t 
slate.  Lay  of  the  land  about  the  sites,  level  and  good ;  99  hjs- 
redths  of  the  basin  of  the  Passadumkeag  covered  with  foKjtv 
annual  product  about  $100,000. 
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Market,  Bangor,  by  county  road  to  Passadumkeag,  thence  by 
boat  to  Oldtown,  and  by  railroad  to  Bangor ;  or  by  rafts  direct 
from  Lord's  mill  to  Bangor,  by  the  river. 


Lowell  TowNsmip — Soxsbsbt  Oountt. 

SUUemerd  of  Eeman  Whipple,  Esq,,  of  Solon. 

Seyeral  Powers. 

First,  "  Lowell  Falls,"  on  Moose  river,  a  mile  from  the  town  line, 
30  feet  fall  in  60  rods.  Most  excellent  site  for  dam  and  mills ; 
ledge  bottom  and  banks;  dam  would  make  considerable  dead 
water  above. 

Second,  above,  about  midway  the  town,  50  feet  fall  in  about  a 
mile.    Hard  bottom,  good  banks. 

Ponds  in  the  Gore  above  which  can  be  made  reservoirs  ;  also  in 
the  township. 

Good  sites  on  the  "  Upper  Gulf  Stream."  Little  ponds  above, 
which  can  be  dammed. 


LUBEC — WASfflNGTON   CoUNTY. 

Statement  of  E.  A,  Davis,  Esq., 
Powers. 

First,  at  West  Lubec,  a  tide  saw  mill. 

Second,  on  the  tributary  to  the  pond  of  the  above,  formerly  lath 
and  box  mills ;  now  unoccupied ;  will  run  eight  months  in  the  year. 

Third  and  Fourth,  on  McDanieFs  stream ;  unoccupied ;  formerly 
operated  saw  mills. 

Fifth,  at  the  mouth  of  the  same  stream,  a  dam,  not  now  used. 

Sixth  and  Seventh,  near  West  Quoddy  head,  sufficient  to  carry 
a  saw  mill  each.  ^ 

£ighth,  at  "  Lubec  Mills,"  a  tide  power,  formerly  plaster  mills  j 
the  largest  power  in  town ;  pond  over  100  acres ;  head  about  16 
feet.  "  Power  here,  100  horse,  and  the  others  combined  as  much 
more." 

Ludlow — Aroostook  County. 

Selectmen's  Statement. 
One  Power. 

One  small  power  on  Small's  mill  brook ;  a  saw  mill  that  works 
fall  and  spring  and  during  occasional  seasons  of  high  water. 
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Lykan — York  County. 

SUUemerU  of  E,  H,  Tripp,  JBaq. 
Eight  Powers. 

First,  "  Goodwin's  Mills,"  on  Wadlin-pond  stream,  saw  and  two 
grist  mills,  shingle  machine,,  etc.  Operate  all  the  year,  in  pari. 
Pond  covers  0.35  square  miles,  flowed  10  feet,  can  be  raised  more 
at  some  expense,  covering  a  large  tract  of  land. 

Second,  two  miles  above,  a  shingle  machine. 

Third,  at  the  outlet  of  the  pond,  saw  mill. 

Fourth  and  Fifth,  on  the  southern  outlet  of  Kennebank  pond ; 
one  formerly  used ;  mill  burned ;  both  good  privileges ;  five  feet 
fall  each. 

Sixth,  on  the  northern  outlet  of  the  pond,  various  mills ;  operate 
two-thirds  of  the  year  on  both  outlets.  Kennebunk  pond  covers 
0.50  square  miles,  and  is  flowed  four  feet. 

Seventh,  one  and  one-half  mile  below  the  point  of  junction  of 
the  outlets,  five  feet  fall ;  saw  mill. 

Eighth,  a  mile  below ;  fall  six  feet ;  mills  going  up. 

Lyndon — ^Aroostook  County. 

From  the  Statement  of  J".  B.  Hayes,  Esq. 

Seven  Powers. 

Four,  upon  Caribou  stream,  at  Caribou  village,  and  within  half 
a  mile  of  its  mouth.    Height  of  the  series,  50  feet. 

First,  (upper)  saw,  clapboard  and  lath  machine. 

Second,  grist  mill,  three  runs  of  stones,  operates  all  the  year : 
planing  mill. 

Third,  unoccupied  at  present;  privilege  sold  and  a  woollen 
factory  to  be  erected  next  season. 

Fourth,  very  good;  dilapidated  grist  mill,  unused;  shingle 
machine  in  operation  part  of  the  year. 

Very  small  proportion  of  the  power  now  used ;  the  grist  mill 
alone  now  operates  all  the  year ;  the  others  might  so  far  as  regards 
supply  of  water.  The  stream  is  connected  with  only  one  pond  1.5 
by  0.5  miles  in  extent.  On  one  branch  a  small  artificial  reservoir 
might  be  constructed ;  on  the  other  a  very  large  one.  The  basin 
of  the  river  is  large  and  lies  in  easy  swells,  consequently  freshets 
are  neither  high  nor  sudden;  no  damage  from  high  water  for 
twenty  years.  By  means  of  artificial  reservoirs  a  great  amount  of 
machinery  might  be  run  all  the  year. 
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Underlying  rocks,  a  mixture  of  slate  and  lime,  not  suitable  for 
building  purposes,  yet  the  bed  of  the  stream  and  the  banks,  (which 
are  all  solid  l^dge,)  endure  aqueous  and  atmospheric  action  per- 
sistently. The  slate  stands  fire  well  also.  The  lay  of  the  land 
about  the  falls,  the  very  best  possible  for  the  location  of  mills, 
shops,  etc. 

Seven-eighths  of  the  basin  of  the  stream  are  covered  with  woods. 
"  Climate  rendered  singularly  humid  by  the  lakes  and  surrounding 
rivers  and  adjacent  high  ridges  of  land.'' 

Influence  of  the  improvement  of  the  power  upon  the  town  very 
^cat.  A  thriving  and  beautiful  village  has  sprung  up  within  the 
last  four  years ;  several  buirdings  now  going  up ;  a  church  erecting 
to  cost  $2,500,  **  all  paid  for  in  advance  by  ourselves."  An  Academy 
in  contemplation. 

Market,  Tobique,  on  the  St.  John  river,  15  miles,  thence  by  river 
to  the  seaboard,  or  by  State  road  to  Houlton ;  thence  to  Bangor 
by  said  road ;  or  by  St.  Andrews  Railroad,  to  the  ocean.  Trade 
mostly  by  the  latter. 

Fifth,  Sixth  and  Seventh,  upon  brooks,  operating  a  saw  mill 
each,  about  half  the  year. 

MACfflAs — Washington  County. 
From  (he  SUUement  of  H.  L.  Hill,  Esq, — Endorsed  by  (he  8elec(m&n. 

Four  Powers. 

The  water-power  in  this  town  consists  of  a  series  of  falls  on  the 
Machias  river,  naturally  divided  into  four  general  privileges,  each 
containing  from  one  to  three  special  privileges,  or  ownerships ;  and 
a  dam  thrown  entirely  across  the  river  a  distance  of  130  rods  up 
from  the  lower  falls,  making  a  second  fall,  12  feet  6  inches,  from 
the  surface  of  the  lower  pond. 

These  privileges  are  located  at  the  head  of  navigation,  six  miles 
from  the  river's  mouth  and  three  miles  above  its  junction  with  the 
East  Machias  river.  The  difference  of  level  from  high  water  at 
a.^erage  tides,  to  surface  of  lower  pond,  is  20  feet  6  inches.  The 
fall  is  distributed  as  follows :  the  fall  at  upper  dam,  12  feet  6  inches; 
foil  at  extreme  lower  fiedls,  where  about  one-half  the  lower  machinery 
i&  located,  20  feet  6  inches ;  the  remaining  one-half  a  fall  of  15  feet. 
Xbere  is  a  canal  from  the  upper  dam,  running  parallel  to  the  river 
ba.nk,  a  distance  of  60  rods,  upon  which  are  a  planing  mill,  and 
s£tsh,  door  and  blind  factory.    The  embankment  of  this  canal  is 
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lower  than  the  dam,  but  the  conformation  of  the  river  biok  is  m  i 
that  two-thirds  its  length  may  be  raised  to  the  same  leTei  aca 
dam,  thereby  making  the  fall  from  the  canal  equal  to  that  frue  i 
upper  pond. 

The  volume  of  the  river  at  lowest  ran,  is  15,000  cubic  fee  / 
minate,  which,  with  the  use  of  wheels  that  will  give  70  pet  t-z 
of  the  theoretic  power  of  water,  yield  630  horse-power;  th^st^ 
power  is  about  937  horse.  The  whole  amount  of  long  lombef  t: 
laths  sawed  in  1866  by  water-power,  (allowing  500  feet  cat  slu* 
per  1000  laths,)  was  38,266,000  feet,  allowing  that  amoni'. 
work  to  be  done  in  182  days  of  10  hours  each,  (which  is  mksisx 
leng^  of  sawing  season,)  requires  350  horse-power.  Allcr^^ 
driving  grist,  carding,  and  planing  miUs,  and  sash,  door  and  tin 
factory,  50  horse-power,  makes  an  aggregate  of  400  horsef*.^-:! 
leaving  a  balance  of  230  horse-power  for  the  182  days,  uj  j 
whole  power  the  balance  of  the  year  surplus. 

It  is  not  to  be  understood  that  there  is  a  surplus  of  power  b 
ing  all  the  working  season,  as  the  wheels  in  use  are  not  gecrr^j 
of  the  best  construction  for  economizing  power,  nor  h«^  rj 
advantage  been  taken  of  the  fall  in  their  location.  The  iria!^^ 
use  are  aU  of  the  turbine  class,  representing  (comparatire.;  i 
large  variety  of  style,  amongst  which  are  the  Peny,  Stetr-i 
Union,  Close  &  Rider  wheels ;  the  last  two  being  considered  k4 

'The  power  is  owned  in  town. 

For  reservoirs  tributary  to  this  power,  see  Part  IT,  pag«  I^ 
second  table. 

No  material  damage  of  property  caused  by  freshets ;  total  na^ 
from  high  to  low  water,  eight  feet. 

Extreme  low  water  prevails  one-eixth  of  the  year ;  extreme  Li 
water,  one-twelfth  ;  the  balance  of  the  year  the  volume  is  from  w 
to  three  times  the  before  given  estimate.  The  outcropfocg 
underlying  rocks  are  trap,  but  there  is  an  extensive  granite «] 
within  three  miles  of  the  falls.  The  lay  of  the  land  in  r^ereov^r 
the  erection  of  mills  and  workshops,  is  favorable. 

Total  length  of  the  river  is  70  miles,  draining  15  toww 
townships,  eight  of  which,  except  locally,  are  still  entirdyco 
by  forest,  from  which  an  average  of  40,000,000  feet  of  lumber 
taken  per  annum ;  a  bountiful  supply  still  remains.    The 
of  tovms  and  townships  also  retain  upon  their  soiftce  a 
portion  of  forest. 
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Lnnual  export,  by  sea,  to  Boston,  New  York,  the  West  Indies 
L  South  America,  $660,000  worth  of  lumber.  This  amount 
W8  no  falling  off  from  former  years,  either  in  total  annual 
duct  or  value,  but  rather  an  increase.  Vessels  of  600  tons 
-then  lie  at  the  lower  falls  with  full  cargo. 
JVithin  the  last  1?  years  the  capacity  of  the  town  to  accommo- 
)e  its  growing  population  has  been  increased  three-fifths,  yet  the 
nand  for  tenements  is  greater  than  ever  before ;  our  mechanics 
1  laborers  are  constantly  employed,  and  our  business  men  invite 
>italists-to  unite  with  them  in  opening  new  avenues  of  industry. 

Maohuspost — ^Washikoton  County. 
Selectnen's  StcUemeni, 
There  is  no  water-power  in  this  town. 

Madawaska — Aroostook  County. 
16  Power. 

A  grist  mill  and  saw  mill  on  a  stream  tributary  to  the  St.  John 
rer. 

Madison — Soxirsst  County. 
From  Selectmen's  Betums. 

[8«e  also  **  AnMn  uid  Mftdifon."] 

Ive  Powers. 

Five  dams  upon  the  outlet  of  Madison  pond,  furnishing  a  fall  of 
I  feet  within  a  running  distance  of  one  mile  from  the  outlet. 
For  half  the  year  the  pond  would  supply  1,000  inches  of  water; 
e  remaining  part  of  the  year  it  would  average  300  inches  for  10 
)ur8  per  day. 

One  fall  of  10  feet  is  not  improved.  Two  saw,  four  shingle,  and 
iro  grist  mills,  one  sash  and  blind  factory,  several  lath  machines^ 
id  a  tannery  in  operation. 

The  grist  mill  and  sash  and  blind  factory  operate  nearly  all  the 
sar ;  the  shingle  mills  run  over  three-fourths  of  the  time ;  saw 
ills  run  about  three-fourths  of  the  time.  Machinery  good; 
ould  wheels. 

Madison  pond  contains  2,000  acres,  flowed  siz  feet  by  a  dam  at 
le  outlet.  Freshets  are  controlled,  stream  is  perfectly  safe  and 
ery  constant.  Socks  about  the  falls,  hard  slate.  Market,  for 
le  products  of  the  mills,  Skowhegan  depot,  six  miles  distant,  by 
>ad. 


g52  WATSB  POWEB  OF  MAINX.  [Pirlll 

Madbid— Franklin  Cottntt. 

From  Selectmen's  Returns, 
Five  Powers. 

First,  on  the  west  branch  of  Sandy  river ;  grist,  and  vif  j 
mills ;  fall  seven  feet.  Power  in  the  drouth  of  summer  or  is  ti' 
dead  of  winter,  is  now  scarcely  sufficient  to  carry  more  than  -J 
run  of  burr  stones.  Stream  rises  in  several  ponds,  600  acn^,  -j 
Saddleback  mountain,  whose  storage  capacity  might  be  d«d>i 
by  dams.  Seven-eighths  of  the  basin  of  the  stream  covered  ? 
forest. 

Second,  on  the  Perham  stream ;  various  saws ;  the  head  istr^ 
duced  solely  by  the  dam.  No  chance  for  artificial  reservoirs,  if  J 
run  three  months,  and  cut  300,000  of  lumber.  Nineteen-twectk.^ 
of  the  basin  of  the  stream  covered  with  forest,  a  large  part  of  vid 
is  spruce. 

Third,  on  the  Oberton  stream,  "Great  Falls'';  unoccupied ;  nl 
100  feet  in  10  rods.  Volume  of  water  small, — would  in  adr.:L| 
all  run  through  a  spput  less  than  10  inches  square,  without  bt^ 
The  entire  basin  of  the  stream  is  an  unbroken  wilderness.  A  ^'  i 
location  for  a  lumber  mill,  and  about  11  miles  from  Phillips  rJk^^. 
An  artificial  reservoir,  50  acres,  might  be  constructed  on  this  stres^ 
at  small  cost. 

Fourth,  on  the  Sargent  stream ;  unoccupied ;  volume  of  w>tti 
smaller  than  the  last  mentioned ;  fall  about  eight  feet.  No  chiUA- 
for  artificial  reservoirs. 

Fifth,  various  saws,  above ;  seven-eighths  of  the  basin  of  ti 
stream  wooded. 

So  steep  are  the  water  declivities  in  this  town,  that  a  het-l  ^ 
water  might  easily  be  raised  almost  anywhere  on  the  streaL- 
sufficient  to  carry  a  saw  mill  or  other  machinery.    The  toIuil? 
water  in  all  the  streams  varies  greatly  from  lowest  to  highest  wr.^: 

Old-fashioned  flutter  wheels.  Each  of  the  three  saw  mills  a- 
200,000  feet  of  boards  per  year.  With  improved  machinerr.tl:.; 
might  do  double  the  amount.     Rock,  the  coarsest  granite. 

Manchbsteb — Kennbbbc  Goumtt. 
From  Selectmen? s  Returns. 

Three  Powers,  or  More. 

First,  in  the  north  part  of  the  town,  saw  mill,  two  moodL^: 
30,000  feet. 
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Second,  near  centre  of  town  ;  carriage  fectory ;  overshot  wheel, 
circular  saw  and  other  machinery. 

Third,  on  the  Cobbosseecontee  river.  An  excellent  dam  across 
the  stream,  a  few  rods  below  the  outlet.  This  would,  undoubtedly 
be  a  valuable  power,  holding  as  it  does  such  large  reservoirs  of 
water.     See  page  9t,.  second  Table. 

"  Several  small  streams  could  be  made  useful  in  driving  machinery 
for  a  portion  of  the  time,  by  forming  ponds  and  reservoirs ;  they 
are  all  of  very  gradual  descent,  without  any  very  considerable  falls 
or  rapids." 

Maplbton  Plantation — ^Aroostook  County. 
From  Assessors^  Betwms  and  a  Plan  of  (he  Streams, 

Three  Powers. 

First,  on  the  Presque  Isle  stream,  about  midway  its  course  in 
the  township,  a  rapid,  ten  feet  fall  might  be  had,  a  valuable  privi- 
lege ;  unoccupied. 

Second,  two  miles  above,  "  Ball's  Mills,"  10  feet  fall,  saw  mill ; 
3,000  feet  of  boards,  10,000  shingles,  and  1,500  clapboards  per 
day ;  operates  nine  months  per  year ;  abundant  lumber  in  the 
vicinity. 

Third,  on  a  brook  tributary  to  the  Presque-Isle  stream,  would 
operate  part  of  the  year. 

Market,  Presque  Isle,  by  road; 

Maeiaville — Hancock  Countt. 

From  Selectmen's  Betums. 
Five  Powers. 

First  and  Second,  on  West  brook,  one  improved  in  tannery  and 
saw  mill ;  the  other,  in  saw  mill  and  shingle  mill. 

Third,  on  East  brook,  saw  mill. 

Fourth,  on  Hopkins'  brook,  saw  mill  and  shingle  mill. 

Fifth,  on  the  west  branch  of  Union  river ;  unimproved. 

West  brook  is  connected  with  two  quite  large  ponds;  their 
capacity  can  be  much  increased. 

Market,  Bangor,  20  miles ;  Ellsworth,  13  miles^  by  road. 

MaBION — ^WASfflNOTON   CoUNTY. 

From  Selectmen's  Betums. 
E9'ixie  Powers. 

First,  on  the  Oathance  river ;  10  feet  head ;  saw  and  lath  mill, 
23 
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old  wooden  machinery;  600,000  long  lumber  per  year.  \rt 
improved  machinery,  would  yield  four-fold.  Owned  by  T.  7. 
Allan  &  Son  of  Deunysville. 

Second,  three-quarters  of  a  mile  above ;  rips  of  10  feet  L 
unimproved.     Owned  by  John  Smith  of  Dennysville. 

Third,  ''Lath  Mill  Dam,"  one-quarter  of  a  mile  above:  Lk 
13  feet ;  natural  privilege — scarce  any  dam  needed ;  shin^  lI* 
and  lath  mills.     Owned  by  Allan  &  Smith. 

Fourth,  "  Saw  Mill  Dam,"  10  rods  above ;  nine  feet  head;  tA 
mill  J  owned  by  T.  W.  Allan  of  Dennysville. 

Fifth,  Sixth,  etc.,  on  Clifford's  stream,  on  which  are  fivey^: 
pitches,  with  no  lakes  or  ponds  above.  A  chance  to  flow  a  s^ 
pond  at  each  fall.     Stream  exceedingly  variable. 

The  falls  on  Clifford's  stream  with  improvements  and  mik 
machinery,  would  run  mills  two-thirds  of  the  time. 

The  Cathance  stream  is  the  outlet  of  Gathance  lake,  wl  . 
covers  seven  square  miles.  There  is  a  dam  at  the  outlet  wL  1 
holds  in  check  six  feet  depth  of  water,  so  that  the  poif^ersiT 
comparatively  constant,  and  may  be  rendered  still  more  so. 

Marshpield — Washington  County. 

From  Selectmen's  Bettims. 
Eight  Fowers. 

On  Marshfield  stream ;  from  the  tide  two  miles  by  the  cocr 
Toad  to  Mark  Longfellow's  lake. 

At  the  different  mills  the  head  and  fall  are  from  serec  tc  •'L 
feet.  The  power  is  only  partially  improved,  in  saw  lath  acd  f^ 
'mills,  flour  mill  and  carding  machine  ;  the  grist  mill  aloxte  open:.^ 
all  the  year ;  wheels  mostly  old  style ;  some.  Steams'  c^ 
'Wheel. 

The  stream  is  connected  with  four  ponds ;  one  a  mile  i^i: 

which  flows  a  large  body  of  water.     The  power,  if  imprc^' 

properly,   would  furnish  abundant  water  all  the  year;  ^ 

damage  from  freshets.    The  best  of  granite;  lay  of  the  a' 

'  convenient. 

Market,  Machias,  by  land  or  sea. 

The  privilege  at  T.  B.  Getchell's  mill,  at  the  outlet  of  theU 
is  a  good  site  for  a  woollen  &ctory  or  other  machineiy. 
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Mars  Hill — Aboostook  County. 

Statement  of  H.  0.  Perry ,  Esq, 
Several  FoweFS. 

The  Presqne  Isle  of  the  St.  John  runs  three  miles  in  this  town 
and  is  a  rapid  stream  in  the  whole  distance.  Abundant  water  the 
year  round  to  run  a  large  factory.  Artificial  reservoirs  are  feasible, 
but  there  are  no  lakes  or  ponds. 

The  privilege  that  could  be  at  present  most  advantageously  im- 
proved is  near  the  stage  road.  At  least  12  feet  fall.  Rocky  bottom 
and  good  banks ;  a  privilege  that  can  be  readily  and  cheaply 
improved. 

There  are  several  other  sites  that  can  be  developed  without  dif- 
ficulty. 

Two  sites  on  the  Rocky  brook,  both  improved,  saw  mills,  lath 
mill,  planing  machine,  etc. 

A  grist  mill  is  very  much  needed ;  the  proprietors  of  the  privi- 
lege near  the  road  will  give  the  site  and  land  adjacent  to  any  party 
who  will  build  and  carry  on  a  really  good  mill  of  this  sort.  Citizens 
also  will  cooperate  substantially.  A  woollen  mill  also  will  do  well; 
vast  quantities  of  wool,  and  good  market  for  the  manufactured 
goods. 

Masardis — Aroostook  County. 

From  Selectmen's  Returns, 
Three  Powers. 

First,  ''  Reed  &  Clayton's  Privilege,"  on  the  Masardis  stream,  a 
branch  of  the  Aroostook  river,  ten  feet  head  above  low  water  mark. 

Second,  "Trafiion's  Privilege,"  on  Squawpan  stream ;  Squawpan 
lake  is  ten  miles  long,  and  can  be  flowed  three  feet  by  a  dam,  form- 
ing a  great  reservoir. 

Third,  " Clayton's  Privilege,"  on  the  Aroostook  river.  "Pall 
sufficient  for  any  machinery." 

No  improvement  of  any  kind.  No  mills  of  any  sort  in  the  town, 
except  a  circular  saw  on  a  little  brook  for  sawing  sash  and  other 
small  stuff.  "Sum  of  power  unknown,  but  it  is  very  great." 
Water  abundant  and  constant. 

Nearly  all  the  lakes  and  ponds  on  the  Aroostook  and  tributaries 
above  this  point,  can  be  dammed  and  a  vast  body  of  water  held  in 
reserve,  including  the  Millinokett,  Little  Millinokett,  Mooseleuk, 
Sapompeag  and  other  considerable  lakes.    See  Part  II,  page  124. 
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Mason — Oxford  County. 

From  Selectmen's  StcUemerU, 
Four  Powers. 

All  upon  Pleasant  river ;  chief  fall,  35  feet  in  20  rods.  Grist, 
saw,  and  two  shingle  mills ;  operate  all  the  year  on  the  largest  fall ; 
on  the  others,  six  months ;  centre-vent  and  Rose  wheels. 

No  lakes  or  ponds.  No  artificial  reservoirs  feasible.  Basin  seven- 
eighths  covered  vnth  woods. 

Market,  Portland,  by  Grand  Trunk  Railroad. 

Matinicus  Plantation — Knox  County. 

Statement  of  the  Assessors, 

This  is  an  island  at  the  mouth  of  Penobscot  bay,  800  acres  in 
extent ;  has  no  water-power,  but  fish  innumerable  in  the  surround- 
ing sea;  natural  cranberry  meadows,  and  a  glorious  prospect. 
There  could  be  no  finer  summer  resort.  ^ 

Mattawakeeag — Penobscot  County. 
From  the  Statement  of  George  W.  Smith,  Esq. 

[See  Abo  «  MattowMnkeeg  and  Winn.'^ 

Seven  Powers. 

First,  "  Slugunda  Falls,"  on  the  Mattawamkeag  river,  above  the 
mouth  of  the  Gordon  brook.  A  dam  is  built  to  facilitate  the  driving 
of  logs. 

Second,  ''  Scataract  Falls,"  about  a  mile  above.  A  dam  is  buOt 
part  way  across  the  river  for  log-driving  purposes. 

Third,  a  short  distance  above,  a  mill  privilege,  no  improvement. 

Fourth,  above,  a  short  distance  below  the  mouth  of  Whitten 
brook,  "  Ledge  Falls,"  no  improvement. 

Fifth,  above,  and  a  short  distance  above  the  mouth  of  said  brook, 
a  mill  privilege      No  improvement.     Ledge  bottom. 

The  rise  from  Gordon  brook  to  Mattagordus  stream  on  the  line 
of  the  European  &  North  American  Railway  is  TO  feet,  and  this 
amount  of  fall  is  to  be  distributed,  as  is  presumed,  amongst  the 
powers  above  noted,  and  the  '' Jimsketticook  Falls"  in  Indepen- 
dence Plantation. 

The  Mattawamkeag  here  drains  abont  1,200  square  miles,  is  a 
comparatively  constant  stream,  and  can  be  made  by  the  use  of 
reservoirs  to  fnmish  a  vast  amount  of  power  at  low  run. 

The  several  falls  are  nearly  all  underlaid  with  ledge^  so  that  stone 
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dams  could  be  built  for  indefinite  duration.  The  lay  of  the  land 
about  the  several  falls  is  excellent  for  the  location  of  mills  and  work 
shops. 

Sixth,  on  Mattaceunk  stream,  just  below  the  military  road,  saw 
mill,  which  operates  half  of  the  year. 

Seventh,  on  Mattaceunk  stream,  just  above  the  military  road. 
No  improvement. 

Tenth,  two  miles  above,  no  improvement. 

Mattaceunk  pond  covers  2.50  to  3  square  miles,  is  fed  by  a  large 
tributary  country,  is  dammed  10  feet,  "could  be  14  or  16  feet," 
and  thus  forms  a  capacious  and  valuable  reservoir.  See  Part  II, 
page  108,  for  reservoirs  of  the  Mattawamkeag. 

The  country  all  about  is  nearly  covered  with  woods,  and  vast 
amounts  of  lumber  remain  to  be  worked  up. 

Market,  Oldtown  and  Bangor,  by  road;  and  by  the  river, 
"running  lumber  in  raits,  or  singly  by  the  log." 

Mattawamkeag  and  Winn — Penobscot  County. 

From  (he  Statement  of  the  Selectmen  of  Winn,  and  of  George  W. 

Smith,  Esq,,  of  Mattawamkeag. 

[See  aJso  «  Mattawamkeag,"  and  «  Winn."] 

Two  Powers. 

The  "Gordon  Palls"  extend  for  a  considerable  distance  along  the 
Mattawamkeag  river,  which  at  this  point  crosses  the  town  lines 
four  different  times.  The  total  rise  between  Mattakeunk  stream 
and  Gordon  brook  on  the  line  of  the  European  &  North  American 
Railway  is  32  feet,  and  this  fall,  it  is  presumed,  is  available  on  the 
river  also  and  constitutes  the  Gordon  falls. 

First,  "Lower  Pitch,"  where  the  river  for  the  second  time  passes 
into  Winn  from  Mattawamkeag;  a  dam  has  been  constructed  at 
this  point  to  facilitate  the  driving  of  logs. 

Second,  "  Upper  Pitch,"  at  the  point  where  the  river  first  passes 
from  Winn  into  Mattawamkeag.     No  improvement. 

For  reservoirs,  see  Part  II,  page  108. 

River  underlaid  with  ledge,  lay  of  the  land  favorable  for  the  es- 
tablishment of  mills  and  workshops. 
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Maifield — ^Penobscot  County. 

From  Selectmen's  Returns, 
Three  Powers. 

First, "  Mcintosh's  Palls,"  on  the  Piscataquis  rirer ;  height,  eigi; 
feet  in  20  rods.     No  improvement. 

Second,  "Whitney's  Falls,"  on  the  Piscataquis  river;  heig^L: 
eight  feet  in  20  rods.     No  improvement. 

The  enormous  development  of  which  these  powers  are  capaL.- 
by  the  use  of  reservoirs,  may  be  seen  upon  reference  to  Part  H. 
page  lOT. 

Third,  a  power  on  Hardy  brook,  fed  by  a  lake.    No  improvemest 

Market,  Oldtown  and  Bangor,  by  road  and  river. 

*     MaTFIELD — SOKERSET   CoUNTT. 

Selectmen's  Statement. 
Five  Powers. 

First,  operating  a  saw  and  shingle  mill  four  months  yearlj,  z 
the  southeast  part  of  the  town. 

Second,  shingle  and  lath  mill  in  the  southwest  part  of  tiietoTi 
operates  four  months. 

Third,  Fourth  and  Fifth,  good  mill-sites  on  the  Austin  strejui.i: 
the  northwest  part  of  the  town.  Unoccupied.  Stream  fedbyfc 
ponds,  whose  area  is,  all  together,  three  square  miles,  all  of  wL.L 
can  be  flowed  for  reservoirs. 

Maysville — Aroostook  Countt. 
From  the  Statement  of  Solomon  Parsons,  Esq.,  of  Banger. 

Two  Powers. 

First,  on  the  Presque  Isle  river,  three-quarters  mile  below  W 
mills  at  Presque  Isle,  ledge  on  one  side,  gravel  bank  on  the  ottei 
power  suflScient  for  a  factory,  saw  mill  or  grist  mill.  In  fresln' 
flows  back  to  the  Presque  Isle  mills.  Some  back  water  froin  tM 
Aroostook  for  a  few  days  in  high  freshets.  Privilege  formerlv  b- 
proved,  not  now  in  use.  It  is  an  excellent  location  for  a  wwDti 
factory,  also  for  shingle  machines  for  sawing  cedar,  which  nijj 
easily  be  run  down  the  Aroostook,  and  taken  in  rails  to  \i' 
machines. 

Second,  on  a  brook,  fails  in  drouths,  and  is  stopped  bj  Ud 
water  in  moderate  rises  of  the  Aroostook,  " Kennedy's  Mill,"  f' 
sawing  small  lumber. 


Drv.  n.]  THB  WATER  POWEBS.  859 

MsDDTBEKPd — ^WaSHINOTON   CoUNTT. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  at  the  ontlet  of  Meddybemps  lake ;  fall  20  feet  in  one- 
eighth  of  a  mile.  Power  will  carry  three  gangs  of  12  saws  each ; 
operates  all  the  year;  owned  by  Benjamin  Lincoln  &  Co.,  of 
Dennysville.  The  lake  which  feeds  this  power  has  15  square 
miles  of  Surface,  upon  which  seven  feet  of  storage  are  raised.  See 
also  pages  12^130,  Part  II. 

Second,  "Bearce's  Privilege,"  at  the  outlet  of  Bearce's  lake; 
fall  about  20  feet  in  one-eighth  of  a  mile  ;  will  carry  a  gang  of  12 
saws  for  the  whole  year.    Lake  is  raised  by  dam  —  feet. 

Overshot  and  vent  wheels.  No  damage  from  freshets.  Range 
of  water  six  feet  from  highest  to  lowest.  Granite  abundant  and 
good ;  lay  of  the  land  good ;  basin  mostly  cleared. 

Medford— Piscataquis  County. 

From  Selectmen's  Returns  and  a  Plan  of  the  Streams, 
Four  Powers. 

First,  "  Schoodic  JFalls,"  on  Piscataquis  river,  just  below  the 
mouth  of  the  Schoodic  stream,  fall  15  feet  in  100  rods.  Stream  15 
rods  wide,  18  inches  deep  at  low  water ;  ledge  bottom,  projecting 
above  the  surface,  at  points,  at  high  water.  *'  One  of  the  best 
privileges  in  the  State,  safe  and  convenient  for  manufacturing.'' 
It  is  unimproved. 

Second,  ''Little  Falls,"  on  Piscataquis  river,  below  Meadow 
brook,  fall  10  feet  in  30  rods ;  13  rods  wide,  14  inches  deep  at  low 
water.    It  is  unimproved. 

Third,  "  Schoodic  Stream  Falls,"  on  the  outlet  of  the  Great 
Schoodic  lake ;  fall  22  feet  in  35  rods.     It  is  unimproved. 

Fourth,  on  Cold  brook,  about  a  mile  above  its  junction  with 
Piscataquis  river,  fall  10  feet  in  30  rods ;  saw  mill  and  shingle 
machine  ;  operate  about  half  the  year.     Steams'  wheel  used. 

The  power  on  the  Piscataquis  is  sustained  by  the  whole  volume 
of  the  river  which  is,  in  this  town,  not  far  from  its  mouth,  draining 
a  very  large  area  of  country,  and  is  fed  by  numerous  large  lakes 
and  ponds.     See  page  lOT,  Part  II. 

The  Schoodic  lake  alone  stored  to  the  depth  of  six  feet,  would 
yield  on  the  "  Schoodic  Stream  Falls  "  and  the  "  Schoodic  Falls  " 
combined,  a  gross  power  of  about  1,000  horse,  for  the  working 
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hours  of  the  year.  Bat  the  storage  could  be  used  in  six  moDtb  k 
needed,  the  natural  run  of  the  streams  sufficing  all  demasiii; 
the  other  six,  thus  doubling  the  power. 

Artificial  reservoirs,  also,  are  feasible  at  small  expense.  Sk. 
rock ;  lay  of  the  land  level  and  favorable. 

Market,  Bangor,  by  road. 

MbBCBR — SOKERSKT   G0T7NTr.  ' 

From  Selectmen's  Returns, 

[See  also  "  Meraer  tod  Starks."] 

Two  Fowops. 

On  Bog  stream;  first  fall  15  feet  in  10  rods ;  the  other iH>tf< 
great.  Improvements,  mills,  tannery,  and  starch  factory.  M^iL- 
ery  will  operate  about  eight  months.  Bocks,  "flint;''  lavof  tL^ 
land  good. 

Market,  Skowhegan,  by  road. 

Mercer  and  Starks — Soverset  Couktt. 
From  Returns  of  the  Roards  of  Selectmen. 

[See  alflo  "Meieer,"  and  "Starks.''] 

One  Power.  « 

"  Dickerson's  Rips,'^  on  Sandy  river ;  in  two  pitches ;  first,  I  * 
feet  in  20  rods;  second,  4.5  feet  in  30  rods,  and  fall  contino^ii 
long  distance  below.  Owned  by  James  Davis.  Formeriv  nT* 
upon  the  privilege ;  dam  fallen  to  decay.    Range  of  water  sii  f-fft 

Upon  comparison  with  the  power  estimated  and  realized  "ny^ 
the  same  river  at  New  Sharon,  it  may  be  inferred  that  the  p^)^:: 
at  this  point,  if  fully  developed,  and  if  10  feet  of  fall  be  avaiiatl^ 
would  be  not  less  than  500  horse-powers  gross,  or  20,000  spindles 

Privileges  are  but  a  few  miles  from  the  Somerset  Railroad  &/w 
constructing. 

Mexico — ^Oxford  Countt. 

StcUemeTU  of  Selectmen. 
One  Power, 

"KimbalFs  Mills,"  on  Swift  river;  fall  50  feet  in  half  a  m3^ 

Only  improvement,  a  saw  mill,  which  works  all  the  year.   A  hr^i 

amount  of  power  unused. 

MiLFORD — Penobscot  County. 

[See  Appendix.] 
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Mnj.BRTDQB — ^Washinoton  County. 

Selectmen's  Statement, 

No  water-power  in  town,  except  npon  small  brooks,  and  none 
sufficient  to  drive  a  mill  for  grinding  grain. 

MiLO — PisoATAauis  County. 
'  From  the  Statement  of  Phineas  Tolman,  Esq, 

Two  Powers. 

First,  the  "  Sebec  Falls,''  at  Milo  village ;  nine  feet  head  and  a 
fall  of  14  feet  in  the  distance  of  about  20  rods  below  the  dam. 
Orist,  saw,  and  shingle  mills,  and  small  woollen  factory,  occupied 
by  James  &  William  Oifford,  all  in  operation. 

The  power  is  fed  by  Sebec  lake,  14  square  miles.  Ship  pond, 
three  square  miles,  and  many  square  miles  of  smaller  ponds,  18  or 
more  in  number.  A  storage  of  six  feet  on  Sebec  lake  alone  would 
furnish,  10  hours  per  day  for  the  year,  652  gross  horse  powers,  22,- 
000  spindles  on  a  total  fall  of  23  feet.  Not  one-tenth  of  the  power 
is  now  improved. 

The  stream  is  always  warm,  the  water  being  derived  from  the 
lakes.    There  is  no  trouble  from  ice. 

The  land  about  the  stream  is  very  convenient  for  building.  Slate 
rock.  No  machinery  has  ever  been  injured  or  carried  away  by 
freshets. 

Second,  on  the  Pleasant  river,  on  the  road  from  Milo  to  Brown- 
ville,  about  two  miles  from  Brownville  village;  not  occupied; 
judged  to  be  a  very  good  one.  It  was  reserved  by  Mr.  J.  Lake  for 
power  purposes,  when  he  sold  the  land  near  it. 

Pleasant  river  at  this  point  drains  235  square  miles,  and  has  ten 
or  more  square  miles  of  lakes  and  ponds  tributary  to  it,  so  that  a 
large  supply  of  water  can  be  had  at  low  run. 

An  immense  amount  of  lumber  about  the  Sebec  lake  and  its 
tributaries. 

Milton  Plantation — Oxford  County. 

jFVom  (he  Statement  of  (he  Assessors, 
Four  Powers. 

On  Concord  river,  the  outlet  of  Great  and  Little  Concord  ponds ; 
water  enough  to  drive  a  saw  mill  most  of  the  year ;  by  damming 
the  pond,  capacity  might  be  much  increased.  In  the  driest  time 
known,  stream  carries  water  enough  to  grind  40  bushels  per  day. 
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'  First,  on  the  Great  Concord  river,  in  the  northerly  part  of  ifc* 
plantation,  "  Swett's  Saw  Mill  and  Shingle  Machine;"  a  cm^. 
shop  now  building. 

Second,  about  half  a  mile  above,  is  "  The  Falls/'  descent  Ut 
40  feet  in  about  20  rods ;  is  called,  by  mill>men,  a  grand  irair' 
power.     Unimproved. 

Third,  about  a  mile  above, *a  fall  of  some  20  feet;  is  called  a  g':H 
water  privilege.     Unimproved. 

There  is,  in  the  vicinity  of  the  powers,  timber  enoagfa  to  n^ 
out  quite  a  number  of  mills ;  mainly  spruce,  hemlock^  and  h< 
wood.  The  mills  are  situated  about  eight  miles  from  Bryant's  Fd-. 
station,  on  the  Atlantic  &  St.  Lawrence  Bailroad,  by  a  level  rood 
The  country  around  is  well  adapted  to  farming  purposes. 

MiNOT — Androscoggin  County. 
From  Selectmen^ H  Returns. 

[See  Abo  "Minoi  ftod  Polud."] 

Three  Powers. 

First,  on  Bog  brook,  "  Faunce's  Mill ;''  fall  12.6  feet  in  50  fee:: 
operates  part  of  the  year. 

Second^  "  West  Minot  Falls,''  on  Bog  stream  ;  fall  22.5  feeti 
500  feet. 

Third,  "  Hillbum  Falls,"  on  Bog  stream ;  power  not  used. 

First  and  Second  partially  improved  in  saw  mills  and  a  plani:: 
mill.  Stream  will  run  the  planing  mill  all  the  year.  One-thiri  .t 
the  basin  covered  with  woods. 

Market,  Portland  and  Lewiston,  by  rail  and  road. 

Minot  and  Poland — Androscoggin  County. 

From  Joint  StatetnerU  of  the  Boards  of  Selectmen,  based  upoR  ^ 
Survey  of  8,  F.  Waterman,  Civil  Engineer. 

[See also  "Minot,"  and  "Poland.''] 

Four  Powers. 

Situated  on  the  Little  Androscoggin  river. 

First,  "  Mechanic  Falls,"  fall  8Y  feet  in  950  feet  distance;  velocitj 
of  current  96  feet  per  minute.  Area  of  cross  section  270  square  feet 
Power  not  half  improved ;  partially  improved  in  paper  making.  A 
first-class  stone  dam  at  the  head  of  the  fall ;  a  wooden  dam  midwaj 
and  space  for  another  dam  below.  Turbine  wheels.  Power  owaed 
by  A.  0.  Denison  &  Co,;  mills  operate  all  the  year. 
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On  the  upper  dam,  14  feet  head,  11  tarbine  wheels  now  operate, 
of  405  horse-powers ;  hence  the  volume  of  water,  for  the  working 
hours  of  the  day,  must  be  equal  to  20,000  cubic  feet  per  minute, 
and  the  power  of  the  whole  fall,  for  the  same  hours,  1,053  horse. 

Second,  "Page's  Mills,"  fall  14  feet  in  1,500  feet  distance. 
Volume  of  water  same  as  at  Mechanic  Falls,  less  Waterhouse 
brook,  which  is  3,000  cubic  feet  per  minute.  Power  partially  im- 
proved in  sawing  lumber,  in  the  manufacture  of  sash  and  doors, 
and  grist  mill ;  mills  operate  all  the  year ;  power  owned  by  Moses 
Page  and  A.  A.  Buckman. 

Third,  "Hackett's  Mills,''  fall  13  feet  in  250.  Volume  of 
water  same  as  at  Mechanic  Falls,  plus  Bog  brook,  1,500  cubic  feet 
per  minute.  Improved  in  part  in  saw  mills ;  power  owned  by  J. 
T.  Waterman  and  Willard  Buck ;  mills  operate  all  the  year. 

Fourth,  "  Minot  Comer,"  fall  11.5  feet  in  500  feet  run.  Volume 
of  water  same  as  at  Hackett's  mills,  with  the  addition  of  a  small 
tributary.  Improved  in  part  in  saw  and  grist  mills ;  mills  operate 
all  the  year.     Owned  by  A.  S.  Freeman,  Willard  Buck,  et.  al. 

For  reservoirs  tributary  to  these  powers,  see  Part  II,  page  83. 

Sites  for  building  upon  the  privileges  excellent.  Freshets 
harmless,  the  reservoirs  holding  back  the  great  body  of  the  water. 

Market,  all  points,  by  rail. 

Monmouth — Kennebec  County. 

From  Selectmen's  Returns, 
Kine  Powers. 

Four  on  Wilson  stream,  at  North  Monmouth ;  total  descent,  50 
feet  in  one-third  mile. 

First,  on  the  upper  dam,  webbing  factory,  |25,00Q  per  annum ; 
'  also,  a  shovel-handle  factory,  40  dozen  shovel  handles  per  day ; 
shoe-peg  factory,  3,000  bushels  pegs  annually ;  saw  mill,  300,000 
of  lumber  annually. 

Second,  on  the  second  dam,  webbing  factory,  heel-iron  works, 
and  spinning-frames  for  spinning  woollen  yam,  the  latter  two 
doing  $25,000  per  annum. 

Third,  1,200  to  1,500  dozen  of  shovels,  and  some  800  dozen 
hoes,  annually. 

Fourth,  grist  mill,  oustom  business. 

Wilson  stream  ib  very  safe ;  no  damage  has.  occurred  by  freshets 
for  50  years ;  double  the  business  could  be  done  that  is  now,  if  the 
water  were  properly  husbanded.    Some  150  men  and  women  are 
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engaged  in  the  several  shops  and  mills.  Stream  is  fed  br^ 
ponds,  area  three  or  more  square  miles.  Mills  operate  the  7i  ^ 
year. 

Fifth,  Sixth,  Seventh  and  Eighth,  on  the  Cochnewagan  sinsLi 
Monmouth  Center,  four  dams,  fall  60  feet  in  one-foorth  mile.  <•! 
the  first,  a  grist  mill ;  on  the  second,  20  rods  below,  a  sbin^]f^ 
jobbing  mill,  which  runs  two-thirds  of  the  time ;  on  the  tr.  .| 
sash,  door  and  blind  factory ;  on  the  fourth  and  last,  a  bsf  elI 
which  cuts  from  300,000  to  500,000  feet  of  boards,  &c.,  dtn: 
the  year.  Double  the  business  might  be  done  on  this  streiaTia 
there  now  is.  In  moderately  favorable  seasons  there  is  vv^ 
enough  to  run  the  mills  the  entire  year.  Pond  one  and  one-hi'  * 
three-fourths  miles.  The  several  mills  are  worth  about  $$>« 
operate  about  three-fourths  of  the  year. 

The  Juggernaut  stream,  at  East  Monmouth,  has  one  dam  ^ 
and  shingle  mill  upon  it.  Most  ample  supply  of  water  faitiK' 
by  some  eight  or  more  ponds  of  the  Gobbosseecontee  series.  7> 
dam  might  be  raised  so  as  to  give  10  feet  head  and  fall,  witb  >i- 
damage  for  flowage,  and  then  a  large  factory  might  be  rot  t^ 
entire  year. 

The  Blake  wheel  is  chiefly  used ;  a  small  amount  of  stone  sv* 
ble  for  building ;  lay  of  the  land  for  building  quite  good ;  no  k 
of  importance.     Annual  production,  $125,000. 

Market,  all  points,  by  rail. 

MoNBO£ — Waldo  County. 

From  Selectmen's  Returns, 
Fifteen  Powers. 

First,  "  Willis'  Mills,"  on  Marsh  river,  head  and  fall  15  f^* 
wood  and  stone  dam  on  ledge  foundation;    saw  mill,  4*^' 
lumber,  800,000  shingles ;   grist  mill,  four  runs  of  stones.  •* 
A  good  privilege  for  a  small  factory. 

Second,  half  a  mile  above,  head  and  fall  10  feet,  saw,  fdllin^ . 
carding  mills. 

Third,  half  a  mile  above,  saw  and  stave  mill,  10  feet  heiiii'. 
fall.  Dam  of  wood,  on  ledge  foundation ;  excellent  and  safe  wa'/* 
power. 

Fourth,  two  miles  above,  saw  and  shingle  mills ;  15  feethea^i . 
fall ;  plenty  of  lumber  at  hand.  Several  good  reservoirs,  tv  • 
three  miles  up  the  stream.    Mill  runs  a  large  portion  of  the  r*  u 

Fifth,  a  little  below,  fall  15  feet  in  10  rods ;  unimproved.  T: 
above  powers  are  all  very  safe,  as  respects  freshets. 


•*C8 
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Sixth,  "Thurlongh  Mill/'  on  the  outlet  of  Northern  pond; 
good  stone  dam,  eight  feet  high,  at  the  head  of  the  fall ;  water  is 
taken  from  the  pond  to  a  point  120  feet  below,  where  is  a  fall  of 
18  feet.  The  water  ponds  back  one  and  a  half  miles.  Pond 
contains  70  acres,  and  could  be  flowed  to  cover  100  acres,  by  a 
dam  eight  feet  high  ;  also,  another  pond  and  bog  might  be  flowed 
to  cover  25  acres  or  more ;  the  dams  would  not  be  expensive. 
Capacity  of  this  power,  200,000  of  lumber. 

Seventh,  10  rods  below,  chance  for  a  dam  12  feet  high ;  unim- 
proved ;  also,  other  powers  below,  on  the  same  stream. 

Eighth,  at  the  outlet  of  the  Thomas-Chase  bog ;  stone  dam  eight 
feet  high,  which  ponds  the  water  over  several  hundred  acres,  two 
hundred  of  which  are  flowage,  constituting  a  valuable  reservoir. 
The  bog  has  the  drainage  of  the  Dixmont  hills.     Unimproved. 

Ninth,  one  mile  below,  formerly  a  saw  mill.     Unimproved. 

Tenth,  half  a  mile  farther  down,  formerly  saw,  lath,  shingle  and 
stave  mills.     Unimproved. 

Eleventh,  "  Mayo  Mills,''  a  first-class  grist  mill,  12  feet  head 
and  fall.     Pond  and  reservoir  in  the  town  of  Swanville. 

Twelfth,  "  Emery  Mills  Privilege,"  on  the  Emery  Mills  stream, 
near  the  centre  of  the  town.  A  dam  could  be  built  between  two 
ledges  with  but  little  expense,  to  raise  a  head  of  15  feet  at  head  of 
falls,  and  flow  some  30  acres.     Saw  and  stave  mill. 

Thirteenth,  20  rods  below,  a  dam  could  be  raised  to  give  a  head 
of  10  feet. 

Fourteenth,  in  the  next  20  rods  below,  a  head  and  fall  of  40  feet, 
or  more,  could  be  secured.  This  is  one  of  the  best  chances  for  a 
factory  that  can  be  found  in  the  State ;  and  flowing  a  bog  a  half 
mile  above  the  falls,  would  be  very  much  such  a  water-power  as 
that  in  the  town  of  Dexter,  where  they  have  so  many  factories, 
[t  will  be  seen  that  in  a  distance  of  some  40  rods  there  are  from  55 
'x>  60  feet  head  and  fall.  Years  past,  there  was  a  grist  mill  here 
:hat  operated  the  year  round,  and  a  few  years  since  a  pail  factory. 

Fifteenth,  half  a  mile  above,  and  at  the  outlet  of  Jones'  bog ; 
brmerly  a  saw  mill.  A  suitable  dam  at  the  outlet  would  raise  a 
lead  of  ten  feet,  and  flow  some  f  00  acres. 

With  this  reservoir  in  connection  with  several  others  in  the  town 
>f  Brooks,  which  are  now  used,  machinery  on  the  falls,  twelfth  to 
iftieenth  inclusive,  could  be  driven  the  year  round,  and  would  be 
>ne  of  the  safest  series  of  water-powers  that  could  be  found. 

"  The  town  will  remit  taxes  upon  capital  invested  in  the  improve- 
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ment  of  the  water-power.  The  people,  also,  would  be  6i^m 
to  render  direct  aid.  The  town  has  paid  all  its  debts  S2^  a 
above-board  in  all  financial  respects  ;  this,  in  connection  wtk 
large  water-power  and  opportunities  for  reservoirs,  mskt 
facilities  worthy  the  attention  of  manufacturers.'' 

Market,  Bangor,  Winterport,  Bucksport,  Searsport.  EaOr. 
soon  to  Bel£ftst. 

MoNsoN — ^Piscataquis  County. 
From  Selectmen's  Beturns. 

Ten  Powers,  or  More. 

First,  Second,  Third,  Fourth,  and  Fifth,  on  the  outlet  stre^ : 
Hebron  pond,  pond  is  three  by  one  miles.  All  good  prirl?:- 
Other  sites  on  the  same  stream,  below.  Grist  mill,  two  saw  di 
and  two  shingle  machines,  the  only  improvements. 

Sixth,  Seventh,  Eighth,  etc.,  on  the  "Rapids"  at  the  mond 
Spectacle  pond,  total  fall  70  feet  in  TO  rods. 

Ninth,  on  the  same  stream,  a  short  distance  above  Monson  p& 
a  good  power. 

Tenth,  "  Barrow's  Falls,"  on  Piscataquis  river,  good  baiijtl 
solid  ledge,  and  a  large  volume  of  water.  This  is  regarded  a  nh; 
able  privilege,  and  capable  of  a  large  amount  of  manufurtamg. 

No  damage  from  freshets  except  upon  the  Piscataquis  rrrf. 
Rocks,  slate.    The  country  mainly  covered  with  forests. 

Market,  Bangor^  by  road,  and  rail  from  Dexter,  and  sool  tji 
Foxcroft, 

Monticello^Aroostook  Coumtt. 

Statement  of  M,  O.  Bussey,  Esq. 
Three  Powers. 

First,  the  "  Wellington  Mills,"  at  Monticello  village,  on  t:- 
Meduxnakeag ;  saw,  grist,  clapboard  and  shingle  mills.  Snick: 
water  to  carry  this  machinery  the  whole  year,  by  keeping  the  da 
in  good  condition.     Mill  and  dam  now  badly  out  of  repair. 

Second,  on  Dead  stream,  an  old  saw  mill ;  but  tittle  is  dofie  :' 
has  been  for  several  years. 

Third,  on  Dead  stream,  two  miles  above ;  new  building  for  aw 
clapboard  and  shingle  machines. 

The  mills  on  Dead  stream  are  close  by  the  line  of  New  Brur 
wick. 

Lumber  in  great  abundance  on  these  streams  but  few  miles  abcT; 
the  mills. 
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MONTYILLB — ^WaLDO   CoUNTY. 

From  Betuma  of  Hon,  Ebenezer  KnowUon. 
Two  Poweni« 

First  aud  Second;  "  True's  Mills/'  in  the  south  part  of  the  town; 

upper  fall,  ten  feet ;  lower,  seven  feet ;  grist  mill  that  will  grind 
15,000  bushels  per  annum ;  carding  machine  that  will  card  15,000 
pounds  wool ;  saw,  stave  and  shingle  mills  that  will  cut  600,000  of 
lumber.  Grist  mill  operates  all  the  year ;  carding  machine,  five 
months ;  lower  saw  mill  and  stave  machine,  all  the  year. 

Stream  connected  with  three  ponds,  four  square  miles,  and  there- 
fore  quite  uniform. 

Granite  abundant  and  good  for  building;  lay  of  the  land  pon- 
venient;  basin  one-fourth  covered  with  woods.  The  power  has 
made  seven-eighths  of  the  business  of  the  place.  Annual  product 
of  the  power,  $150,000  to  $200,000. 

Market,  Belfast,  Camden  and  Rockland,  by  road. 

Morrill — Waldo  County. 

From  Selectmen's  Beturm,  and  a  Flan  of  (he  Streams, 
Four  Powers* 

Three  on  the  Sacasawakie  stream.  The  fall  upon  two  of  the 
privileges  is  ten  feet  each,  upon  the  other  two  about  nine  feet  each. 
Improved  in  part  by  saw,  shingle  and  stave  mills ;  about  500,000 
shingles  and  200,000  boards  are  or  can  be  cut  at  each  mill  yearly ; 
mills  operate  six  months  in  the  year. 

About  half  of  the  power  is  used.  Atkins,  Breast,  and  Tuttle 
wheels ;  Atkins  considered  best.  One  small  pond ;  range  from 
lowest  to  highest  water  on  the  stream,  six  to  ten  feet.  One-half  of 
the  basin  of  the  stream  covered  with  woods. 

Market,  Belfast,  by  road. 

Moscow — SOMEBSKT    CoUNTY, 

Statement  of  the  Selectmen. 

[See  also  '« Bingham  and  Moeoow,"  and  **  Moaoow  and  Pleasant  Ridge  PlantaUon."] 

Kineteen  Powers. 

First,  "  Austin  Falls,"  near  the  eastern  line  of  the  town,  fall  100 
feet  in  half  a  mile.  Powers  sufficient  to  saw  many  millions  of 
lumber  in  a  year.  A  dam  has  been  constructed  near  the  head  of 
the  falls,  which  flows  the  stream  back  more  than  two  miles,  creat- 
ing a  pond  of  a  thousand  or  more  acres.  Saw,  shingle,  clapboard 
and  planing  mills  were  in  operation  here  for  a  number  of  years, 
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but  a  short  time  ago  they  were  destroyed  bj  fire,  and  hare  it 
since  been  rebuilt.     Water  enough  all  the  year. 

For  reservoirs  tributary  to  this  power,  see  Part  11,  page  H. 
An  inexhaustible  supply  of  water  can  be  had,  and  the  &il  bdj* 
BO  great,  a  vast  amount  of  power  realized. 

Bocks  about  the  falls,  hard  slate.  Th^  lay  of  the  land  aboot  i^ 
head  of  falls  is  favorable  for  the  erection  of  mills  and  dweUk^^^ 
but  at  the  foot,  is  rough  and  less  favorable. 

Second  to  Thirteenth,  inclusive,  below  the  "  Palls,"  good  ai. 
economical  powers. 

Fourteenth,  "Temple's  Mills"  and  "Temple's  Wagon  Worb, 
on  a  brook  emptying  into  the  Kennebec  river.     MiUs  ran  spru 
and  fall ;  fall  50  feet ;  pond  contains  some  25  acres,  with  op:  - 
tunities  for  creating  other  reservoirs. 

Fifteenth,  "  Basset's  Shingle  Mill,"  on  the  east  branch  of  Cb^ 
stream. 

Sixteenth,  a  few  rods  below,  fall  30  feet  in  200  rods.  ArtikA 
reservoirs  could  be  created  above,  covering  100  acres,  with  pli^: 
expense ;  country  densely  wooded. 

Seventeenth,  "  Chase  Mill,"  on  Chase  stream,  near  the  centp* 
the  town,  old  saw  mill  with  a  12-foot  fall.  Chase  pond,  half  smT' 
above,  200  acres,  a  short  dam  at  the  foot  of  the  pond  woald  rair 
the  water  eight  or  ten  feet.  Another  reservoir  mi^t  he  b: 
by  damming  the  little  Baker  pond,  situated  a  mOe  above— ad  i 
mile  in  length. 

Eighteenth,  "Great  Falls,"  below,  fall  40  feet;  never  has bsR 
improved. 

Nineteenth,  "  Carney's  Saw  Mill,"  on  Carney's  brook,  Dot  fu 
from  the  Kennebec  river ;  fall  12  feet  in  10  rods.  Several  hr^ 
ponds,  above,  for  reservoirs. 

Nineteen-twentieths  of ^  the  whole  region  covered  with  hear- 
forests.  The  rocks  are  a  hard  slate,  with  veins  of  quartz,  whki 
yield  small  quantities  of  gold.     Rose  water-wheel. 

Moscow  AND  Pleasant  Ridge — Somerset  Oountt. 
StatemerU  of  (he  Selectmen  of  Moscow, 

[See  ftlflo  *<  Hoaoow,"  and  "  PleMut  Bidge." 

Several  Powers. 

"  The  Kennebec  river  flows  some  eight  miles  between  Moscn* 
and  Pleasant  Ridge,  and  in  the  distance  there  are  several  pom^- 
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where  the  river  could  be  tapped  by  canals,  and  the  whole  volume  of 
the  river  used  for  power  purposes. 


Mount  Ghasb  Township — Pbnobscot  County. 

[Monterey  Plantatioii  on  the  Map.] 

SlatemerU  of  John  Oardner,  JEsq,,  ofPaUen. 

One  Power,  or  More* 

On  the  outlet  stream  of  the  Upper  Shin  pond,  a  fall  of  12  to  20 
feet  in  60  rods ;  banks  rather  low ;  bottom  rocky.  The  pond 
above  covers  1.30  square  miles,  and  can  be  flowed  12  to  20  feet. 
A  large  extent  of  territory  tributary  to  the  pond. 

Mount  Desert — Hancock  County. 

From  Selectmen's  Betums. 
Pour  Powers. 

On  the  Somes  stream ;  fall  30  feet  in  50  rods. 

Power  improved  by  mills ;  mills  work  about  10  months  of  the 
year.    Old-style  flutter,  tub,  and  Steams'  centre-vent  wheels. 

The  stream  is  connected  with  three  ponds ;  the  largest,  five  by 
one  and  one-half  miles ;  the  others  each  three  and  one-fourth  by 
one-half  miles.  The  power  could  be  increased  very  considerably, 
and  is  in  fact  sufficient  for  mills  of  any  description,  by  using 
the  best  styles  of  wheel  and  machinery.  Freshets  harmless,  the 
water  being  kept  back  by  dams. 

An  excellent  harbor  at  the  place,  vessels  can  load  and  unload 
within  10  rods  of  the  outlet  of  the  stream,  nine  or  ten  months  of 
the  year ;  for  the  other  two  or  three  months  there  is  some  obstruc- 
tion by  ice,  but  the  place  can  at  all  seasons  be  approached  by  sea 
within  five  miles.  Packets  are  plying  continually  between  this 
point  and  Boston,  Portland,  etc.,  for  nearly  the  whole  year. 

Mt.  Vbknon — ^Kbnnebeo  County. 

From  Selectmen's  Beiums, 
Sight  Powers. 

First,  the  "  Village  Mills,''  on  the  Whitten  stream,  at  the  outlet 
of  Flying  pond;  grist  mill;  saw  mill,  with  ^ye  saws;  carriage 
and  repair  shop,  a  spade-handle  factory,  tannery,  and  various  saws. 
An  excellent  privilege,  in  the  midst  of  a  wealthy  agricultural 
conoanunity. 

24 


g70  WAIBB  POWKR  OV  MAIKS.  [Pis  m 

Second,  a  mile  below,  buildings  suitable  for  a  tanneiy.  Fi-I 
used  water-power,  with  good  facilities  for  building. 

Third,  two  miles  below,  the  "  Walton  Privilege,"  at  the  o^^tji 
of  Parker's  pond.  A  very  superior  privilege,  with  15  feet  L-ii 
an  abundance  of  water  in  the  driest  time,  building  material  iii'. 
firewood  plenty  and  cheap,  with  an  excellent  site  for  a  cotton  ■: 
woollen  mill,  or  other  machinery,  which  can  be  bought  for  a  iz 
price.     On  this  privilege  is'a  lumber  mill  with  various  saws. 

Fourth,  60  rods  below,  is  a  large  building,  in  which,  are  a  grvii 
mill,  a  planing  mill  and  a  boot  and  shoe  box  factory,  operau^ 
three  circular  saws.  The  dam  and  buildings  here  are  all  nearly  Le^ 

Fifth,  about  half  a  mile  below  the  junction  of  the  Walton  ait! 
Whitten  streams,  saw  mill,  eight  saws,  and  handle  factory,  re>  J- 
shop  and  pump  factory,  carding  and  clothing  mill.  Abundasoe  i 
water  at  all  seasons ;  some  trouble  by  back  water. 

Sixth,  on  the  Quimby  stream,  grist  mill ;  water  for  about  t^- 
thirds  of  the  year. 

Seventh,  one  mile  below,  lumber  mill,  five  saws.  The  water  b^: 
is  all  economized  and  the  mill  does  a  large  business. 

Eighth,  below  the  outlet  of  Long  pond,  new  firslrclass  ImL*- 
mill,  does  a  large  business ;  chiefly  timber  for  railroad  cars.  Unlir. 
ted  amount  of  water  for  all  purposes,  a  very  beautiful  site  forb:^ 
ing  a  first-rate,  permanent  dam,  and  a  plenty  of  available  la- 
adjoining,  for  all  purposes.  This  is  one  of  the  most  desirable  ^[ 
ings  for  capital  that  can  be  found  in  this  part  of  the  State.  It  1 
situate  on  the  McGaffey  road,  10  miles  from  Augusta. 

See  Part  II,  page  84,  for  reservoirs  tributary  to  these  power?  - 
Parker's  Long,  and  other  ponds. 

Naples — Cumberland  County. 
From  Selectmen's  Betums. 

[Sm  ftlM  "  Omoo  and  Nftplet."] 

Six  Powers. 

First,  "  Edes  Falls,"  upon  Crooked  river,  in  the  easterly  pan 
the  town,  power  all  taken  up,  works  all  the  year. 

Whole  fall  in  Crooked  river,  firom  top  of  dam  at  Edes  &lls  to  I:^ 
water  mark  in  Songo  lock,  36.19  feet.  Perpendicular  height  &:: 
top  of  dam  to  the  mudsills  of  the  old  George  Pierce  dam,  19.22  fk< 

The  volume  of  water  equals  1,593  inches,  or  11.625  feet,  flowL, 
under  a  head  of  9.5  feet ;  being  equal,  rejecting  fractional  estic^t 
to  110  horse-powers.    This  is  at  the  mean  flow  of  the  river. 
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Second,  "Chaplin's  Mills,"  upon  Muddy  river.  Power  all  taken 
up. 

Third,  " Symm's  Mills,"  upon  Muddy  river ;  a  dam;  no  other 
improvements. 

Fourth,  "Berry's  Palls,"  upon  Muddy  river;  a  dam;  no  other 
improvements. 

Fifth,  "  Songo  Rips,"  upon  Songo  river;  a  dam ;  no  other  im- 
provements. 

Sixth,  "Mitchel's  Mills,"  at  the  outlet  of  Trickey  pond.  Power 
all  improved.     Works  part  of  the  year. 

All  the  streams  fed  by  ponds ;  Crooked  river  is  very  constant. 

Rock,  granite  wholly,  abundant  and  good. 

Market,  Portland,  by  road  and  Cumberland  &  Oxford  Canal. 

Newbttbgh — Penobscot  County. 

From  SehectmerCB  Returns, 
Four  Fowers. 

" Gillmore's,"  " Bickford's,"  "Adams',"  and  "Rogers'." 

Improvements,  saw,  shingle,  fulling  and  cloth-dressing,  two  saw, 
and  two  shingle  mills. 

Fall,  of  Adams',  50  feet  in  12  rods ;  of  the  others,  8  to  16  feet  in 
about  the  same  distance.  300,000  feet  lumber,  600,000  shingles, 
8,000  pounds  wool,  carded.  Net  earnings,  including  labor,  about 
$1,500. 

Power  nearly  all  improved ;  works  from  four  to  six  months. 

Market,  Bangor,  Hampden,  etc. 

Newcastle — ^Lincoln  County. 
From  Selectmen's  JRetums, 

[See  also  "Newcastle  and  Nobleboroagh.'*] 

Six  Fowers. 

Two  on  Mill  brook,  formerly  two  saw  mills  and  one  grist  mill ; 
not  employed  at  all  now.  The  mills  operated  the  greater  part  of 
the  year. 

Two  upon  Dyer's  river;  saw  and  shingle  mill,  and  match  factory; 
mills  operate  most  of  the  year.    , 

Fifth,  a  tide-power  at  Sheepscot. 

Sixth,  grist  and  bark  mills,  upon  Meadow  brook,  that  operate 
about  eight  months  of  the  year. 

Market,  Boston  and  Portland,  by  water.  Abundant  and  good 
granite. 
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Nbwcastls  and  Nobleborouoh — ^LiNooLN  County. 
From  (he  Statement  of  the  Boards  of  the  Selectmen, 

[8m  Alio  "NowoMtta,"  taad  «  Nobleboimigfa.'i 

One  Power. 

"  DamarisGotta  Fresh-water  Falls/'  at  the  outlet  of  Damarificotta 
pond ;  height  52  feet  in  20  rods.  The  stream  is  22  feet  wide  and 
2.5  feet  deep. 

The  power  now  operates  two  saw  mills,  two  grist  mills,  and  a 
match-splint  factory,  the  year  through.  The  machinery  is  all  old- 
fashioned. 

As  shown  on  page  140,  the  storage  alone  of  the  pond,  \70iild 
operate  22,880  spindles  for  the  working  hours  of  the  year.  The 
storage  could  however  be  used  in  six  months  or  less,  the  natural 
run  sufficing  for  the  rest  of  the  year.  Undoubtedly  50,000  spindles, 
could  be  operated  on  ;the  privilege  in  the  driest  time. 

The  power  is  unaffected  by  freshets.  Granite,  in  the  vicinity, 
suitable  for  building.  This  is  a  most  admirable  site  for  a  cotton 
factory. 

Newpield— York  County. 
From  Selectmen's  Returns. 

[Seealao  <*AotonMid  Newfield,"  uid  '« Newileld  and  Shapleli^li.''] 

Five  Powers. 

First,  "  Dam's  Mills,"  on  the  Little  Ossipee  river ;  six  mills  and 
two  carriage  shops ;  ten  feet  head  and  fall,  and  if  the  dam  were 
suitably  located  there  would  be  12  feet. 

Second,  70  rods  above,  the  best  privilege  on  the  river;  formerly 
a  saw  mill ;  not  now  improved. 

Third,  aboyt  30  rods  below  Dam's,  ''Ham  Mills;''  grist  and 
carding  mill ;  nine  feet  head  and  fall. 

Fourth,  saw  and  grist  mill,  in  the  western  part  of  the  town,  on 
a  small  stream ;  water  spring  and  fall.    Ten  feet  head  and  fall. 

Fifth,  shingle  and  clapboard  miU,  on  a  small  stream  in  the  south- 
east part  of  the  town ;  11  feet  head  and  fall.  Water  spring  and  fall. 

Nbwfibld  and  Shapleigh — ^YoBK  County. 
From  (he  Returns  of  Newfield  and  Shapleigh. 

[See  fttoo  «*  Newfield,"  and  **Sli*pleigfa.1 

Three  Powers. 

First,  on  the  Little  Ossipee-  river,  head  and  fall  eleven  feet 
'' Hargrave's  Woollen  Mills,"  on  the  Shapleigh  side;  four  sets 
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machinery;  cassimeres  and  flannels;  annual  production,  1 125,000. 
On  the  Newfield  side,  a  good  building,  30  by  80  feet,  formerly  used 
for  iron  work;  not  now  used.     About  80  horse-power. 

•Second,  80  rods  below,  "Twombly's  Privilege,"  14  feet  fall. 
Formerly  a  grist  mill  and  saw  mill  on  the  Newfield  side ;  not  occu- 
pied, except  by  a  shingle  mill.    Owned  by  the  Paper  Mill  Company. 

Third,  Newfield  Paper  Company's  privilege,  50  rods  below,  18 
feet  head  and  fall ;  stone  dam  12  feet ;  mill  30  by  80  feet,  with 
wings  30  by  50  feet ;  manufacture  leather  board  for  inside  soles, 
ton  a  day ;  $45,000  per  annum. 

Stream  very  constant ;  Balch  pond  at  the  source,  with  ten  feet 
head,  commanded  by  a  dam. 

New  Glouobster — Cumberland  County. 
From  Selectmen^ B  BetarM, 

]B9'ine  Powers,  or  More. 

Eight,  on  Royal  river,  and  all  within  a  running  distance  of  one- 
fourth  of  a  mile ;  total  descent,  50  feet. 

The  power  is  only  partially  improved,  in  mills;  centre-vent 
wheels  employed. 

Some  small  ponds  are  connected  with  the  stream  which  can  be 
used  for  reservoirs.  The  improvement  of  the  power  has  operated 
favorably  for  the  wealth  of  the  town. 

Market,  Portland  and  Lewiston,  by  rail. 

One  power  on  Lovewell's  brook. 

New  LncERiOB: — ^Aroostook  Oountt. 

From  Selectmen's  Returns, 
"Sine  Powers. 

Six,  on  the  north  fork  of  the  south  branch  of  the  Meduxnakeag 
river. 

First,  12  feet  head  and  fall ;  saw  mill. 

Second,  at  the  foot  of  Berry's  Is^e,  10  feet  head  and  fall ;  shingle 
machine,  with  power  to  drive  a  great  amount  of  machinery. 

Third,  Fourth,  Fifth  and  Sixth,  below,  all  of  them  capable  of 
doi^g  good  service  with  any  kind  of  machinery. 

Seventh,  Eighth  and  Ninth,  on  the  south  fork  of  the  Meduxna- 
keag stream,  supported  by  Drew's  lake,  2,000  acres ;  dam  at  the 
outlet  can  be  raised  four  feet  without  damage.  On  the  Seventh 
are  saw,  shingle,  and  lath  saws;    an  excellent  privilege;    lime 
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quarry  close  at  hand.     The  £ighth  is  not  occupied.    The  Nint]i> 
•a  good  privilege  for  small  machinery.     Not  occupied. 

Enormous  quantities  of  timber  in  all  the  region.  Graoite  g^ 
cient  for  building.  Excellent  limestone.  Overshot  wheels  m 
on  all  the  privileges. 

Newport — Penobscot  County. 

From  Selectmen's  Betums, 
Three  Powers. 

First,  on  the  Stetson  stream ;  saw  mill  and  shingie  mDl. 

Second,  on  the  Milliken  stream ;  saw  mill  and  shingle  mill. 

Third,  by  far  the  most  important,  the  "  Newport  VDiag? 
Power,''  at  the  outlet  of  Newport  pond;  fall  14  feet  in  T3 r»>k 
It  is  improved  in  part,  in  flour,  saw,  and  shingle  mills.  Tk 
power  was  formerly  wholly  used  by  a  tannery  and  foundir.  Tk 
power  can  operate  all  the  year,  though  it  is  not  now  generalT 
used  throughout  the  year. 

Wheels,  turbine,  tub  and  Gould.  The  power  is  sustainei  h 
the  Newport  pond,  which  covers  eight  square  miles.  Dam  n;? 
raises  a  head  of  four  feet  on  the  pond ;  can  be  raised  still  hi^er 
entire  safety  from  freshets ;  no  damage  has  ever  been  doof 
granite  abundant  and  good ;  lay  of  the  land  convenieDt  k 
improvement ;  basin  one-fourth  wooded.  The  power,  thoog^  in*-- 
equately  improved,  has  buUt  up  a  flourishing  village;  anns^i 
production,  $T5,000. 

Eight  feet  of  storage  on  the  pond  would  give  252  horse-power 
gross,  on  the  whole  fall  for  10  hours  a  day,  312  days  in  the  mr. 
or  about  10,000  spindles.  The  storage  could  however  be  used  i: 
six  months  or  less,  the  natural  run  sufficing  the  rest  of  the  jeir; 
thus  giving  power  for  perhaps  30,000  spindles. 

Market,  Portland,  Lewiston,  etc.,  by  Maine  Central  Railroad: 
junction  of  said  road  with  the  Dexter  &  Newport  Railroad,  is  t: 
this  point. 

New  Pobtland — Somerset  County. 

From  Selectmen's  Betums. 
Five  Powers. 

First,  "  Gilman  Stream  Falls,"  would  carry  a  saw,  shingle,  at^ 
grist  mill,  with  three  runs  of  stones,  all  the  year ;  saw  and  shingie 
mill,  carding  and  fulling  mill,  planing  machine,  circular  saws,  etc., 
now  upon  it. 
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Second,  "  New  Portland  Falls,"  on  Carrabasset  stream,  would 
do  as  much  as  the  above;  saw  and  shingle  mill,  threshing 
machine. 

Third,  Fourth  and  Fifth,  on  Lemon  stream,  would  each  do  about 
half  as  much  as  either  of  the  above;  saw,  shovel  handle,  and 
shingle  machinery  upon  one ;  grist  and  carding  and  clothing  mill, 
upon  another ;  saw,  shingle,  clovernseed,  and  threshing  machinery, 
upon  the  third. 

Gilman-stream  privilege  operates  all  the  year ;  the  others  about 
half;  undershot  and  centre-vent  wheels;  Oilman  and  Lemon 
streams  connected  with  ponds;  as  Gilman  pond,  four  by  one- 
fourth  miles ;  Porter  pond,  two  by  one  miles ;  Lilly  pond,  one  by 
one-half  miles.  The  latter  could  be  made  a  reservoir  at  little 
expense. 

Freshets,  on  the  Carrabasset  10  to  15  feet — ^have  been  destruc- 
tive; the  Gilman  stream  is  quite  constant.  Rock,  granite  and 
slate ;  two-thirds  to  three-fourths  of  the  basin  of  the  streams 
covered  with  woods.  The  powers  have  increased  the  wealth 
of  the  town  one-third  or  one-half. 

Market,  Skowhegan  and  Farmington. 

Newrt — Oxford  County. 

From  Selectmeh^B  Returns, 
Tbree  Powers. 

First,  on  Bear  river ;  fall  sufficient  for  a  large  overshot  wheel ; 
grist  mill. 

Second,  on  the  east  branch  of  Bear  river ;  a  saw  mill. 

Third,  on  Sunday  river ;  mill,  dam. 

Streams  variable.  Several  millions  of  spruce  lumber  near  the 
water-powers  on  both  streams. 

Rocks,  granite,  and  the  town  ledgy  for  a  considerable  part. 
Amount  of  business,  far  less  than  might  be  with  the  power. 

Market,  Bethel  Hill,  10  miles ;  a  good  road. 

*  New  Sharon — Frankun  County. 
From  Selectmen's  Returns,  and  a  Plan  of  (he  Stream, 

Several  Powers. 

First,  "  New  Sharon  Falls,''  on  Sandy  river,  at  New  Sharon 
village ;  head  and  fall,  ten  feet.  Volume  of  water  stated  to  be 
2,722  inches  under  the  head  and  fall,  giving  a  gross  power  of  320 
horse,  12,800  spindles.    The  mills  now  in  use  are  estimated  to 


876  WAxnt  Fown  ar  maine.  jja^ 

require  150  horse  power.  With  a  tight  dam  the  avallaUe  ^-jr-^ 
would  probably  be  nearly  or  quite  twice  greater.  On  tbe  gcd 
side  of  the  river  there  is  an  intervale,  which  would  be  an  exc^ 
site  for  mills,  much  better  than  the  north  side,  on  which  thej^ 
stand. 

Improvemenia, — ^A  dam  in  poor  order,  saw,  grist,  sliingie,  dc 
and  machine-shop  equipment.    Wheels,  Kendall  and  Tnttie. 

Second,  "Lower  Falls,"  below,  vastly  superior  in  eveiy  reaped 

The  lay  of  the  land  hereabout  most  excellent  for  the  locatiis  | 
bridge,  mills,  dwellings,  etc.,  far  better  than  at  the  upper  ii 
This  power  is  totally  unimproved. 

Third,  Fourth,  etc.,  below,  of  considerable  height,  witii  oofi 
venient  locations  for  building ;  none  of  them  improved. 

^^  I 

For  the  lakes  and  ponds  connected  with  the  Sandy  mer,  ^ 
Part  II,  page  94.  Artificial  reservoirs,  if  required,  could  be  a 
structed  without  large  expense.  No  damage  fromfreshetewiM 
the  dam  is  in  proper  order. 

Sixth,  '*  Weeks'  Mill,''  on  Muddy  brook,  a  considerable  etnt^ 
issuing  from  Clear-Water  pond  in  Industiy,  1.75  square  wSki^u 
raised  eight  feet  by  a  dam.    Saw  mill. 

Seventh,  Eighth,  etc.,  on  Muddy  brook;  none  of  Ihem  empkj?( 

Rock,  gneiss,  slate,  and  an  inferior  limestone. 

Market, — "  We  are  about  five  miles  from  the  railroad  statk-a^ 
Farmington." 

New  VmETARD — ^Frakkun  County. 

From  Selectmen's  Betums,  and  a  Partial  Survey  under  fhei^ 

Direction, 
Twenty  Powers,  and  More. 

Six,  of  the  principal,  situated  on  the  outlet  stream  of  Portfrl 
pond,  near  the  centre  of  the  town,  saws  in  successful  opentioL 

First,  at  the  outlet,  head  and  fall,  ten  feet. 

Second,  20  rods  below ;  head  and  fall,  eight  feet. 

Third,  one  mile  below,  at  the  village ;  head  and  fall,  nine  feet 

Fourth,  one  hundreds  rods  below ;  head  and  ^1,  nine  feet 

Fifth,  half  a  mile  below  the  third ;  head  and  fall,  12  feet. 

Sixth,  one  and  a  quarter  miles  below  the  village ;  head  and  ^ 
12  feet.  The  back  water  of  each  power,  except  No.  5,  at  ai^ 
water,  extends  to  the  power  above;  (No.  6  may  be  easily  T^^ 
No.  4);  so  that  the  whole  stream  is  converted  into  a  series  oOA 
and  reservoirs. 
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Seventh  and  Eighth,  "at  the  Tillage,  coming  down  from  the* 
mountain/'  No.  7,  tannery,  fall  25  feet  in  six  rods.    Head  and  fall 
on  the  Eighth,  40  feet  in  seven  rods ;  volume  of  water  four  inches 
square  to  12  inches  square,  common  height. 

Ninth  and  Tenth,  not  now  in  successful  operation,  and  not  sur- 
veyed. 

Eleventh,  on  the  Barker  brook ;  12  feet  head  and  fall. 

Twelfth,  on  the  Hillman  Mill  stream ;  both  in  the  southwestern 
part  of  the  town,  and  both  streams  tributary  to  the  Fairbanks  mill 
stream.    Head  on  the  Twelfth,  1*1  feet ;  fall  19  feet  in  two  rods. 

Thirteenth,  on  the  Fairbanks  mill  stream,  on  the  county  road. 

Fourteenth,  on  the  outlet  of  a  meadow  of  considerable  extent. 

Fifteenth,  Sixteenth,  Seventeenth  and  Eighteenth,  below  No.  14, 
and  within  three-fourths  of  a  mile  of  it.  t 

Nineteenth,  on  the  McLerry  mill  stream. 

Power  No.  1,  at  the  outlet  of  the  pond,  will  run  the  saw  mill 
upon  it  three-fourths  of  the  year.  Power  No.  3,  at  the  village, 
runs  saw  mill  two  months  in  the  year,  and  the  grist  mill  during  the 
year.  Nos.  2,  4,  5  and  6,  though  having  more  water,  run  only  as 
the  business  requires.  None  of  the  powers  in  operation  are  fully 
improved ;  much  water  runs  to  waste. 

The  Bow  wheel  used  at  power  No.  1,  and  does  one-fourth  more 
Tvork  than  the  old  paddle  wheel  formerly  used ;  the  other  powers 
use  the  centre-vent  wheel  chiefly. 

Porter's  pond  is  640  acres  in  extent,  and  the  flowage  around  is 
secured  to  the  original  proprietor;  no  additional  reservoirs,  of  much 
extent,  could  be  constructed.  The  capacity  of  the  pond  could  be 
increased  by  raising  the  dam  at  the  upper  mill,  so  as  to  elevate  the 
v^hole  surface  four  feet  higher  than  it  now  is,  at  an  expense  of  $600. 

At  No.  14,  a  meadow  could  be  flowed  200  acres  in  extent,  for 
$200 ;  and  Nos.  15,  16,  IT  and  18,  are  on  the  same  stream,  and 
within  three-fourths  of  a  mile.  All  the  other  powers  on  this  stream 
-would  have  small  reservoirs. 

All  the  powers  are  safe  as  to  freshets,  except  No.  13 ;  all  except 
1, 2,  3,4,5, 6  and  13,  would  be  inconstant,  and  would  run  machinery 
only  three  to  nine  months  in  the  year. 

Outcropping  and  underlying  rocks,  granite  boulders  and  lime- 
stone. Nos.  14, 15, 16, 17  and  18,  have  good  facilities  for  building 
stone  dams.     Considerable  forest  and  timber. 

Market,  Farmington,  4  to  11  miles  distant  from  the  powers. 
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NicATOU  Township — ^Penobscot  County. 
Statement  of  Daniel  Barker ,  Esq.,  of  Bangor. 

Four  Powers. 

First,  "  Salmon  Stream  Falls,"  on  the  Penobscot  river  near.. 
mouth  of  the  Salmon  stream,  12  feet  fall  in  76  rods.    Unimpn.Tr: 

Second,  above,  "  Jo-Mary  Rips,"  fall  8  to  10  feet.  Unimpr'/r.. 

Third,  on  the  Upper  Penobscot  or  West  branch,  a  short  dLjta,. 
above  the  confluence  with  the  Mattagamon  or  East  branch,  "E  r- 
100  rods  long,  formerly  a  dam  12  feet  high  ;  rocky  bottom.  Uei 
proved. 

Fourth,  above,  "Rockabema  Rips,"  8  feet  fall  in  15  ro<l^.  L 
improved. 

Each  of  the  foregoing  is  a  power  of  the  first  magnitude 
lakes  a(hd  ponds  above,  which  can  be  used  for  reservoirs, 
many  scores  of  square  miles,  and  would  furnish  a  vast  supp'j  . 
water  at  all  seasons.  The  two  powers  on  the  main  river  woclc  v 
rather  expensive  to  improve ;  but  at  and  upon  all  the  sites,  d u.: 
can  be  placed  upon  rock  bottom  and  mills  upon  ledge  foundatfci. 

The  principal  reservoirs  tributary  to  these  powers,  either  wL  ■[; 
or  in  part,  may  be  seen  upon  reference  to  Part  II,  pages  105-C^!- 

NOBLEBOROUOH — LINCOLN   COUNTT. 

From  Selectmen's  Retwms. 

[Sm  ftlw  <*  Newoutl6  and  NoUeboroiigh.'l 

Three  Powers. 

First,  on  Oyster  creek. 
Second,  on  Winslow's  stream. 
Third,  on  Jones'  stream. 

NORRIDOEWOCK — SoMEESET   CoUNTY. 

From  Selectmen's  Returns,  and  the  Statement  of  E.  S.  WateTf, 

Civil  Engineer. 
Two  Powers. 

First,  "  Bombazee  Rips,"  on  the  Kennebec  river,  three  m>. 
above  Norridgewock  bridge ;  total  height  from  the  foot  of  *:■ 
rapids  to  the  head  of  the  upper  pitch,  precisely  8  feet.  There; 
an  excellent  location  for  a  dam,  by  means  of  which  a  head  andf^ 
of  12  feet  can  be  secured. 

On  the  west  bank  the  land  lies  fevorable  to  the  reception  - 
mills.    Range  of  water  at  this  point,  15  to  20  feet. 
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If  the  extreme  minimtim  volume  of  water  for  the  summer  in  a 
dry  season  be  assumed  to  be  36  per  cent,  less  than  at  Augusta, 
or  108,800  cubic  feet  per  minute,  for  11  hours  a  day,  the  power 
with  a  head  and  fall  of  12  feet  would  be  2,472  horse,  or  98,880 
spindles. 

Second,  ''Sawtelle's  Mills,"  at  the  mouth  of  Sawtelle's  mill 
stream,  in  South  Norridgewock ;  fall  ten  feet  in  20  rods ;  power 
estimated  sufficient  to  grind  16,000  bushels  of  grain,  and  saw  some 
200,000  feet  of  lumber;  saw  and  grist  mill  upon  it.  The  gristmill 
operates  all  the  year ;  the  saw  mill  all  but  winters.  Occasional 
suspensions  of  both  in  very  severe  drouths. 

The  improvement  of  the  power  has  had  a  marked  influence, 
though  variously  estimated ;  as  having  built  up  a  village  of  300 
inhabitants ;  as  having  increased  the  value  of  real  estate  in  the 
vicinity  25  per  cent.;  as  having  resulted  in  a  gross  increase  of 
property  of  $16,000. 

The  Somerset  Railroad  is  now  constructing  on  the  bank  of  the 
river. 

North  Berwick — York  County. 

From  Selectmen's  Retwma. 
Ten  Powers. 

Eight  situated  upon  the  Great  Works  river,  and  two  upon  the 
Negutaquis  river.  They  vary  in  height  from  ten  to  35  feet,  in  a 
distance  of  10  to  25  rods. 

The  power  is  not  all  improved.  Partially  improved  in  saw  mills, 
grist  mills,  etc.,  and  one  cotton  factory.  The  mills  operate  nearly 
all  the  year;  the  machinery  employed  is,  in  part,  very  good; 
turbines. 

Power  is  owned  by  the  North  Berwick  Company  and  others. 

The  main  stream  is  connected  with  one  pond  which  contains  from 
two  to  three  square  miles.  Artificial  reservoirs  not  feasible.  Rocks 
excessively  hard ;  lay  of  the  land,  about  the  falls,  good.  One-third 
of  the  basin  of  the  stream  covered  with  forests.  The  improvement 
of  the  power  has  been  of  decided  advantage  to  the  town. 

Market,  Portland,  Boston,  by  railroad. 

NORTHFIELD WaSHINQTON    CoUNTT. 

From  Selectmen's  Returns. 
Four  Powers, 

First  and  Second,  "Holmes'  Falls,''  on  the  Machias  river,  which 
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consist  of  two  rapids  about  half  a  mile  from  each  other,  the  i 
having  a  fall  of  15  feet,  the  lower  of  13  feet ;  each  capil 
propelling  machinery  eqmval^nt  to  eight  saws  for  maoo&cb 
Inmber. 

If  the  volume  of  water  be  assumed  to  be  10,000  cubic  fe^ 
minute  at  low  run,  Ihat  at  Machias  being  15,000  cubic  le^ : 
gross  power  of  the  whole  fall  is  about  550  horse,  or22,9(K>^ 
dies.    For  reservoirs,  see  page  132,  Part  II. 

Third,  "  Black  Cow  Meadow  Rips,"  on  Bog  stream,  M  ISf- 
The  source  is  Bog  lake,  1,000  acres,  and  affording  power  ktr 
saws  the  year  round. 

Fourth,  on  Bog  stream,  near  its  exit  from  the  li^e,  savU 
and  shingle  mills.  With  a  suitable  wheel  this  power  wOl  c^^i 
the  season  through. 

None  of  the  privileges  above  mentioned  are  put  to  use  eir^ 
the  Third. 

Other  points  are  noted  as  having  power,  '' Dick's  F&i§ 
"  College  Rips,"  and  "  Brown's  Rips." 


North  Haven — Ekox  County. 

From  Selectmen's  Beiums. 
Two  Powers. 

First,  saw  and  grist  mill  on  Luce's  tide  stream. 

Second,  at  the  outlet  of  Beaver  pond ;  by  the  constrndios :' 
dam,  a  fall  of  10  feet  could  be  secured,  without  senons  flovk^ 
the  surrounding  farming  land,  and  a  power  of  local  value  prodBCf 

Market,  Rockland,  12  miles,  by  sea. 


NOBTHPOBT — ^WaLDO   OoUHTY. 

From  the  Selectmen's  SUUemeni, 

Fotir  Powers. 

First,  on  Little  river,  at  the  head  of  tide ;  average  voby 
water  six  square  feet,  bottom  of  stream  solid  ledge,  baob  ab* 
perpendicular  and  also  ledge,  head  and  fall  of  15  feet  fes^"- 
excellent  chance  for  reservoirs ;  privilege  accessible  by  tide  r- 
formerly  used,  not  now  improved. 

Second,  Third  and  Fourth,  on  Sucker  brook,  in  the  nortli- - 
part  of  the  town ;  saw  and  shingle  mills ;  average  volume  of  wp 
three  square  feet,  bottom  ledge,  fall  eight  to  12  feet. 
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NOBTH  YaBMOUTH — CuMBKBLAND   OoUNTT. 

From  Selectmen's  Beiuma. 
Two  Powers. 

First,  "  Porter's  Mills,"  on  Royal  river. 

Second,  **  Masters'  Mills,"  on  the  east  branch  of  Boyal  river. 

The  power  is  sufficient  to  drive  a  saw  and.  two  runs  of  stones 
the  year  round. 

Market,  Portland. 

Norway — Oxford  County. 

From  Selectmen's  Returns. 
Eleven  Powers. 

The  "  Pennassawassa  Falls,"  on  the  outlet  stream  of  Pennassa- 
wassa  pond,  in  Norway  village,  constitute  six  of  the  above.  Total 
fall  76  feet  in  one  mile. 

First,  below  the  outlet,  ''Bennett's  Mills,"  fall  18  feet;  saw, 
shingle,  and  flouring  mills. 

Second,  "  Pennassawassa  Mills,"  fall  11  feet ;  a  two-set  woollen 
mill,  carding  and  cloth-dressing  mill,  (independent  of  the  others, 
for  custom  work,)  and  machine  shop. 

Third,  no  improvement  except  dam ;  15  feet  fall. 

Fourth,  fall  15  feet;  grist,  plaster,  shingle,  carding,  and  job 
mills. 

Fifth,  seven  feet  fall ;  no  improvement  except  a  dam. 

Sixth,  fall  15  feet ;  saw  and  planing  mill,  kit,  shingle,  and  clap- 
board machinery. 

Seventh,  between  the  second  and  third  dams,  fall  four  feet ;  can 
be  made  available  only  by  flowing  the  meadbws  west  of  and  con- 
tiguous to  the  village.  The  last-named  five  powers  are  called 
"  Steep  Falls,"  and  are  all  within  a  horizontal  distance  of  15  rods. 

Volume  of  water,  with  11  feet  head  on  the  second  dam,  four  feet 
square,  (16  square  feet)  for  13  hours  per  day,  throughout  the  year. 

The  foregoing  powers  work  all  the  year ;  the  ponds,  three  in 
number,  connected  with  the  stream,  have  an  aggregate  surface  of 
2,500  acres,  upon  which  10  to  15  feet  depth  of  water  can  be 
commanded.  The  power  and  miUs  are  owned  by  a  large  number 
of  difierent  owners.  Machinery  generally  good ;  wheels,  centre 
vent ;  one  overshot  on  the  fourth  dam. 

Freshets  entirely  indestructive  when  the  dams  are  kept  in  order ; 
total  range  of  water,  four  feet,  or  thereabout ;  supply  constant, 
even  when  all  other  powers  in  a  radius  of  16  miles  have  &iled. 
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Eighth,  at  the  outlet  of  North  pond,  in  the  northeast  comer  of 
the  town,  with  constant  supply  of  water  and  a  fall  of  12  feet. 

Ninth,  Tenth  and  Eleventh,  upon  small  streams  in  different 
parts  of  the  town,  with  saw  mills  upon  them,  and  sufficient  water 
for  use  during  three  or  four  months  of  the  year. 

Market,  Portland  and  Boston;  station  of  the  Grand  Trunk 
Railway  distant  one  mile  at  South  Paris. 

Oldtown — Pbnobscot  County. 

[Sm  Appeadiz] 

Orland — Hancock  County. 

^Frcm  the  Selectmen's  Betuma,  and  an  elaborate  Plan  of  (he  l^reams. 

prepared  by  B.  T,  Osgood,  Esq, 

Sixteen  Powers^  or  More. 

Several  of  these  are  situated  upon  the  outlet  stream  of  Toddr 
pond.  Said  pond  covers  an  area  of  5.33  square  miles  of  deep 
water,  nine  feet  of  the  depth  being  commanded  by  a  dam,  bj 
which  the  powers  below  are  rendered  perfectly  constant  and 
secure  at  all  seasons  of  the  year,  as  well  as  furnished  with  a  great 
supply  of  water. 

First,  16  rods  below  the  outlet  dam,  mill,  12  feet  three  inches 
fall. 

Second,  22  rods  below,  mill,  14  feet  fall. 

Third,  22  rods  below,  mill,  12  feet  three  inches. 

To  this  point  there  is  a  total  head  and  fall  of  48  feet,  the 
distance  being  60  rods.  From  this  point  to  the  Great  pond  below 
is  a  distance  of  146  rods,  and  a  fall  of  99  feet  nine  inches,  making 
the  grand  total  from  the  surface  of  Toddy  pond  reservoir  to  the 
surface  of  Great  pond,  147  feet  nine  inches,  and  the  distance  206 
rods.  The  40  rods  of  the  distance  next  above  Great  pond  is  too 
flat  for  dams. 

In  this  whole  distance  the  opportunities  for  dams  are  nnsar- 
passed,  their  required  length  is  about  150  feet  each,  the  Ibanks 
being  on  each  side  about  25  feet  high.  The  land  on  the  weBt  dde 
of  the  stream,  from  Toddy  to  Great  pond,  slopes  gradually  and 
uniformly,  and  furnishes  an  unrivalled  field  for  building  operat»>DS- 
It  will  be  seen  that  there  is  sufficient  fall  for  eight  privileges,  over 
12  feet  each  in  height. 

Thirteenth,  at  the  foot  of  the  Great  pond,  where  tiie  Lock  and 
Sluice  Co.'s  mills  are  located,  head  and  fall  15  feet  eight  inches  to 
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the  stone  dam  at  tide  water.  The  pond  coyers  1.90  square  miles 
and  receives  the  contributions  of  Toddy  pond,  of  two  streams,  one 
large  one,  and  of  various  small  ponds. 

Fourteenth,  the  dam  at  the  head  of  tide  is  substantially  built  of 
granite,  head  and  fall  10  feet,  ponding  the  water  back  two  miles 
to  the  Great  pond  dam ;  saw,  grist,  and  stave  mills. 

The  total  fall  from  Toddy  pond  to  the  tide  flats  is  174  feet. 

Fifteenth,  on  the  outlet  stream  of  Craig's  pond,  a  shingle  mill, 
head  and  fall  22  feet. 

Sixteenth,  "  Swazey  &  Co.'s  Mills,"  on  Dead  river,  the  outlet 
stream  of  Long,  Fitz,  Hothole,  and  other  ponds ;  head  and  fall  12 
feet. 

The  ponds  can  all  be  cheaply  improved  for  reservoirs,  their 
mouths  being  narrow.  Artificial  reservoirs  of  large  capacity  can 
be  formed,  if  needed.  Freshets  entirely  harmless,  owing  to  the 
lakes  and  ponds.  A  very  insignificant  portion  of  the  power  now 
used.  Annual  product  about  $50,000.  Rocks  suitable  for  building 
purposes. 

The  power  is  eminently  accessible,  the  first  dam  being,  as  before 
stated,  at  the  head  of  tide.  Proprietors  will  cooperate  substan- 
tially for  the  improvement  of  the  power. 

Orneville— Piscataquis  Countt. 

Three  Powers. 

First  on  Dead  stream,  the  outlet  of  lake  Boyd,  which  covers 
two  or  three  square  miles,  and  is  a  capacious  reservoir,  "  Cush- 
man's  Grist  Mill."     Considerable  power  unappropriated. 

Second,  on  the  Middle  branch  of  Dead  stream,  "Hall's  Shingle 
Mill ;"  stream  fed  by  Pleasant  pond,  which  covers  half  a  square 
mile. 

Third,  on  the  West  branch  of  Dead  stream,  saw  and  grist  mill. 

Ponds  can  be  used  for  storage,  and  the  available  power  greatly 
increased. 

Orono — Penobscot  County. 
From  the  Betums  of  N.  Wilson,  Esq. 

Five  Powers. 

First,  the  "Upper  Stillwater  Dam,"  on  the  western  chute, 
or  channel,  of  the  Penobscot  river,  which  here  is  divided  and 
broken  by  large  islands;   said  channel  is  called  the  Stillwater 
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river,  and  is  fed  by  Poshaw  river,  the  outlet  of  the  great  Piu^wl^ 

Second,  the  "Lower  Stillwater  Dam/'  apon  the  sameiiT? 
Total  head  upon  these  two  dams,  16  to  22  feet. 

Improvements ;  upon  tiiese  two  dams  are  now  22  sbigle  6ssy 
10  gangs,  five  rotary  saws ;  12  lath,  three  shingle,  and  fom  c^' 
board  mills ;  also  two  planing  machines,  one  machine  dicf  '^ 
one  grist  mill,  and  ample  space  and  power  for  more. 

Third,  "Ayer's  Falls,''  on  the  chute,  or  channel,  of  the  Fe&.< 
scot,  lying  betwixt  Ayer's  island  and  the  right  bank  of  ikt  rji 
The  mills  upon  this  privilege  are  called  the  **  Basin  Mills."  H«k. 
nine  to  14  feet.  The  total  fall  from  Hammett's  mill,  (so<^ed.)t 
the  foot  of  Ayer's  island,  is  31.53  feet. 

This  power  commands  the  entire  volume  of  the  Peiiohec>jt.r 
means  of  a  low  dam  extending  from  the  head  of  Ayer's  islacir 
tiie  left  bank  of  the  main  river,  which,  at  low  water  directs  U' 
whole  current  down  the  channel  aforesaid. 

Improvements ;  eight  single  saws,  four  gangs,  two  lath,  tf^ 
clapboard,  one  shingle,  two  rotary  saws  and  a  machine-shop. 

This  privilege  is  unsurpassed  in  respect  to  its  combined  adTi: 
tages  lor  mills,  cheapness  of  dams,  security  from  freshets,  &i 
amount  of  power.    Chief  owner,  heirs  of  Gen.  Samuel  Tease. 

Fourth,  "  The  Stillwater  Canal  Power;"  by  means  of  acati 
leading  from  the  Stillwater  channel  above  the  upper  dam,  to  tir 
"  Basin,"  a  vast  amount  of  power  would  be  made  available,  ae  ^ 
water  could  be  used  several  times  over. 

Fifth,  "  The  Basin  Canal  Power;"  a  canal  extending  front  uj 
Basin  down  the  right  bank  of  the  river  two  miles,  and  coDTejii^ 
as  it  might,  the  total  volume  of  the  Penobscot,  would  afford  prir 
leges  for  mills  and  factories  its  whole  length,  totally  secure  froskt 
or  freshets.  The  improvements  upon  the  three  privileges,  u  ab.^ 
set  forth,  consume  but  a  small  part  of  the  available  power. 

The  mills  operate,  foi  the  most  part,  only  from  April  to  Decemk 
Total  annual  production,  65,000,000  feet  of  lumber,  besides  1^ 
clapboards  and  shingles. 

Market,  Bangor,  seven  miles  distant,  by  canal,  by  the  lirer,!: 
by  the  European  &  North  American  Railway. 

Population  of  Orono,  3,300 ;  three  churches ;  the  best  of  y^' 
schools,  and  excellent  society.  The  State  College  of  Agikolt^ 
and  Mechanic  Arts  is  located  here,  about  one  mile  from  ^e  viBc 
on  the  east  bank  of  the  StDIwater  river,  in  a  beautifbl  and  t& 
manding  situation. 
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Obbikgtok — ^Penobscot  County. 

From  Selectmen's  Betums, 
Six  Powen* 

On  Segennkedunk  stream,  the  outlet  of  Orrii^gton  Great  pond. 

The  "Fall  at  East  Orrington/'  is  the  most  important,  being 
about  16  feet ;  upon  the  other  privileges  is  from  Aght  to  12  feet. 
The  upper  fall  is  backed  by  about  two  miles  of  dead  water ;  the 
other  powers  by  from  one-fourth  to  three-fourths  of  a  mile. 

Thei  best  privilege  runs  two  saws  through  the  year ;  No.  2,  a 
tannery ;  Nos.  8  and  4,  grist  mills,  and  will  grind  an  indefinite 
amount.  Four  only  of  Hhe  privileges  are  improved ;  smallest  are 
unimproved.  The  mills  operate  all  the  year,  except  in  very  dry 
seasons,  when  a  month  is  sometimes  lost.  The  powers  are  all 
owned  in  Brewer  and  Orrington. 

The  stream  is  connected  with  two  ponds ;  combined  area  accord- 
ing to  the  county  map  8.50  square  mOes,  by  the  State  map  six 
square  miles ;  12  square  miles  according  to  the  Selectmen.  There 
is  a  dam  at  the  outlet  of  Great  pond,  and  if  this  were  in  good 
repair,  the  water  would  be  ample  to  run  all  the  year,  however 
severe  the  drouth.  Stream  steady ;  freshets  in  spring  about  five 
times  ordinary  volume;  no  damage,  to  any  amount,  has  ever 
occurred.  •  ^ 

If  six  feet  head  can  be  commanded  upon  five  square  miles  of  the 
pond  surface,  the  storage  amounting  to  886,000,000  cubic  feet, 
i^ould  furnish  on  tiie  series  of  falls,  their  combined  height  being 
assumed  at  46  feet,  for  ten  hours  a  day,  812  days  a  year,  898  horse- 
power gross,  or  15,720  spindles;  to  this  should  be  added  the- 
naturcd  low  run  of  the  stream  to  arrive  at  the  low-run  power  avail- 
able. The  storage  could  however  be  us^d  in  three  or  four  months, 
at  least  doubling  or  trebling  the  power,  the  natural  flow  of  the 
stream  sustaining  the  power  at  this  figure  for  the  rest  of  the  year.. 

The  falls  are  protected  with  ledge,  but  rock  is  not  sufficient  in. 
the  inmiediate  neighborhood  for  extensive  building.  The  lay  of  the* 
land  is  excellent  in  every  locality. 

The  improvement  of  No.  1,  was  the  up-building  of  the  eastern 
portion  of  the  towA ;  No.  2,  has  had  a  similar  effect ;  and  bothf 
together  have  increased  population  and  wealth  ten  per  cent. 

Market,  great  local  market,  lumber  shipped  at  Brewer  village 
and  Orrington,  by  hauling  one  and  a  half  miles;  produce,  at  Bangor, 
by  road,  two  miles. 

Power  No.  1,  at  East  Orrington,  is  well  situated  in  the  centre  of 
25 
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the  village,  and  within  three  rods  of  the  road,  which  is  easy  of 
access  from  the  mill  at  all  times.  It  is  a  natural  site  for  a  mill, 
and  the  power  is  sufficient  to  run  a  firslrclass  factory.  It  is  con- 
sidered one  of  the  best  locations  for  the  investment  of  capital,  with 
profit,  that  tiiere  is  in  the  State. 

The  other  poVers,  between  East  Orring^on  and  Brewer  viUage, 
are  excellent ;  grinding  40  bushels  of  com  per  hour,  at  a  single 
run  of  stones. 

Otis — ^Hancock  OouNtY. 

FroTii  Selectmen's  BeturnB. 
Six  Powers. 

First  "Remick's  Falls/^  at  the  foot  of  Flood's  pond;  fall  T5 
feet  in  20  rods.  Clapboard  and  shingle  mill;  2,000,000  shingles, 
100,000  clapboards,  works  all  the  year,  machinery  not  of  the  best 
construction.  Nbt  one-fourth  part  of  the  power  employed. 
Flood's  pond  covers  one  square  mile  according  to  the  county  map: 
over  two  square  miles  according  to  the  State  map.  It  has  nine 
feet  head  of  storage  raised  by  a  dam,  and  can  have  five  feet  more. 

Second,  half  a  mile  below,  saw  mill,  can  run  all  tihe  year,  not 
now  in  use. 

Third,  one  mile  below,  shingle  and  clapboard  machine ;  cuts 
about  the  same  as  the  first  mentioned.    Power  all  improved. 

Fourth,  at  the  outlet  of  Springy  pond,  formed  by  dams  which 
raise  the  surface  of  the  pond.  A  shingle  machine,  can  run  half 
the  year,  dam  now  out  of  repair,  power  not  in  use.  Tlie  pond 
covers  0.60  square  miles  according  to  the  county  map ;  has  nine 
feet  head  of  storage,  and  can  have  five  feet  additional. 

Fifth,  at  the  foot  of  B^ach-Hill  pond,  saw  mill,  500,000  long 
lumber,  board  measure,  per  annum.  Fall  20  feet  in  30  rods; 
power  about  half  improved.  The  pond  covers  1.85  square  miles 
according  to  county  map ;  3.00  square  miles  according  to  State 
map.    It  has  six  feet  storage,  and  can  have  14  feet  additional. 

Sixth,  at  the  foot  of  Moufatain  pond,  fall  same  as  the  above. 
Shingle  and  clapboard  mill,  can  run  all  the  year,  and  cut  1,500,000 
shingles  and  100,000  clapboards.  The  pond  covers  1 .25  square 
miles  according  to  county  map ;  has  six  feet  storage,  and  can  have 
14  feet  additional. 

Market,  Ellsworth  and  Bangor.  Ample  room  and  power  lor 
other  mills  and  factories,  on  the  above  privileges.  Oentre-vent 
wheel  employed. 


DiT.  n.]  JBM  wAn&  powBM.  387 

OnfiFisLD — Cumberland  Countt. 

Four  Powem. 

First  and  Second,  on  the  outlet  Btream  of  Saturday  pond,  saw 
mills. 

Third,  saw  mill  in  the  southwest  part  of  the  town. 

Fourth,  one-half  of  Bolster's  mills  power,  on  the  Crooked  river, 
is  in  this  town« 

Oxbow  Plantation — ^Fenobsoot  Oduntt. 
Statement  of  W.  H.  Bowe,  Esq,  of  Masardis. 

One  Power. 

On  the  Umcolcus  stream,  the  outlet  of  Umcolcus  lake  and 
several  ponds.  A  saw  mill.  Large  supply  of  water,  as  the 
Umcolcus  covers  three  square  miles,  anct  the  other  ponds  about 
two  square  miles. 

Oxford — Oxpord  Cottntt. 

I^om  the  StatemerUB  of  Wm.  8,  Dodge,  Esq,,  and  of  (he  Municipal 

Officers, 
Three  Powers. 

First,  at  Oxford  village,  at  the  outlet  of  "  Thompson  Pond," 
OTvned  and  improved  by  the  "Robinson  Manufacturing  Co.;'' 
three  woollen  mills,  12  sets  machinery,  manufacturing  2,200  yards 
three-quarter  cloth  per  week ;  one  saw  mill,  fall  13  feet ;  pond  10 
miles  long,  average  width  one  and  one-fourth  miles ;  annual  pro- 
duct of  woollen  mills  $250,000.  Distance  from  mill  to  railway 
(Grand  Trunk)  one  and  one-half  miles ;  ^0  square  inches  of  water 
used,  more  might  be  had  by  clearing  the  outlet  channel. 

Second,  below,  at  Oxford  village,  100  rods  easterly  from  the 
Robinson  Manufacturing  Co.'s  privilege;  fall  10  feet ;  owned  by 
Hon.  J.  J.  Perry,  and  improved  by  Messrs.  S.  Rawson  &,  Co.  in 
the  manufacture  of  hoe,  shovel  and  fork  handles,  shingles,  staves, 
&c.  Annual  product,$50,000.  Also,  sash  and  blind  factory, 
^rist  mill,  stave  machine,  &c.  Value  of  annual  productions, 
$25,000.    Uses  TOO  square  inches  of  water  when  in  full  operation. 

Third,  at  Welchville,  on  the  Little  Androscoggin  river,  10  feet 
fall,  never  failing  supply  of  water ;  owned  and  improved  in  part 
on  the  north  side  by  John  Harper,  Esq.,  proprietor  of  ''Monitor 
Woollen  Mills,"  four  sets  machinery ;  cassimeres,  tweeds  and 
repellants ;  annual  value,  $100,000.    On  the  south  side,  owned  by 
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Messrs.  A.  G.  Demson  &  Co.,  and  Emery  Andrews,  Esq.,  who 
are  now  preparing  to  set  up  a  paper  mill,  grist  mill,  &c. ;  distance 
from  railroad  (Grand  Trunk)  one  and  two-thirds  mile;  1,200 
square  inches  of  water. 

This  is  probably  the  most  valuable  privilege  on  the  river,  as  the 
supply  of  water  is  inexhaustible,  with  power  enough  to  operate 
six  or  eight  woollen  mills  of  four  or  six  sets  capacity. 

By  vote  of  the  town,  capital  invested  in  manufacturing,  to  the 
amount  of  $5,000  and  upwards,  is  exempted  for  10  years  from 
taxation. 

Market,  Portland,  Boston  and  New  York. 

Palermo — Waldo  County. 
From  Selectmen's  Returns, 

Ten  Powers,  or  More. 

First,  "  Marden's  Stave  and  Shingle  Mill ;"  power  to  drive  two 
runs  of  stones  eight  months  of  the  year. 

Second  and  Third,  on  Little  river.         • 

Fourth,  on  the  main  Sheepscot  river ;  fall  about  13  inches  to 
the  rod  for  15  rods ;  dam  broken,  mills  in  decay.  Power  sufficient 
to  drive  four  runs  of  stones  nearly,  or  quite,  all  the  year ;  stream 
fed  by  ten  or  more  ponds.  The  privilege  is  about  a  quarter  of  a 
mile  below  Sheepscot  Great  pond;  three  by  one  miles;  stream 
ranges  from  six  to  eight  feet,  from  lowest  to  highest  water.  The 
lakes  can  be  improved  readily  for  reservoirs. 

Fifth  and  Sixth,  on  a  tributary  of  the  West  Branch  of  the 
Sheepscot ;  saw  and  shingle  mill. 

The  other  powers  are  not  specified. 

One-half  of  the  basin  of  the  stream  covered  with  woods ;  granite 
in  the  form  of  boulders ;  flint  rock,  and  a  sort  of  sandstone. 

Market,  Belfast,  Rockland  and  Augusta,  by  road. 

Palmyra — Sokbbsst  County. 

From  Selectmen's  Betums. 
Three  Powers. 

First,  at  the  outlet  of  White's  pond,  on  Village  Mill  streajn ; 
"  Shaw's  Shingle  Machine ;"  four  to  six  months. 

Second,  on  Madawaska  stream,  Nay  &  Runnels;  saw  and 
shingle  machine ;  four  to  six  months. . 

Third,  on  Indian  stream ;  a  building  once  used  for  a  peg  iactoiy, 
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now  unoccupied ;  circular  saw  on  the  other  side  of  the  stream ; 
eight  or  ten  months. 


Paris — Oxford  County. 
BehmM  of  S.  P.  Maxim,  JEaq.,  Selectman. 

Twelve  Powers. 

First,  "  South  Paris  Privilege,"  on  Little  Androscoggin  river ; 
flouring,  saw,  shingle,  planing,  and  barrel  machinery;  Charles 
Bailey  &  Co.;  annual  production,  estimated,  15,000  barrels  flour; 
capacity!  20,000  barrels;  now  grinding  700  bushels  of  wheat  every 
24  hours.  Saw  mill,  100,000  feet  boards,  100,000  shingles,  and 
materials  for  15,000  barrels.  Power  all  used,  except  in  periods  of 
high  water.    A  deficiency,  usually,  in  mid-summer. 

Second,  "West  Paris,"  on  Little  Androscoggin  river;  flouring- 
mill,  Andrews  &  Dean ;  annual  production,  3,000  barrels  flour. 

Third,  "Willis'  Privilege,"  on  Little  Androscoggin  river ;  saw 
and  shingle  mill,  Willis  Brothers ;  annual  production,  75,000  feet 
of  boards,  and  75,000  shingles. 

Fourth,  "Barnes'  Privilege,"  on  Little i^droscoggin  river;  three- 
fourths  mile  south  of  West  Paris  station ;  saw  mill,  P.  C.  Fickett ; 
capacity,  estimated,  100,000  feet  of  boards. 

Fifth,  "Snow's  Falls,"  on  Little  Androscoggin  river;  furniture 
factory,  S.  L.  Howard ;  capacity,  estimated,  3,000  barrels  flour. 

Sixth,  "Jackson's  Privilege,"  on  Little  Androscoggin  river; 
saw  and  grist,  shingle  and  stave  mills  ;•  I.  H.  Jackson.  Capacity, 
estimated,  3,000  barrels  of  flour. 

Seventh,  "North  Paris  Privilege,"  on  Moose  pond  stream ;  grist 
mill,  E.  W.  Mnrdock;  1,000  barrels  flour. 

Eighth,  one-fourth  mile  below,  saw  and  shingle  mill,  Ira  Bartlett ; 
50,000  feet  of  boards,  and  50,000  shingles. 

Ninth,  "Iron  Foundry  Privilege,"  on  Stony  brook,  near  South 
Paris.  Foundry  and  machine  shop,  F.  C.  Merrill  &  Co.  Capacity 
estimated,  500  barrels  flour. 

Tenth,  "Royal's  Privilege,"  on  Stony  brook ;  grist  mill,  carriage 
shop,  William  Royal ;  production,  estimated,  500  barrels  flour.* 

Eleventh,  " King's  Privilege,"  on  Stony  brook;  saw,  shingle, 
and  "  Dead-Eye"  machinery ;  S.M.King;  production,  estimated, 
50,000  feet  of  boards,  and  100,000  shingles. 

Twelfth,  " Hammond's  Privilege,"  on  Smith  brook;  sawmill, 
M.  Hamlnond ;  50,000  feet  of  boards. 
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.  The  aggregate  annual  production  of  sXi  the  powers  enumerated 
above,  is  26,000  barrels  flour ;  400,000  feet  of  boards,  200,000 
shingles. 

The  proportion  of  forest  is  estimated  at  one-sixth;  but  little  old- 
growth  forest  left.  The  market  connections  are  at  Faris  Hill, 
South  Paris,  West  Paris,  North  Paris  and  Snow's  falls;  principally 
at  Grand  Trunk  stations  at  South  Paris  and  West  Paris. 

Pabkman — ^PiacATAQtns  OOUKTT. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  "  Cumming's  Brook,"  head  and  fall  (with  a  dam  ei^htfeet 
high)  24  feet,  water  for  four  months.  Its  capacity  could  be  doubled 
by  the  construction  of  two  dams  above. 

Second,  "  Pingree's  Mills,'' on  Mill  stream,  shinf^emill;  for- 
merly grist  and  saw  mill,  also ;  works  four  months  in  the  year ; 
situated  near  the  centre  of  the  town. 

Third,  "  Holbrook's  Mills  ;"  four  saws  ;  grist  mill,  six  months. 
Capacity  of  the  above  two  powers  might  be  doubled  by  a  cheap 
dam,  which  would  flow  a  very  large  bog.  Situated  near  the  centre 
of  the  town. 

Fourth,  "  Pease  Mills,"  on  the  south  branch  of  the  Piscataquis 
river ;  a  good  power  with  a  good  dam ;  saw  and  shingle  mill  re- 
cently burned.  Sometimes  a  lack  of  water,  but  at  a  trifling  outlay 
a  lake  two  miles  above  might  be  converted  into  a  reservoir  and 
ample  water  secured  all  the  year.  Situated  in  the  northwest  comer 
of  the  town. 

"  Good  roads  to  all  the  powers,  and  a  good  farming  town/' 

Parun-Pond  Township — Somebset  County.  ^ 

Statement  of  Eenan  Whipple,  Esq.,  of  Solon. 
Two  Powers. 

On  the  Parlin*pond  stream ;  fall  10  feet  each ;  one  dam ;  good 
sites.  Pond  covers  2.75  square  miles,  and  can  be  flowed  eight  feet. 

Pabsonsfield — York  County. 
From  the  Returns  of  the  Selectmen. 

[Bee  also  "  Hinun  and  PanonsfleLd,"  and  **  Fusoufield  and  Pinter."] 

Four  Powers. 

Situated  upon  brooks  which  are  supplied  by  Long,  Spruce,  and 
Mudgett  ponds.    Three  of  the  powers  are  occupied  by  zhills. 
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PaRSONSFMLD — ^YORK  OOITNTY,   AND   POBfBB — OXFORD  CoUNTY. 

From  the  BekumM  of  Parsonsfield  and  Porter. 

[8m  alio  xpiufODafield,"  ud  '<  Porter."] 

9^hree  Powers, 

On  Great  Ossipee  river,  First,  "  Kezar  Palls ;''  fall  60  feet  in 
one  mile.  One  perpendicular  saw  will  cut  1,000,000  feet  lumber 
annually ;  a  part  of  the  power  is  improved  as  follows :  planing, 
stave;  and  shingle  machines ;  bobbin  factory ;  grist  mill ;  saw  mill ; 
two  dams. 

All  the  mills  and  machines  work  the  whole  year.  Dry  times  do 
not  interfere  with  the  working  of  the  machiney,  as  there  is  always 
an  abundance  of  water.  The  volume  of  water  might  be  somewhat 
increased  by  further  improvement  of  the  reservoirs.  Centre-vent 
and  spiral-vent  wheels.  Power  owned  by  Moses  Sweat,  A.  P. 
Benton,  and  others. 

The  bed  of  the  stream,  at  the  falls,  is  very  stony  and  many  large 
rocks  are  found ;  but  of  a  quality  not  suitable  for  building  purposes. 
In  the  vicinity  of  the  falls,  however,  granite  is  found  in  quantity 
sufficient  for  all  buildings  which  may  be  erected.  The  river  flows 
in  an  easterly  direction  ;  the  southern  shore  is  a  gradual  slope  to 
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the  river  the  entire  length  of  the  falls,  which  gives  an  excellent 
location  for  mills  or  shops.  The  northern  shore  descends  to  the 
river  by  a  steep  bank,  the  greater  part  of  the  length  of  the  falls, 
and  would  be  a  good  location  for  mills.  The  river  is  very  constant. 
In  dry  seasons  all  other  mills  in  this  section  are  obliged  to  suspend 
operation,  while  the  machinery  on  this  stream  runs  with  the  same 
regularity  and  power  as  at  any  other  time ;  and  during  such  periods 
receives  the  patronage  of  people  at  a  great  distance ;  not  improved 
on  the  Porter  side. 

Second,  "French's  Falls,"  above;  fall  nine  feet;  not  improved. 

Third'  "South  River  Falls,"  above;  descent  eight  feet;  not 
improved. 

The  river,  at  the  above  sites,  about  200  feet  wide. 

No  mills  have  ever  been  damaged  by  freshets ;  ordinary  rains 
have  but  little  or  no  effect  upon  the  stream.  The  country  not  being 
mountainous,  the  stream  rises  and  falls  slowly.  Total  range  from 
low  to  high  water  three  to  flvtf  feet. 

The  Portland  &  Rutland  Railroad  will  run  on  the  bank  of  the 
river  for  ten  miles  by  the  side  of  the  water-powers. 


V 
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Pabsaoumkbag — ^Pemobboot  County. 
Statement  ofSelectmen, 

[Sm  also  <<Sdinbiiig  and  FlMndaaik«g."] 

There  Ib  no  water-power  within  the  limits  of  this  town. 

Pattbk-^Penobsoot  County. 

,  From  Selectmen's  Betums, 
Four  Powers. 

First,  the  '*  Upper  Dam/'  on  Fish  stream ;  12  feet  head,  saw  miD, 
planing  mill,  &c.;  water  for  the  saw  mill  four  months ;  200,000  of 
boards  annually,  and  30,000  clapboards. 

Second,  the  "  Lower  Dam,''  a  grist  mill ;  head  12  feet ;  sufficient 
water  to  carry  the  mill  eight  months,  on  an  average. 

Third,  on  the  "  Hersey  Brook,"  a  grist  mill ;  fall  22  feet ;  over- 
shot wheel  18  feet  in  diameter.  Two  runs  of  stones,  one  flour 
bolt.     Sufficient  water  about  four  months. 

Pembroke — WAsmNOTON  County. 
From  (he  StcUemerU  of  C.  B.  Blanchard,  Esq, 

Five  Powers. 

First,  on  Pemaquan  river,  three  and  a  half  miles  from  tide  water» 
"  Little  Falls,"  saw,  shingle,  lath,  and  clapboard  machines ;  run 
the  entire  year,  excepting  a  few  weeks  in  extreme  drouth ;  fall 
18  feet. 

Second,  two  and  a  half  miles  below ;  Pembroke  Iron  Gompanv, 
rolling  mills,  furnaces,  &c.  Operates  throughout  the  year,  assisted 
during  seasons  of  drouth  by  steam.  Annual  manufacture,  9,000 
tons  iron,  8,600  casks  of  nails ;  fall  30  feet. 

Third,  one-fourth  mile  below',  gang  saw  mill,  shingle,  lath,  and 
stave  machines  connected ;  runs  throughout  the  year ;  fall  seven 
feet.     A  good  privilege. 

Fourth,  one-quarter  mile  below ;  "  Leavitt's  Grist  Mill ;"  power 
not  all  used ;  fall  six  feet. 

Fifth,  one-half  mile  below,  and  on  tide  water ;  grist  and  planing 
mill,  sash  and  blind  factory ;  obliged  to  shut  down  five  hours  per 
day  on  account  of  tide.  Convenient  location,  as  vessels  discharge 
directly  into  the  mill. 

The  entire  stream,  with  the  exception  of  the  first  grist  mill  site 
named,  owned  by  Pembroke  Iron  Company. 
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Penobscot — ^Hanoock  Countt. 
From  Selectmen's  Statement, 

[See  abo  '<  BrooksTille  and  PenobMot.''] 

Seven  lowers,  and  More. 

Upon  Wardwell's  stream  and  Winslow's  stream.  Wardwell's 
stream  is  fed  by  Force's  pond,  which  is  half  a  mile  in^  diameter 
and  half  a  mile  from  tide  water.  Three  falls  on  said  stream,  which 
have  been  improved,  all  but  one  have  been  abanpLoned  for  want  of 
lumber. 

First,  nearest  the  pbnd,  used  to  drive  a  single  saw  and  a  grist 
mill  with  two  runs  of  stones,  stave,  lath,  and  shingle  machines. 
Old-fashioned  paddle  wheel  and  breast  wheel ;  10  feet  head.  Can- 
be  worked  six  months.  The  saw  mill  does  but  little  business  for 
TT'ant  of  logs;  the  stave  machine  has  cut  600,000  staves  the 
present  year. 

Second,  below,  has  been  used  for  a  carding  and  clothing  mill, 
driven  by  an  overshot  wheel  15  feet  in  diameter.  The  fall  is 
obtained  by  carrying  the  water  .eight  rods  horizontally ;  does  no 
business  at  present. 

No  information  given  respecting  the  third  power  on  Wardwell's 
stxeam. 

Granite  in  abundance  on  the  premises;  bricks  manufactured 
within  50  rods  of  either  power.  Vessels  of  200  tons  burthen  come 
within  one  mile ;  small  vessels  and  scows  come  to  the  brick  yard, 
within  60  rods.  The  dam  at  Pierce's  pond  is  90  feet  long.  The 
pond  might  be  raised  to  any  height  by  building  the  dam  higher. 

Fourth,  Winslow's  stream,  six  miles  long  from  tide  water  to  the 
head  of  Wight's  pond,  75  acres.     At  its  foot,  single  saw  and  grist  ^ 
mill ;  10  feet  fall,  dam  60  feet  long  and  six  feet  high  in  the  middle. 
More  fall  might  be  easily  obtained  if  needed. 

« 

Fifth,  below,  within  50  rods  of  tide  water,  formerly  a  shingle 
machine.  Fifteen  feet  fall  feasible.  The  location  is  convenient 
for  mills ;  10  rods  to  the  stage  road ;  vessels  of  200  tons  burthen 
have  been  built  within  50  rods.  Plenty  of  granite  suitable  for 
building  within  100  rods.     The  quarry  has  been  worked. 

Sixth,  etc.,  other  powers  on  said  stream  have  been  improved  in 
years  gone  by,  but  the  lumber  has  been  cut  off,  and  for  the  want 
of  capital  and  experience  in  other  manufacture  than  lumber,  they 
are  and  remain  unimproved.  The  last  three  powers  by  the  flowing 
of  a  meadow  would  do  a  large  amount  of  business  all  the  year. 
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PSSKIKS — SaGAIUHOC  GoI7NT7. 

Staiemeini  of  the  Selectmen. 
One  Power. 

The  "Little  Narrows,"  between  two  islands,  abont  75  i*: 

wide,  through  which  the  tide  runs  with  rapidity.     Fifty  ye^i;j 

a  wheel  was  set  which  worked  well,  bat  frqm  want  of  me^s^  \ 

some  other  cause  not  now  known,  mills  were  never  erected.  I 

privilege  is  now  unimproved. 

Perby — Washington  Countt. 

From  Selectmen's  Betama, 
Five  Powers, 

On  Little  river,  the  outlet  stream  of  Boyden  pond,  ani  i 
within  horizontal  distance  of  two  miles.  Pond  is  five  bj  tt 
miles,  and  has  a  dam  at  its  outlet. 

First,  "  Gibson's  Privilege,"  12  feet  fall ',  g^t  mill  and  carS^ 

I 

machine. 

Second,  "Gates,  Duren  &  Co.'s  Privilege  ;"  fall  25  feet:  ^ 
saw  mill. 

Third,  "  Chadbourne's  Privilege ;"  lath  machine ;  M  22  feet 

Fourth  " Mill,"  lath  machine ;  fall  10  feet. 

Fifth,  "  Rapid ;"  six  feet  faU. 

The  powers  work  about  eight  months  of  the  year;  artiftkl 
reservoirs  might  be  constructed  of  size  to  supply  water  &L  C' 
year ;  wheels,  high  breast. 

Gates,  Duren  &  Co.,  upon  one  power,  saw  3,500,000  of  luife 
yearly.  Their  mill  is  within  three-fourths  of  a  mile  of  the  kniaj 
place  of  vessels  of  200  tons. 

Bock;  sandstone.  Land  on  each  side  of  the  stream  cle2>i 
level,  good  for  building,  and  productive  of  hay ;  the  towi  'i\ 
generally  fertile.  The  lots  remaining  after  the  removal  uf  tiij 
timber,  200  acres  each,  will  make  each  two  good  farms. 

The  power  is  not  all  employed.  The  amount  of  it  mij  '>j 
judged  from  the  working  capacity  of  Gates,  Duren  &  Co.'s  wiijI 
upon  one  power. 

Market,  New  York,  Boston,  and  all  points  by  sea. 

Peru — Oxford  County. 

SUUemerU  of  Jonas  Greene,  Esq. 
IVine  Powers. 

First,  on  the  outlet  of  Worthley  pond ;  fall  25  feet  in  '25  rah 
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"  Ripley's  Saw  and  Shingle  Mill  \*^  with  smaQ  ontlay  in  improye- 
ments  conld  ran  through  the  year,  as  it  is  fed  from  this  large  pond. 

Second,  one  mile  below;  fail  eight  feet;  ''Howard's  Shingle 
and  Lath  Mill ;''  runs  a  few  months ;  can  be  greatly  improyed. 

Third,  below,  fall  10  feet  in  a  few  rods ;  '*  Bemis'  Grist  Mill,'' 
and  other  small  machinery ;  short  of  water  a  portion  of  the  year. 

Fourth,  at  the  centre  of  the  town  on  a  large  brook,  near  its 
outlet  into  the  Androscoggin  riyer ;  Hayford  k  Son ;  fjeill  20  feet 
in  four  rods ;  grist  mill,  threshing  machine,  with  yarious  lumber 
machinery.  Saw  mill  going  up  with  the  contemplated  improye- 
ments  can  be  operated  a  large  portion  of  the  year. 

Fifth,  20  rods  below,  unoccupied,  six  feet  fall. 

Sixth,  on  Spear's  stream,  at  West  Peru^  fall  in  80  rods  35  feet ; 
grist,  saw  and  shingle  mills,  and  machine  shop.  Grist  mill  runs 
most  of  the  year ;  saw  mill  spring  and  fall. 

Seyenth,  aboye,  "Jennie  Falls;"  unoccupied;  fidl,  six  or  eight 
feet. 

Eighth,  on  said  Spear  stream  in  west  part  of  the  town  or  Brook- 
line,  so  called;  John  C.  Wyman,  Jr.;  fall  12  feet  in  three  rods; 
saw,  shingle  and  lath  mill,  also  threshing  machine.  Runs  about 
four  months ;  with  improyements  could  do  much  more. 

Ninth,  on  Winthington  brook,  in  the  north  part  of  the  town, 
Elbridge  Austin,  saw  mill,  shingle  and  threshing  machine.  Oyer- 
fihot  wheel ;  two-thirds  the  year. 

Stone  abundant  and  near  all  the  priyileges.  Considerable 
timber  in  the  yicinity  of  all,  and  large  amount  of  hard  timber  in 
town. 

Market,  Lewiston  and  Portland. 

PmLLiPS — Franklin  County. 
Statement  of  Abner  Toothaker,  Esq.,  and  the  Selectmen. 

Ifiimerous  Powers. 

On  the  Sandy  riyer  in  a  running  distance  of  three  and  one-half 
miles.  The  riyer  in  the  whole  descent  is  a  torrent ^  and  the  total 
fall  is  judged  not  less  than  800  feet.  Mills  could  be  operated  its 
entire  length.    Three  privileges  are  improyed. 

First,  "  Wing's  Mills,"  the  upper  of  the  series,  head  and  fall  12 
feet,  saw  and  cloyer  mill,  shingle  machine ;  old  leaky  wooden  dam 
that  wastes  two-thirds  of  the  water  at  low  run. 

Second,  two  miles  and  a  half  below,  "  Whitney's  Saw  Mills  " 
use  144  inches  of  water ;  es^ated  power,  80  horse  at  lowest  run. 
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which  is  aboat  one-fourth  of  the  quantity  running.  Operate  part 
of  the  year.  Improvements,  planing,  shovel-handle,  and  small 
lumber  machinery. 

Third,  one  mile  below,  as  the  stream  runs,  and  60  feet  lower, 
vertically,  "  Beedy's  Orist  Mill,"  operates  all  the  year.  Improve- 
ments, grist  and  carding  mill. 

Flutter,  Blake's,  and  Tub  wheels.  More  dams  could  be  cheaply 
constructed,  avast  amount  of  unused  power;  freshets  cannot  aflSBct 
the  present  mills.  Rock,  granite ;  lay  of  the  land  good ;  three- 
fourths  of  the  basin  covered  with  forest. 

Market,  Farmington,  18  miles  by  road,  and  at  home. 

PrnPSBtlBG SAOAnAHOG   CoUNTY. 

Statement  of  Samuel  D,  Beed,  Esq. 
Ten  Powers. 

First,  a  good  tide  privilege  at  the  "Basin,"  on  New  Meadow 
river ;  has  carried  saw,  com,  carding  and  fulling  mills  ;  not  in  use 
for  a  great  number  of  years ;  stone  dam  remains  good ;  vessels  can 
load  at  the  mills.  Situated  25  piiles  from  Portland,  by  inside  navi- 
gation among  the  islands  of  Casco  Bay,  and  ten  miles  from  Bath. 
Good  second  growth  in  the  vicinity.  Oood  granite  near,  and  a 
good  lime  quarry  within  a  mile  on  the  same  basin  of  water,  and 
plenty  of  wood  in  the  vicinity.  Lime  bumiDg  could  be  made  very 
profitable,  as  the  limestone  is  situated  near  the  shore.  A  superior 
emery  found  here.  All  owned  by  Samuel  D.  Reed  and  otherBof 
Phipsburg. 

Second,  a  small  tide  power  at  Small  Point;  saw  and  shing^le  mill; 
also  a  quarry  of  good  mica  slate,  which  can  be  got  out  in  larg« 
sheets.  Third,  a  small  tide  power  on  a  branch  of  Morse's  river : 
has  been  a  saw  mill. 

Fourth,  at "  Parker's  Head,"  on  the  Kennebec  river,  a  very  great 
tide  power,  has  carried  ten  up-and-down  saws  with  the  usual  com- 
plement of  small  machinery.  With  the  best  wheels,  the  power 
would  carry  double  the  amount.  It  "  is  considered  the  best  privi- 
lege on  Kennebec  river,"  being  open  all  winter  to  navigation :  is 
three  miles  from  the  mouth  of  the  river  and  Fort  Popham,  and  ten 
miles  from  Bath.  Logs  come  down  river  to  supply  the  mill^. 
Eight  of  the  mills  were  burned  down  in  September,  1866,  leaving 
the  dam  in  good  condition.  The  privilege  is  for  sale.  Good  quarry 
of  granite  and  flagging  stone  about  One  mile  to  the  west  of  Parker's 
Head  village,  the  stone  splits  well,  add  works  up  to  a  fine  edge. 
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Fifth;  a  tide  power  at  the  centre  Tillage,  on  Kennebec  riyer,  now 
occupied  hj  two  up-and-Klown  saws,  some  small  machinery,  and  a 
^st  mill ;  power  sufficient  to  carry  more  mills.  Used  in  part  for 
sawing  ship  timber  for  vessels  built  near  the  mills.  The  mills  are 
seven  miles  from  Bath  and  six  miles  from  the  mouth  of  Kennebec 
river. 

Sixth,  double  saw  mill  at  Drummore,  vessels  load  at  the  mills. 

Seventh,  "  Drummore  Bay"  might  be  dammed  so  as  to  make  a 
very  large  tide  power. 

£ighth,  on  a  fresh-water  stream  which  enters  Parker's  Head  mill 
pond,  has  been  a  saw  mill ;  afterwards  a  shingle  mill,  worked  by 
an  over-shot  wheel. 

Ninth,  a  fresh-water  power,  at  the  basin,  60  feet  feet  from  the 
pond  to  high  water  mark ;  not  perpendicnlar  fall.  The  stream 
enters  the  basin,  then  passes  into  New  Meadow  river. 

Tenth,  "  Winnegance  Tide  Mills,"  three  miles  from  Bath  and 
four  miles  from  Phipsburg-centre  village,  a  large  reservoir,  16 
saws,  and  some  machinery  for  small  lumber.  Nine  mills  are  on  the 
Phipsburg  side  of  the  pond,  and  seven  on  the  Bath  side.  Supplied 
with  logs  from  up  Kennebec  river,  mostly.  It  is  controlled  by  a 
corporation.    Winslow  Morse,  President. 

PiTTSFiBLD — Somerset  County. 
From  Seleclmen^s  Returns. 

[See  alao  «<  Bamhain  and  Pittefleld  "] 

Three  Powers. 

First,  ''Douglass  Ledge,"  on  the  west  branch  of  theSebasticook 
river ;  fall  14  feet  in  150  rods.    Unimproved. 

Second,  on  the  same  stream,  "  Hathom's  Mill ;"  fall  14  feet  in 
40  rods;  capacity  4,000,000  shingles,  2,000,000  long  lumber, 
10,000  bedsteads,  grind  100,000  bushels  of  grain.  This  is  about 
one-fifth  of  what  all  would  do  if  improved.     Centre-vent  wheels. 

Third,  "Call  Rip&,''  on  the  same  stream,  \*l  feet  in  200  rods. 
Unimproved. 

SeversQ  lakes  and  ponds,  amongst  them  Moose  pond,  eight  by 
one  miles.  All  can  be  converted  into  reservoirs.  A  storage  of  six 
feet  depth  on  Moose  pond,  will  yield  for  312  days  per  annum  10 
hours  a  day,  a  gross  power  of  675  horse,  on  the  above  series  of 
falls,  or  26,800  spindles.  This  is  the  storage  alone,  it  will  be 
observed,  to  which  the  natural  low  run  of  the  stream  requires  to 
be  added,  increasing  the  present  available  power  two  or  three  fold. 


Granite  boulders,  suitable  for  buUdiiig.    One-half  basin  of  stream 
covered  with  woods. 
Market,  Bangor,  LewistoUi  Portland,  by  M^ine  Central  fiailroad. 

PiTTSTON — KeKVEBSO   CoUNTT. 

From  Selectmen's  Returns, 
Two  Powers* 

First,  on.  WorromontoguB  stream,  a  very  substantial  stone  dam 
15  feet  high ;  yarious  saws,  500,000  long  lumber,  1,000,000  shin- 
gles, clapboards  and  laths  in  the  same  proportion. 

Second,  on  a  branch  of  Eastern  river ;  saw  mill,  grist  null ; 
former  operates  five  months,  latter  about  all  the  year. 

PXTTSTON  ToWNSmP — SoMBESET   CoUNTY. 

From  the  SkUement  of  Han,  Abner  Cobum. 

One  Power. 

"  Canada  Falls,"  on  the  Penobscot  river  below  the  forks,  over 
20  feet  descent.    Unimproved. 

Pleasant  Ridge  Township — Somerset  Countt. 
Statement  of  E.  W.  Parlin,  Esq, 

[S«e  also  "  MoMow  and  Pleasant  Ridge.''] 

Kmnerous  Powers. 

On  Houston  stream.  The  stream  is  a  torrent  for  nearly  two  miles. 
The  lower  three-fourths  of  a  mile  is  a  continuous  rapid,  vnth  a  pit^h 
of  eight  feet  at  the  foot.  At  the  head  of  the  three-fourths  mile,  the 
"  Grand  Falls,"  50  feet  perpendicular ;  a  most  beautiful  cascade. 
For  half  a  mile  above  the  Grand  Falls  there  are  rapids  all  the  wav. 
Oood  sites  for  dams  at  any  point.  Chance  to  flow  300  acres  of  ^ 
intervale  at  the  head  of  the  upper  rapids ;  also  a  considerable  pond 
on  the  south  branch  of  the  Houston  stream.  Total  fiaill  jadged  to 
be  800  feet. 

Mill  site  at  outlet  of  Rowe  pond,  0,70  square  miles. 

Also  at  the  foot  of  Jewett  pond,  25  feet  fall  can  be  had.  Yerv 
large  supply  of  water  by  dams  on  the  ponds. 

Plymouth — ^Penobscot  County.        i 

Statement  of  the  Selectmen. 
Five  Powers. 

On  Martin  stream,  all  improved  save  one. 

First,  "Martin  Stream  Falls/'  at  Plymouth  village ;  saw,  shingle 
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and  grist  mill ;  500,000  of  lumber.     Grist  mill  usually  full  of  busi- 
ness, especially  in  dry  seasons. 

Second,  60  rods  below ;  a  large  tannery,  8,000  cords  of  bark  and 
5,400  cords  of  wood.  ^ 

Third,  120  rods  below;  carding  and  clotlfing  mill  which  is  never 
idle  in  the  season  of  business.     Recent  improvements  added. 

Fourth,  unimproved,  two  miles  below. 

Fifth,  two  and  a  half  miles  below;  saw  and  shingle  mill. 

The  fall  is  sufficient  for  a  15-foot  head  on  either  of  the  powers 
named.  A  judgment  of  the  capacity  of  the  stream  for  manufactur- 
ing may  be  formed  from  the  fact  that  it  is  sufficient  to  run  the  saw 
miUs,  shingle  mills  and  grist  mill  a  greater  portion  of  the  year  in 
the  driest  seasons 

Machinery  modern;  "Rose,"  or  "Thurlow,'^  and  "Scroll" 
-wheels ;  cannot  be  recommended  for  economising  power. 

Martin  stream  is  connected  with  two  ponds  within  two  miles  of 
the  falls,  Plymouth  and  Little  ponds ;  ponds  are  flowed  by  the  dam 
at  falls  together  with  a  large  extent  of  land  comprising  with  pond 
some  1,800  acres.  The  large  volume  of  water  held  in  reserve  is 
used  as  needed  and  renders  this  power  among  the  best  in  the  State. 

Formerly  a  dam  in  Dixmont,  four  miles  southeast  of  this  villi^e, 
npon  which  were  mills ;  mills  burned  and  dam  gone  to  ruin ;  dam 
flowed  a  large  area  of  land  and  added  much  to  the  capacity  of  the 
power  at  Plymouth.  This  might  again  be  built  if  deemed  necessary. 

If  six  feet  head  can  be  commanded  upon  four  square  miles  of 
reservoir,  the  gross  power  of  the  series  of  falls,  at  15  feet  each, 
arising  from  the  storage  alone,  is  486  horse-powers,  or  19,440 
spindles,  for  10  hours  a  day,  312  days  per  year.  The  storage  can 
all  be  used  in  six  months  or  less,  the  natural  run  sufficing  the  rest 
of  the  year,  doubling  or  trebling  the  power. 

The  stream  is  v'ery  uniform  on  account  of  reservoirs.  The 
stream  at  falls  runs  on  a  compact  ledge.  The  land  above  falls 
lies  but  little  elevated  above  high  water  mark  on  dam  for  quite  a 
distance,  and  the  site  for  factories,  worshops,  &c.,  is  convenient 
and  easy  of  access.  The  proportion  of  basin  of  stream  covered 
by  forests  about  one-half. 

Market,  all  points  by  Maine  Central  Railroad,  station  three  and 
a  half  miles  north  of  village. 
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Poland — ^Androsooo«in  Gountt. 

From  Selectmen's  Returns,  hosed  upon  the  Survey  €f  8»  F. 

Waterman,  Esq, 

[See  also  •<  Mlnot  and  Poland.''] 

Three  Powers. 

First,  "  Poland  Comer  PrivUege,"  on  Waterhouse  brook ;  fall 
18  feet  in  360  feet ;  velocity  of  current,  100  feet  per  minute  ;  area 
of  cross  section,  30  square  feet.  Improved  in  part,  by  a  grist  mill 
and  saw  mill ;  a  good  stone  dam  across  the  head  of  the  falls  ;  mills 
operate  all  the  year ;  about  75  horse-power,  gross. 

Second,  "  Shaker  Mill ;"  fall  42  feet  in  250  feet  distance.  A 
30-foot  overshot  wheel  runs  a  .large  amount  of  machinery  all  the 
year ;  for  grinding,  sawing,  planing,  machine  shops,  carding*,  &c. 

Third,  ''  West  Poland  Mill  Company,''  on  Saunder's  brook,  an 
18-foot  overshot  wheel,  saw  mill,  operating  half  the  year.  Power 
could  be  increased,  to  some  extent,  by  flowing  meadows. 

PoBTKB — Oxford  County. 
From  Selectmen's  Returns,  and  ike  Statement  of  G,  O.  Stacy,  Esq. 

[See  alBo  "Hiram  aad  Porter,"  and  **  Parwnsfield  and  Porter."] 

Seven  Powers. 

First  "  Stanly's  Mills,''  at  the  foot  of  Robert's  pond ;  head  and 
jbll  eight  feet.  • 

Second,  "  Cijlcord's  Mill,"  at  the  foot  of  Colcord's  pond ;  eight 
feet  fall. 

Third,  "  Gentleman  Mill,"  on  the  Mill  brook  which  runs  by 
Porter  village ;  fall  seven  feet. 

Fourth,  "  Bobbins'  Mill,"  on  West  Branch  brook ;  fall  five  feet. 

■ 

Fifth,  "  Weeks'  Mill,"  on  the  outlet  of  Spectacle  pond,  stave 
and  shingle  mill ;  formerly  a  large  saw  mill. 

Sixth,  "Davis'  Privilege." 

Seventh,  "  Norton  &  Davis  Privilege." 

Abundant  and  good  granite.  Two-thirds  of  the  basin  wooded. 
Market,  Portland,  by  rail  and  road. 

Portland — Cumberland  County. 

Statement  of  the  Proprietors. 
One  Power. 

The'^Cjty  Mills,"  a  tidal  grist^and  salt  mill;  three  runs  of 

stones ;  works  12  hours  a  day ;  can  grind  150  bushels  per  day ;  30 

acres  of  pond. 


DiY.  n.]  THB  WATBR  P0WSB8.  40]^ 

The  aboTe  privilege  is  situated  near  the  head  of  Back  Gove,  an 
arm  of  the  sea,  nearly  800  acres  in  extent,  with  a  narrow  entrance 
which  might  be  dammed  at  no  great  expense,  and  a  tide  power  of 
great  capacity  and  of  great  value  for  flour  mills  and  other  adapted 
purposes  be  established. 

PowNAL — Cumberland  County. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  "Haskell's  Mills,"  on  the  southeast  branch  of  Royal 
river,  near  Poland  Centre ;  fall,  with  a  dam  10  feet  high,  12  feet. 
Saw  and  grist  mill ;  dam  out  of  repair ;  machinery  old-fashioned 
and  poor;  power  sufficient  to  run  both  mills  all  the  year,  with 
improved  machinery  and  good  dam.     Rocks,  coarse  granite. 

Second,  "  Merritt's  Mills,"  on  the  northeast  branch  of  Royal 
river,  near  north  Pownal  village ;  a  saw  mill  might  run  the  year 
round  with  good  dam  and  modern  machinery ;  fall,  with  a  dam 
12  feet  high,  14  feet;  ponds  the  water  back  about  two  miles; 
formeriy  a  grist  mill  upon  it. 

Prentiss — ^Penobscot  County.- 

From  Selectmen's  Returns, 
Two  Powers. 

First,  '*  Mattagordus  Palls,"  on  Mattagordus  stream ;  fall  40  feet 
in  one-fourth  mile,  the  main  road  crossing  where  the  dam  should  be 
placed.  Power  not  improved ;  very  large  tract  of  low  land  upon 
the  stream  could  be  converted  into  reservoir  at  little  expense. 
Stone  suitable  for  foundations  and  dams  close  at  hand. 

Second,  on  Mud  brook,  saw  mill ;  basin  of  stream  seven-eighths 
forest.  Annual  production  $500.  ''  Before  the  mill  was  built  a 
board  could  not  be  got  within  ten  miles."  Soil  stony  and  produc- 
tive. 

"  Large  and  valuable  water  powers  in  the  unincorporated  places 
surrounding  us.  They  will  be  of  great  value  in  time.  The  whole 
region  needs  survey;  it  will  stand  the  test." 

Presque  Isle — Aroostook  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  at  "Presque  Isle  Village,"  on  Presque  Isle  river  of  the 

26 
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Aroostook.  Fall  ten  feet  in  one-fourth  mfle ;  dam,  saw  and  gris 
mill.    Reynolds'  turbine  wheels,  highly  esteemed. 

Second,  on  Alder  brook,  a  dam  and  sawmill;  Tuttle's  wkd, 
also  esteemed. 

The  above,  chiefly  the  river,  will  saw  3,000,000  feet,  and  gn: 
100,000  bushels,  yearly. 

No  lakes  or  ponds  in  the  neighborhood;  the  dam  on  the  nr^- 
ponds  the  water  back  five  miles.  Land  about  the  falls  verjoir 
venient  for  building ;  basin,  one-half  wooded.  Wealth  and  p4> 
lation  of  the  place  have  been  doubled  by  the  improvement  of  tu 
power. 

Market,  St.  John,  N.  B.,  and  Boston,  by  St.-John  river  and:: 
Andrews  Railroad. 


Princeton — WAsmNsroN  County. 

From  Selectmen's  Beiums, 
Vonr  Powers. 

First,  "  Foot  of  the  Lakes  Privilege,"  on  the  West  branch  of  •> 
St.  Croix  river ;  fall  eight  feet ;  large  tannery,  woollen  fiictory.t^. 
gang  saw  mills,  six  shingle  mills,  grist  mill  and  other  machinerr 

Second,  three  miles  below,  unoccupied ;  fall  about  six  feet. 

For  reservoirs  tributary  to  these  powers,  and  the  storage  be!: 
thereon,  see  Part  II,  page  119.  The  storage  is  now  used  forlo;- 
driving  purposes.  The  supply  of  water  can  be  made  inexhaostiU: 
to  the  demands  of  extensive  manufacturing. 

Third,  on  Dry  brook ;  power  to  carry  a  saw  mill,  with  ti: 
machinery  usually  attached.    Unoccupied. 

Fourth,  on  Lewey 's  brook ;  of  equal  capacity  with  the  foregoiEf 
Unoccupied. 

Prospbct — ^Waldo  County. 

From  Selectmen's  Returns, 
Three  Fowen. 

On  Orant's  river;  head  and  fall  about  ei^t  feet  to  each;  s» 
mills  on  each  ;  only  one  saw  mill  now  in  use ;  a  grist  mill,  abo.^-: 
one  dam. 

Mills  operate  about  three-fourths  time;  would  8aw300,(MK)  ' 
lumber  and  do  all  the  grinding  of  grain  for  the  county ;  6tres& 
variable. 

Porphyritic  granite ;  no  old-growth  forest. 
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RANecLT — ^Fravkun  Couktt. 

SUUemeni  of  Abner  Toothaker,  Esq.,  of  PMllips. 

Humerous  Powers. 

First,  at  the  outlet  of  Rangelj  lake,  a  dam  18  feet  high,  can  be 
increased  to  IT  feet ;  short  dam  required,  solid  ledge  bottom  and 
banks ;  the  lake  covers  about  14  square  miles,  and  is  flowed  four 
feet ;  excellent  land  all  about  it;  hard-wood  growth;  site  favorable 
to  the  location  of  mills.  The  privilege  is  unsurpassed.  Owned  by 
E.  S.  Coe,  Esq.,  of  Bangor.     Unimproved. 

Second,  on  the  outlet  stream  of  Quimby  pond,  35  feet  fall  in  10 
rods,  clapboard  and  shingle  machine.  Pond  covers  0.30  square 
mile,  can  be  flowed  four  feet. 

Third,  on  the  outlet  stream  of  Dodge  pond,  10  feet  head  can  be 
had,  pond  covers  0.T5  square  miles,  and  can  be  raised  10  feet. 
Oood  privilege.     Unimproved. 

Fourth,  at  the  outlet  of  Round  pond ;  a  dam  flows  the  pond 
six  feet,  eight  feet  fall ;  pond  covers  100  acres  and  is  fed  by  five 
or  more  small  ponds ;  all  these  small  ponds  can  be  made  reservoirs. 

Fifth,  on  Kennebago  river,  half  a  mile  from  its  mouth,  ten  feet 
fall  can  be  had ;  good  chance  for  dam ;  dam  will  flow  the  stream 
back  four  miles.     Unimproved. 

Numerous  mill  sites  on  small  streams. 

ft 

"  Vast  forests.  Good  soil.  Heavy  rains,  and  no  drouth  at  any 
time." 

RaTMOKD CUMBBRLAND  CoUNTY. 

From  Selectmen's  Betwms. 

[Sm  alio  '<  Omoo  and  RaTmond."] 

Six  Powers. 

First,  "Plummer's  Mills,"  on  Panther  river,  fall  16  feet,  operate 
nearly  all  t^e  year ;  numerous  saws,  a  planer,  grist  and  plaster 
mill.     About  half  of  the  power  used. 

Second,  "Fulton's  Mill,"  on  Radoux  river;  fall  15  feet. 

Third,  "Jordan  &  Adams'  Mills,"  on  Nubble  brook ;  fall  suffi- 
cient for  overshot  wheel ;  several  circular  saws ;  operate  part  of 
the  year. 

Fourth,  "  Nason's  Mill,"  on  Nason's  btook  ;  overshot  wheel, 
several  circular  saws ;  operates  part  of  the  year. 

Fifth,  "Spiller's  Mill,"  on  Little  Rattlesnake  jriver;  overshot 
wheel,  several  circular  saws ;  operates  part  of  the  year. 

Sixth,  "  OetchelPs  Mill,"  on  Litde  Rattlesnake  river ;  overshot 
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wheel,  circular  and  up-and-down  sawB ;  operates  part  of  the  year. 

Streams  connected  with  ponds,  three  of  which  have  an  area  of 
nearly  six  miles,  all  of  which  can  be  improyed  for  reservoirs.  See 
page  143.  A  dam,  at  the  outlet  of  Panther  pond,  would  make  the 
privilege  a  most  excellent  one ;  there  is  now  abundant  water  at 
this  privilege  all  the  year  with  great  waste;  streams  very 
constant ;  freshets  entirely  harmless.  The  water-power,  if  suitably 
improved,  would  benefit  the  town  largely.  One-third  to  one-half 
of  the  basin  of  the  streams  covered  with  forests. 

Market,  Portland,  by  road  and  canal. 

Rbadfield — ^Kennebec  County. 

From  Selectmen^ B  Betuma. 
Three  Powers. 

Upon  Factory  stream,  height  of  tho  series  40  feet  in  160  rods; 
mills  operate  in  general  all  the  year. 

Stream  connected  with  a  pond  covering  one  and  a  quarter 
square  miles ;  its  capacity  can  be  increased. 

Reed  Plantation — Aboo8to<nb:  County. 
StcUement  of  W,  ff.  Bryson,  Eeq,,  of  HaynesviUe. 

One  Power. 

On  Wytopitlock  stream  ;  fall  15  feet,  a  dam  upon  it ;  no  other 
improvement. 

The  Wytopitlock  stream  draws  its  contributions  from  a  large 
extent  of  country,  and  is  fed  by  a  lake  of  the  same  name,  and  by 
various  ponds.  The  lake  covers  3.25  square  miles;  it  can  be 
raised  several  feet  by  a  dam  and  thus  made  an  unfailing  reservoir. 

Richmond— Sagadahoc    County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  on  Abagadassett  river,  fall  14  feet ;  no  part  of  the  power 
improved ;  would  carry  two  runs  of  stones  nine  months  of  the 
year. 

Second,  on  Mill  brook ;  &11 10  feet  in  half  a  mile ;  no  part  of 
the  power  used.  Streams  regular ;  good  stone  for  building ;  lay 
of  the  land  good.  One-half  of  the  Abagadassett  basin  covered 
with  forest ;  one-fifth  of  the  Mill  brod^,  do. 


RiLBT  Plantation — Oxford  Couhtt. 

SUitemerU  of  the  Assessors, 
Three  Fowen. 

First,  ''  Lock's  Falls/'  on  Bull  branch,  fall  25  feet.  Unim- 
proved. 

Second,  on  Boll  branch,  fall  26  feet.    Unimproyed. 

Third,  on  west  branch  of  Sunday  river,  &11  20  feet  in  50  rods. 
Unimproved. 

Nine-tenths  of  the  basin  of  the  streams  covered  with  a  fine 
forest  of  pine,  spruce,  hemlock  and  hardwood. 

Market,  Bethel,  10  miles,  good  road,  and  thence  to  Portland 
by  rail. 

Ripley — Somerset  County. 

From  Selectmen's  Eeiums. 
Pour  Powers. 

On  the  outlet  of  Roger's  pond,  in  the  south  part  of  the  town ; 
fall  50  feet  in  160  rods.  If  suitably  improved  would  saw  1,000,000 
feet  of  boards  per  annum  ;  three  fourths  of  the  power  improved  in 
saw  and  shingle  mills ;  mills  operate  about  one-third  time ; 
machinery  of  poor  construction  for  economizing  power;  centre- 
vent,  Steams,  and  flutter  wheels. 

Pond  two  by  five-eighths  miles ;  its  capacity  cannot  be  increased 
by  dams.  No  out-cropping  rock  about  the  falls ;  one-third  of  the 
basin  of  the  stream  is  covered  with  forests  ;  annual  product  of  the 
power  about  $1,400. 

Market,  Newport  and  Bangor  by  road,  and  by  railroad  irom 
Newport. 

Bobbins  Plantation — ^WAsmNOTON  County. 
Statement  of  Peol  Tomdh, 

Several  small  powers  on  the  Tomah  streams,  the  outlets  of  the 
Tomah  ponds.   Ponds  cover  two  square  miles,  and  can  be  dammed. 

RoBBiNSTON — Washington  County. 
From  Selectmen's  Eeiums, 

19'ine  Powers,  or  More. 

First,  on  Low's  brook ;  formerly  a  saw  mill,  now  out  of  use ;  fall 
10  feet;  864  square  inches ;  stream  supplied  by  Shattuck's  lake, 
60  acresi  and  Cranberry  lake,  30  acres. 

Second,  a  short  distance  above  the  flow  of  the  tide  at  Mill  cove, 
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in  South  Robbinston,  below  the  janction  of  the  Western  and  East- 
ern Lake  streams,  (the  lakes  have  an  area  of  80  acres),  "  Vose's 
Saw  Mill ;"  at  present  operations  suspended ;  capable  of  cutting 
at  least  10,000,000  feet  boards  in  the  usual  sawing  season,  besides 
laths,  pickets,  &c.  Overshot  wheel,  24  feet  diameter;  water  about 
1,628  square  inches ;  head  and  fall,  30  feet.  The  tide  flows  to  the 
foot  of  the  mill,  which  is  about  40  rods  from  the  county  road. 

Third,  at  Mill  cove,  formerly  a  tide-mill ;  an  eligible  site  for  one. 

Fourth,  60  rods  above  Vose's  mill,  on  the  Western  Lake  stream; 
shingle,  plug  and  wedge,  tannery,  lath  and  carding  machines; 
overshot  wheel  nine  and  one-half  feet  diameter ;  head  and  fall  12 
feet  I  dam  founded  on  a  ledge  and  about  five  rods  long;  1,152 
square  inches.  , 

Fifth,  Sixth,  etc.,  on  the  Western  Lake  stream,  equally  eligible 
with  those  described  above. 

Seventh,  Eighth,  etc.,  "several  good  privileges"  on  the  outlets 
of  Hand  Lake  and  Money-makers'  lake,  30  and  35  acres,  respect- 
ively. 

Ninth,  a  good  site,  on  the  outlet  of  Eastern  lake,  35  acres. 

ROCKABEMA  PLANTATION ArOOSTOOK  CoUNTY. 

Statement  of  John  Gardner,  Esq.,  of  Patten. 

Nine  Powers. 

First,  on  Darling  brook,  a  saw  mill,  20  feet  fall,  overshot  wheel ; 

pond  above. 

Second,  Third,  Fourth,  on  the  outlet  stream  of  Mud  pond,  two 
and  a  half  miles  to  Rockabema  lake,  and  very  rapid  current  all  the 
way  ;  good  bottom  and  banks ;  pond  covers  1.25  square  miles,  and 
is  flowed  eight  feet.  It  is  fed  by  other  ponds  above,  the  largest 
of  which,  1.36  square  miles,  is  flowed  six  feet  by  the  Mud  pond 
dam. 

Fifth,  Sixth,  Seventh,  etc.,  on  the  outlet  stream  of  Rocka- 
bema lake,  situated  between  the  outlet  and  the  Aroostook  road. 

Eighth,  ''Jackson's  Sluice,''  about  two  miles  below  the  road,  a 
large  fall  and  readily  susceptible  of  improvement,  excellent  banks 
and  hard  bottom. 

Ninth,  near  the  south  of  the  town,  **  Warren's  Falls,"  a  good 
power. 

Rockabema  lake  covers  2.25  square  miles,  and  is  flowed  five  feet, 
and  can  be  raised  considerably  more  with  some  expense. 
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Rockland— Knox  County. 

From  the  Mayor's  Eetums. 
Two  Powera. 

First,  at  the  outlet  of  Chickawakie  pond.  This  pond  supplies 
the  city  with  water,  and  the  power  is  used  only  when  there  is  a  sui'- 
pluB.  A  grist  mill  located  upon  it.  Mill  and  privilege  both  owned 
by  the  water  company.  Volume  of  water  could  not  probably  be 
increased. 

Second,  a  power  on  Boggy  brook ;  two  mills,  a  single  saw  and 
stave ;  runs  about  four  months  of  the  year. 

''Manufactures  of  this  place,  lime  and  vessels;"  over  1,000,000 
casks  of  the  former  annually. 

Rome — Kbnnebec  County. 

From  the  Statement  of  the  Selectman, 
One  Power. 

Situated  upon  a  small  stream  that  leads  firom  one  pond  to  another; 
saw  and  grist  mill  on  the  same,  which  run  about  three  months  out 
of  twelve. 

RoxBURY — Oxford  County. 
From  Selectmen's  Eetums. 

XTumerous  Powers. 

The  principal  two  on  Swift  river,  "  Walker's  Narrows,"  and 
"  Weeks'  Falls ;"  fall  16  and  18  feet  respectively,  attained  in  15 
rods  in  each  case ;  average  velocity  of  current  one  rod  per  seven 
seconds ;  area  of  cross  section  taken  in  same  locality  as  the  velocity, 
45  feet ;  so  it  will  be  perceived  that  the  stream  is  narrow  and  shal- 
low, but  very  rapid. 

"  Weeks'  Falls,"  have  never  been  improved,  but  Walker's  Nar- 
row;8  have  been  improved  to  a  considerable  extent.  Mills  destroyed 
by  fire  in  1860.  They  were  saw,  grist,  clapboard,  shingle  mills  and 
thresher. 

Water  always  sufficient  for  running  a  saw  mill*  at  each,  through- 
out the  year. 

Few  ponds.  "  On  account  of  the  variableness  of  the  stream  it 
would  be  difficult  to  construct  artificial  reservoirs  of  any  consider- 
able capacity.  Freshets  swell  the  stream  to  perhaps  a  greater 
extent  than  any  other  stream  in  the  State ;"  they  are  not  destruc- 
tive as  the  banks  are  very  high.     Plenty  of  granite. 
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RUICFOBD — OzrOBD  COUNTT. 

From  Selectmen's  Betwms. 
Five  Fowera. 

"Rumford  Falls/'  on  the  Androscoggin  river,  the  largs 
water-power  in  New  England. 

Height  of  the  falls  162  feet  eight  inches,  in  a  mnning  disUsce 
of  one  mile. 

Power,  that  of  the  whole  Androscoggin  river  at  that  point  T^ 
river  is  but  90  feet  wide  and  could  be  dammed  at  ccunparatinlj 
small  expense.  The  bottom  and  sides  of  the  stream  are  gnidi 
ledge ;  the  rocks  are  suitable  for  building  purposes. 

The  power  is  owned  by  Chaplin  Virgin  and  others.  Propnetxs 
are  disposed  to  sell. 

Improvements,  saw  and  grist  mill,  and  some  other  smaD  woib. 
An  insignificant  fraction  of  the  power  is  employed. 

If  the  volume  of  water  be  assumed  to  be  25  per  oeat.  leas  Hm 
at  Lewiston,  or  70,500  cubic  feet  per  minute  at  low  ran,  <lie  pot^r 
of  the  whole  fall  in  a  drouth  is  not  less  tban  21,546  gross  ho^ 
power,  or  870,000  spindles.    For  reservoirs  see  pages  66-4. 

Four  small  powers,  concerning  which  no  informatioa  is  giTec. 

St.  Albans — Soksbsst  Couktt. 

From  Selectmen's  Behima,  and  a  Flan  of  the  Stream. 

Bight  Powers. 

First,  at  the  outlet  of  Indian  pond,  a  stone  dam  ten  feet  Mgii 
flowing  the  pond  with  its  flats,  1,500  acres  in  all ;  no  machiDC; 
upon  it. 

Second,  below,  a  stone  dam,  seven  feet  high ;  shoveUiaDdle,  c^*- 
riage  shop,  sash  and  door,  and  shingle  machinery. 

Third,  50  rods  below  the  upper  dam,  grist  and  saw  mills. 

Machinery  on  the  middle  dam  runs  neatly  all  the  year ;  ^  »? 
mill  on  the  lower  dam  runs  about  nine  months. 

Fourth,  a  mile  below,  "Lothrop's  Mills;''  fall  15  feet;  sawasi 
grist  mill,  and  tannery ;  eight  months. 

Fifth,  on  the  main  branch  ^of  Indian  pond  stream,  in  the  oort: 
part  of  the  town ;  fall  60  feet  in  half  a  mile  ^  only  a  shingle  isiC 
upon  it ;  fed  by  Rogers'  pond  in  Ripley. 

Sixth,  fall  20  feet  in  30  rods,  on  the  east  branch  of  the  stream; 
shingle  mill,  fed  by  a  pond. 

Seventh,  on  a  branch  of  Footman  brook,  fall  25  feet  in  50  roi*; 
formerly  occupied  but  not  now. 
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Eighth,  on  another  branch  of  Footman  brook,  ftU  26  feet  in  50 
rods ;  formerly  occupied  but  not  now. 

Each  of  the  foregoing  two  powers  is  capable  of  running  a  saw 
mill  half  the  year.  One  has  a  good  dam  and  a  building  for  a  shingle 
mill  upon  it.  Expense  of  dams  at  either  of  the  powers  would  be 
small,  and  there  is  no  liability  to  damage  from  freshets.  Bogers' 
pond,  before  mentioned,  might  be  made  a  valuable  reservoir.  A 
head  of  six  feet  upon  Indian  pond  and  flowage  ground,  would 
^ve  upon  40  feet  of  fall  on  the  stream  below,  160  horse-power 
^oss  for  the  working  hours  of  the  year,  or  480  horse-power  for 
four  months,  or  19,200  spindles.  The  ordinary  natural  run  of  the 
stream  would  yield  as  much,  or  more,  during  the  residue  of  the 
year. 

Manufactures,  200,000  shingles,  400,000  feet  boards  and  timber, 
8,000  dozen  shovel  handles,  and  75  to  100  tons  of  leather. 

Market,  all  points  by  rail  from  Newport. 

Saco — YoBK  County. 
From  the  Mayor^s  Returns. 

[See  Alao  '<  BiddefoM  and  Smo."] 

Two  Powers. 

First,  on  Little  river,  faU  six  feet;  single  and  circular  saws 
operate  three  months  in  the  year;  cut  60,000  lumber  and  50,000 
fish-barrel  staves. 

Second,  oti  Nonesuch  river ;  fall  20  feet  in  one-tenth  of  a  mile, 
single  saw  and  circular  saw ;  run  nine  months  in  the  year ;  cut 
from  300,000  to  400,000  lumber,  and  150,000  shingles  annually. 

St.  Oeoboe — Knox  County. 
Selectmen's  StatemerU. 
There  is  no  water  power  in  this  town. 

Salem — Frankun  Oountt. 

JFVom  Selectmen's  Betums. 
One  Power. 

On  Curve  stream ;  height  of  dam  14  feet ;  ponding  the  water 
back  half  a  mile.  Will  run  an  up-and-down  saw  and  grist  mill  all 
the  time.  Howard,  Centre-vent,  and  Rose  wheels.  Does  all  the 
sawing  and  grinding  for  the  region  seven  miles  about. 

Market,  Farmington,  by  road. 
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Sanbwich-Acadbmt  Grant — Somebskt  Couyrr. 
Statement  of  Oovemor  Ccbum. 

Six  Powers,  or  More. 

First,  three-fourths  mile  below  the  west  line  of  the  t4>wT! 
Moose  river ;  fall  10  feet,  much  more  can  be  had. 

Second,  Third,  Fourth,  etc.,  "Moose  River  Rapids,"  eitetf:. 
two  miles  below  the  above  falls ;   total  fall  of  perhaps  4o  ^ 
Several  good  sites.     A  dam  formerly  on  the  fall,  eight  fe^t  h: 
commanded  four  feet  on  Long  pond,  two  feet  on  Wood  &  1^ ;; 
ponds,  thus  forming  a  reservoir  of  immense  capacity. 

Also  a  good  privilege  on  Stony  brook,  half  a  mile  from  Y  r 
river,  12  feet  or  more  fall,  small  ponds  above  for  reservoirs ;  lav 
amount  of  flat  land  above  the  fall  that  can  be  flowed  for  stort^^ 

Also,  on  Misery  stream,  in  the  southeast  corner,  a  fall  of  sii:V 
dam,  can  be  raised  to  any  desired  height. 

Sandy-River  Plantation — Frankun  County. 
Statement  of  Ahner  Toothaker,  Esq.,  of  PkilHps. 

Several  Powers. 

The  outlet  stream  of  Long  pond  falls  200  feet  in  its  total  leigd 
of  one  and  a  half  miles.  The  pond  covers  about  a  square  mi : 
three  feet  hei^d  of  storage  are  raised  upon  it,  and  five  feet  ^jr 
can  be. 

There  are  upon  the  stream  quite  a  number  of  excellent  pririler-- 
good  chance  for  dams,  and  mills.  All  unimproved  except  one  op : 
which  are  saw,  grist,  clapboard,  and  shingle  mills. 

Several  good  but  small  privileges  on  the  outlet  of  the  SaDdv-r.T'-: 
ponds ;  bottom  and  banks  ledge.     Unimproved. 

Sanford — York  County. 

From  the  Returns  of  M,  W.  Emery  and  Jam£S  0.  Ghrk,  E<i 

Sixteen  Powers. 

Located  upon  the  Mousam  river. 

First,  the  upper,  "Merrifield  Fall,''  near  JiUison's  bridge. 
30  feet ;  entirely  unimproved. 

Second,  "Hemmingway  &  Lord's  Fall,"  10  feet;  a  wo^i- 
dam ;  saw,  grist  and  threshing  machinery. 

Third,  "KimbalPs  Privilege,"  below,  and  a  mile  above  Sprii;: 
vale  ;  fall  10  feet;  was  used  for  a  grist  mill ;  now  out  of  use. 

Fourth,  "Faatory  Privilege,"  fall  15  feet;  located  at  Sprl: 
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vale ;  stone  dam  ;  cotton  mill  about  100  feet  long,  three  and  one- 
half  stories  high ;  mannfactures  print  cloth. 

Fifth,  a  saw  mill  privilege,  just  below,  fall  10  feet ;  wooden 
dam. 

Sixth,  "Print  Works  Fall,"  fall  12  feet;  stone  dam;  grist  mill 
and  cabinet  manufactory  in  operation. 

Seventh,  "  Low's  Privilege,"  fall  10  feet ;  entirely  unimproved ; 
half  a  mile  below  Springvale. 

Eighth,  "  Gowen  Privilege,"  three-fourths  mile  above  Sanford 
corner ;  was  used  for  a  saw  and  grist  mill ;  now  run  out ;  fall  nine 
feet. 

Ninth,  "  Ooodall's  Privilege,"  stone  dam ;  fall  15  feet ;  saw  mill 
on  one  side,  on  the  other  side,  a  mill  three  stories  high,  100  feet 
long,  with  a  large  L,  and  will  be  used  to  manufacture  carriage 
lap-robes. 

Tenth,  just  below,  same  proprietor,  stone  dam ;  fall  14  feet ; 
grist  and  flour  mill ;  these  falls  taken  together  would  give  a  fall  of 
about  36  feet ;  located  at  Sanford  corner. 

Eleventh,  "Chadbourn  Privilege,"  one-fourth  of  a  mile  below, 
formerly  a  saw  mill ;    now  run  down ;  fall  nine  feet. 

Twelfth,  "  Willard  Privilege,"  at  South  Sanford;  fall  eight  feet, 
stone  dam,  saw  mill  and  box  mill. 

Thirteenth,  "Linscott's  Privilege,"  two  miles  below,  fall  10 
feet,  wooden  dam,  saw  mill. 

Fourteenth,  "  Estes  Privilege,"  one  mile  below,  fall  nine  feet, 
wooden  dam,  grist  mill. 

Fifteenth,  "  Whitches  Privilege,"  one  mile  below,  fall  14  feet, 
stone  dam,  saw  mill. 

Sixteenth,  "Hills'  Mill,"  immediately  below,  fall  12  feet,  grist 
mill,  wooden  dam. 

The  aggregate  fall,  within  the  limits  of  the  town,  is  about  200 
feet.  With  14  feet  fall,  the  river  would  drive  10,000  spindles,  of 
woollen  machinery,  all  the  year.  All  the  mills  on  the  river  work 
the  whole  year,  if  they  have  work  to  do ;  the  water  has  never 
failed  when  the  dams  have  been  in  good  condition.  See  page  14T, 
Part  II. 

The  lay  of  the  land  about  nearly  all  the  falls,  is  well  adapted  to 
the  erection  of  mills.     Above  half  of  the  basin  is  forest. 

The  water-power  "  has  been  the  making  of  Springvale,  and  is 
now  building  up  Sanford  Comer." 
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Principal  market,  Bofirt;on ;  the  railroad  bow  rans  within  eight 
miles  of  the  centre  of  the  town ;  Portland  and  Boobester  railroad 
now  constructing  through  the  town. 

SaNOKRVILLE — ^PlSCATAQXJIS    OOUNTT. 

* 

From  Selectmen's  Bourns. 
Nine  Ppwers. 

Five  on  the  Northwest-pond  stream,  and  in  close  proximity  to 
Sangerville  village,  as  follows :  "Weymouth  Dam,"  six  feet,  flows 
back  one-fourth  of  a  mile ;  "  Factory,''  14  feet,  flows  one-eighth  of 
a  mile;  "Carleton,"  IT  feet,  flows  20  rods;  "Fulling  MiU,"  12 
feet,  flows  20  rods;  "Thissell,"  12  feet,  flows  16  rods.  AU  tiie 
above  have  been  improved^  and  each  dam  flows  as  near  as  practi- 
cable to  the  next  above. 

On  the  Carleton  dam,  grist  and  saw  mill  and  tannery ;  grind  ten 
bushels  per  hour  at  lowest  water,  and  for  the  most  part  30  bushels 
per  hour,  and  leave  sufficient  water  to  run  saw  mill  and  tannery. 

No.  2  a  woollen  factory,  and  No.  3  a  saw  and  grist  mill  and 
tannery,  12  and  eight  months  respectively. 

Ponds  about  500  acres  in  extent,  which  could  be  doubled,  and 
new  reservoirs  made  on  the  stream  that  supplies  the  pond  in  Park- 
man,  helping  the  privileges  in  that  town  equally  with  those  in 
Sangerville. 

If  eight  feet  head  can  be  commanded  upon  three  square  miles  of 
reservoirs,  the  storage  would  yield  on  the  total  fall  of  61  feet,  a 
gross  power  of  about  360  horse  for  10  hours  a  day,  312  days  a 
year,  14,400  spindles.  To  this  should  be  added  the  natural  low 
run  of  the  stream.  The  storage  can  all  be  used  in  four  months, 
vastly  increasing  the  power,  the  natural  flow  sustaining  the  power 
without  assistance  for  the  rest  of  the  year. 

Freshets  never  destructive,  the  ponds  and  swamps  taking  up  the 
water  and  passing  it  off  gradually. 

Rock,  lime  slate.  Mills  may  at  the  same  time  connect  with  the 
dam  as  a  part  of  their  foundation,  and  be  adjacent  to  a  good  road 
running  parallel  to  the  stream.  Nearly  one-half  of  the  basin  of 
stream  is  covered  with  forest  and  timber. 

Sixth  and  Seventh,  on  Black  stream,  total  fall  30  feet,  mills  on 
each,  operate  all  the  year ;  stream  fed  by  Dover  pond. 

Eighth,  on  Centre-pond  stream ;  fall  14  feet ;  saw  and  shingle 
mill. 
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Ninth,  on  the  same  stream ;  fall  12  feet ;  saw  and  shingle  mill, 
ail  the  year. 
Market,  Bangor  bj  road,  33  miles,  soon  by  raO  from  Foxcroft. 

Scarborough — Cumberland  County. 
From  the  StatemeiU  of  the  Selectmen,  and  of  W.  S,  MtUiken,  Esq. 

Three  Powers. 

First,  a  saw  mill  privilege  with  a  small  volume  of  water.  Will 
operate  only  in  wet  times.     Situated  near  the  post  road. 

Second,  on  Alger's  brook,  "Alger's  Falls,''  on  the  Dr.  Milliken 
farm ;  fall  15  feet ;  ledge  bottom,  good  site  for  dam ;  not  occupied, 
formerly  a  saw  mill ;  chance  for  artificial  reservoir  above.  Oood 
opportunity  for  a  butter  or  cheese  factory. 

Third,  "Carter's  Falls,"  one-fourth  mile  above,  no  improvement; 
formerly  grist  mill. 

Searsmont — Waldo  Countt. 

From  SelectTnen^a  Returns, 
Fifteen  Powers. 

Eight  on  the  west  branch  of  the  St.  George  river  and  seven  on 
the  east  branch  and  tributaries. 

First,  "  Woodman's  Mills,"  on  the  west  branch,  saw  and  stave 
mill ;  operates  only  a  part  of  the  year  on  account  of  the  flowage 
of  meadow  land. 

Second  and  Third,  two  miles  below,  the  two  "  Boynton  Privi- 
leges," both  unoccupied.  A  head  of  16  feet  can  be  raised  at  these 
points  and  flow  a  large  pond. 

Fourth,  one  mile  below,  the  "  Muzzy  Mills ;"  saw  and  stave  mill 
and  tannery. 

Fiflh,  below,  the  "  Muzzy  PrivQege,"  unoccupied. 

Sixth,  eight  rods  below,  "Hezeltine  Mills,"  at  Searsmont  village, 
saw,  grist,  carding  and  clothing,  stave  and  shingle  mills ;  operate 
all  the  time  except  in  drouths ;  a  head  of  18  feet  can  be  had. 

Seventh,  two  miles  below,  and  below  the  junction  of  the  east 
branch,  "  Dyer  Mills ;  saw  and  stave,  operate  part  of  the  year  at 
present. 

Eighth,  half  a  mile  below,  "  Canal  Dam,"  unoccupied ;  head  of 
25  feet  can  be  raised.  This  power  and  the  one  above  can  be  made 
capable  of  large  use  throughout  the  year,  by  means  of  a  dam  at 
the  outlet  of  Quantabacook  pond,  situated  on  the  east  branch. 
Fond  covers  1.25  square  miles. 
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Ninih,  norih  part  of  town  on  liie  east  branch,  ''Th<MDp6<»i'3SiT 

Mill." 

Tenth,  one  mile  below,  "  Wallace  Dam/'  unoccupied;  ficvei 
large  meadow. 

Eleventh,  100  rods  below,  "  Jewett  Mill ;"  saw  and  staTe. 

Twelfth,  in  the  west  part  of  the  town,  "Arnold's  Privikge.' 

Thirteenth,  100  rods  below,  the  "Morse  Stave  Mill." 

Fourteenth,  half  mile  below,  "  Woodcock  Mill ;"  saw  and  ra: 
cabinet  shop. 

The  Fifteenth  not  specified. 

The  lay  of  the  land  on  the  main  river  very  convenient  far  r^ 
location  of  mills.  Abundant  rocks  suitable  for  dams  and  -:  • 
constructions. 

Market,  Belfast,  ten  miles. 


Skabsport — ^Waldo  County. 

From  Selectmen's  Betums. 
Bight  Fowera. 

On  Big  Meadow  stream  and  Half  Way  stream,  all  small. 

Power  nearly  all  improved ;  one  grist,  two  flouring,  two  etsT^ 
three  shingle,  and  various  saw  mills. 

Privileges  owned  by  the  "  Mill  Company,"  and  private  (dr>| 
in  town.  Underlying  rock,  granite,  and  good  for  building  f  r 
poses.    Market,  at  home. 

Sbbaoo — Cumberland  Couktt. 

Statement  of  S.  R,  Porter,  Esq. 
Six  Powers. 

First;  at  the  outlet  of  Peabody  pond,  formerly  saw  mills.   S 
used  now. 

Second,  one  and  a  half  miles. below,  "Folly  Privilege,"  m" 
formerly.     Not  in  use  now. 

Third,  two  and  half  miles  below,  the  site  of  the  "Liberty  MD 

Fourth,  one  mile  below,  the  site  of  the  old  "  White  Mill." 

Fifth,  half  a  mile  below,  "Fitch's  Mills,"  saw  and  flour. 

Either  of  these  five  falls  has  power  enough  to  run  a  sawmill  ci^ 
months  in  the  year ;  six  months  in  the  year  there  is  power  eoid 
to  run  eight  saw  mOls. 

Peabody  pond,  the  reservoir  of  the  foregoing  powers,  has  a&  a 
of  1.50  square  miles. 
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Sixth,  a  small  power  on  the  outlet  of  Brown's  pond,  grist  and 
shingle  mill.  Power  enough  more  than  half  the  year  to  run  a  good 
grist  mill. 

Sebeo — Piscataquis  Countt. 
From  the  Returns  of  Augustus  Williams^  Esq.,  and  others. 

Two  Powers. 

First,  at  the  foot  of  the  lake,  "Sebec  Village  Power,"  18  feet 
fall  in  25  rods ;  woollen  mill,  4  sets  machinery,  saw,  clapboard, 
shingle  and  lath  mills,  carriage  shop,  etc.  Mills  operate  all  the 
year.     Not  half  of  the  power  used. 

Second,  two  miles  below,  "  Half  Mile  Rips,"*fall  25  feet  in  half 
a  mile.     Unimproved. 

The  above  powers  are  fed  by  Sebec  lake,  the  area  of  which 
according  to  the  maps  is  not  less  than  14  square  miles,  but  which 
is  judged  fully  18  square  miles,  and  by  20  or  more  ponds,  the  com- 
bined area  of  which  is  certainly  equal  to  that  of  the  lake. 

A  head  of  six  feet  on  the  lake,  at  14  square  miles  area,  would 
furnish,  ten  hours  per  day  for  the  year,  432  horse-power  gross  on 
the  upper  fall,  and  600  on  the  lower,  or  41,280  spindles  on  both. 
The  storage  could  however  be  used  in  six  months  or  less,  the  natu 
ral  run  sufficing  for  the  rest  of  the  year,  thus  doubling  or  trebling 
the  power.  The  power  can  be  still  further  augmented  by  the  use 
of  the  other  lakes  and  ponds  for  reservoirs.  The  capacity  of  these 
lakes  and  ponds  can  be  increased  greatly. 

The  water  of  the  lake  is  so  warm  that  the  wheels  need  no  pro- 
tection from  the  cold ;  the  water  in  the  pond,  for  a  half  mile  above 
the  dam,  seldom  freezes  over,  and  never  remains  frozen  but  a  few 
days  at  a  time.     No  damage  from  freshets. 

Underlying  rock,  a  hard  "blue  rock,"  suitable  for  rough  con- 
structions ;  the  lay  of  the  land,  at  both  privileges,  is  as  good  as 
could  be  desired ;  nearly  all  the  basin  of  the  stream  is  covered 
with  woods.  "  Where  our  village  stands,  a  forest  would  probably 
have  stood,  but  for  our  water-power." 

Market,  Bangor,  by  road,  and  in  fall  1869,  by  rail  from  Dover. 

Sedgwick — Hancock  County. 

From  Selectmen's  Eetums. 
Five  Powers. 

First,  at  the  outlet  of  Frost  pond ;  saw,  stave  and  shingle  mills. 
Second,  on  Thurston's  brook ;  a  saw  mill. 
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Third,  on  Black  brook,  the  outlet  of  Black  pond ;  a  saw  si 

Fourth,  on  Gamp  stream,  a  saw,  shingle  and  stave  milL 

Fifth,  grist  mill  on  Sargent's  stream. 

Sixth,  a  saw  and  stave  mill,  also  a  grist  mill,  driyen  bjt 
power,  on  Benjamin's  river,  a  valuable  power. 

Only  the  tide  mills  dperate  all  the  year,  water  being  too  Inv  i 
part  of  the  year  at  the  others.     Some  of  the  powers  cool: 
much  improved  by  raising  the  dams  at  the  outlets  of  the  poiidi 


ShAPLBIGH — ^TORC   COUNTT. 

From  Selectmen's  Betums. 

[See  alio  «« ^ewfiald  ud  Shaplelgh."] 

Four  Powers. 

First,  "Emery's  Mills,"  on  Monsam  river;  fiill  14 feet;  sst 
shingle  and  planing  mills;  mills  operate  or  can  operate  all  u: 
year.  A  good  site  for  a  factory  as  there  is  abundant  water,  c.i 
stant  at  all  seasons,  perfectly  manageable  and  safe  from  freshet? 

Fourth,  near  Emery's  mills,  not  occupied ;  abundance  of  f  ■ 
stone ;  lumber  sufficient  for  building  purposes. 

Market,  Wells,  the  nearest  railroad  station  now,  distance . 
miles.  The  Portland  &  Bochester  Railroad  now  building  whi: 
three  miles. 

Sherman — Aroostook  County. 

[Ooldan-Ridgo  Ptentatlon  od  the  State  Map.] 

From  Selectmen's  Returns, 
Three  Powers. 

First,  "  Upper.  Falls,"  Molunkus  stream,  fall  10  to  U  fef. 
unimproved. 

Second,  "  Centre  Falls,"  Molunkus  stream,  10  to  14  feet  fa! 
single  saw  and  grist  mill. 

Third,  "Lower  Falls,"  "improved,"  but  not  stated  how;  &I 
10  to  14  feet. 

These  powers  work  about  eight  months  in  the  year.  A  dar. 
the  Upper  falls  might  flow  a  large  bog  eight  feet,  and  secure  va? 
enough  for  the  whole  year.  Range  from  lowest  to  highest  watr 
four  feet.  Rock,  slate ;  nine-tenths  of  the  basin  of  the  sties: 
covered  with  forests.  The  improvement  of  the  power  has  ^^ 
75  per  cent,  to  wealth  and  population  of  the  place. 

Market,  Bangor,  by  boat  and  road. 
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ShIBLKT — PiSOATAQms   OOITNTT. 

From  Selectmen's  Beiums  and  a  Flan  of  0ie  Streams. 

l?ower8« 

irst,   "  Hulling-Machine  Falls/'  on  the  west  branch  of  the 

ataqitis,  a  mile  and  a  half  above  the  south  line  of  the  town ; 
28  feet  in  20  rods.     Unimproved. 

?cond,  "Hale  Falls/'  above,  about  midway  the  town,  fall  25 
in  four  rods.     Unimproved. 

hird,  above,  one  and  a  half  miles,  "  Bog  Falls.''  Unimproved, 
ourth,  "  Buck-Basin  Falls,"  on  the  east  or  north  branch  of  the 
^ataquis,  about  a  mile  above  the  south  line  of  the  town  ;  fall 
ieet  in  one  rod.     Unimproved. 

ifth,   *' Falls,"  above,  about  midway  the  town.     Unim- 

►^ed. 

ixth,  "  Shirley  Mills  Falls,"  above,  at  the  village ;  fall  40  feet 

0  rods. 

housands  of  acres  of  bog  can  be  flowed  by  means  of  dams, 

iring  a  vast  supply  of  water.     The  fall  being  so  great  an 

lense  amount  of  power  can  be  realized.     Considerable  ponds 

*,'  above,  that  can  be  used  for  storage. 

^ocks,  slate,  and  good  for  building.     Land  level  about  all  the 

i  and  convenient  for  location  of  mills. 

f  arket,  Bangor,  60  miles  by  road.    Town  free  from  debt;  school 

i  of  $3,000. 

Sidney — Kennebec  County. 

From  Selectmen's  Beiums. 

irteen  Fowersy  and  Moro. 

4rst  and  Second,  on  Dyer  brook ;  good  mill  sites ;  one  ten  feet 

,  the  other  17;   saw  and  shingle  mill  on  the  latter;    300,000 

igles  and  100,000  of  boards ;    Blake  wheel,  24  horse-power. 

i  other  site  has  never  been  occupied.    Brook  fed  by  Ward's 

id,  three-fburths  by  three^eighths  miles ;   at  the  outlet  a  dam 

t  commands  all  the  water  to  the  depth  of  11  feet. 

?hird  and  Fourth,  on  branches  of  Lovejoy  stream ;   saw  mill 

)B,  fall  10  or  12  feet ;  unoccupied. 

•'iflh  to  Tenth,  inclusive,  on  Lovejoy  strean^i^  fell  10  to  20  feet 

jh ;  only  one  or  two  have  been  occupied.    One  within  75  rods  of 

1  Kennebec  river,  has  a  fall  of  20  feet  or  more,  and  would  cut 
m  200,000  to  500,000  boards  annually. 

27 
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Elevenih,  on  the  Thayer  brook;  formerly  saw  mill;  kag£j 
amount  of  fall  desirable,  could  cut  from  150,000  to  200,00d  he{  s 
lumber  annually. 

Twelfth,  Thirteenth,  etc.,  on  the  Delano  brook;  raiU  ^itew::: 
falls  sufficient  for  any  purpose,  formerly  a  saw  mill  on  one. 

Streams  are  affected  by  drouths  in  summer,  except  the  Dyer. 


Skowhegan — Somerset  Countt. 

The  Staiement  of  WiUiam  Pkilbnok, 

Four  Powera, 

First,  "  Skowhegan  Falls,"  on  the  Kennebec 

Height  and  Formation.— The  total  fall  is  28  feet iaWf a nJ^i 
considerable  proportion  of  which  is  perpendicular,  wtt^ffri^^ise 
below.     The  fall  can  be  increased  by  dams  as  may  iicr||B|mr€>i 

An  island,  the  head  of  which  is  at  the  crest  of  thettly  &^^ 
the  river  into  two  channels,  and  serves  at  once  as  %iBi|||Bltf  piet 
the*  sections  of  the  dam  and  as  sites  for  mills,  Tbe  Mtom  c^  ^' 
river  is  solid  ledge,  as  are  also  the  banks,  both  .of  wKida&d  ^i 
the  bordering  main  land.  Various  masses  of  rodk  Vf9m  tiie  trJ 
•of  the  fall  project  in  such  a  manner  as  to  support  the  dm  and  ix^- 
.it  of  impregnable  strength. 

Lay  of  the  Land. — The  general  disposition  of  lhr^<l  ^''- 

'fhe  falls  is  only  moderately  favorable  for  the  Innrtiim  of  mil^; 

some  of  the  sites,  however,  are  in  their  natural  stato,  good :  iii 

iroom  for  all  structures  that  may  be  needed  for  the  ne  of  all  ti:^ 

ipower,  can  be  secured  by  canals  or  by  shafting.    The  rock  is  fA 

able  for  dams,  foundations  and  other  coarse  work. 

Volume  of  Water,  and  Power. — If  the  minimum  Tolume  of  vsk 
available  at  this  point  in  a  drouth,  be  assumed  to  be  35  per  rrn 
less  than  at  Augusta,  or  110,500  cubic  feet  per  minute  for  11  b<x> 
a  day,  the  gross  power  of  the  fall  for  the  hours  specified,  in  a  sert^ 
drouth,  is  5,852  horse-powers,  or  234,000  spindles. 

The  enormous  increase  of  power  that  can  be  had  upon  tif^  : 
available  reservoirs  may  be  seen  upon  reference  to  Part  II,  pii^ 
04-9.  The  storage  of  the  reservoirs  is  now  used  almost  exclasirnT 
for  log-driving  purposes.  Not  over  half  of  the  power  at  presrs 
available  is  employed. 

Incidentals. — ^Bricks  of  the  best  quality  are  made  close  at  b^- 
liumber  is  furnished  by  tHe  river  in  unlimited  quantities.  T-* 
population  is  almost  exclusively  agricultural,  and  would  krty-^ 
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itives  of  the  best  class  in  any  desired  number.  The  town  is 
atural  centre  of  trade  for  all  upper  Somerset,  and  for  a  part  of 
din  and  Piscataquis  counties,  and  now  commands  a  large  and 
ly  increasing  wholesale  and  retail  trade.  It  is  the  terminus 
3  Portland  &  Kennebec  Railroad,  extensions  of  which  into  the 
lor  will  further  increase  the  business  of  the  place. 
provementH. — The  "North  Channel  Dam"  runs  from  the  upper 
)f  the  island  to  the  north  bank,  (the  river  at  this  point  runs 
and  west)  being  planted  on  the  solid  ledge  crest  of  a  natural 
Its  cost  is  quite  insignificant,  the  fall  being  nearly  all  natural. 
8  north  end  is  a  large  brick  flour  mill;  $82,000;  Messrs. Tuttle, 
er  &  Co.,  with  power  and  sites  for  a  large  amount  of  machinery, 
by  locating  mills  and  shops  over  the  power,  and  by  shafting 

■ 

1  to  lots  adjoining,  high  and  dry  from  any  risks  from  freshets. 
;  the  south  end  of  the  dam,  on  the  island,  which  is  also  in  the 
re  of  the  viUage,  there  are  now,  circular,  clapboard,  shingle 
lath  machines ;  Weston  and  Baker ;  run  all  the  year  on  hem- 
,  and  all  kinds  of  hardwood,  which  is  hauled  in  from  the  sur- 
ding  country,  and  pine  timber  from  the  lake  (Moosehead)  and 
ims  above;  $35,000.  A  carding  and  cloth-dressing  mill; 
srs.  Stinchfield ;  who  design  manufacturing  cloths,  in  addition 
leir  other  business.  An  old  flour  mill,  owning  a  large  amount 
Dwer,  now  partly  used  for  a  bedstead  factory ;  Weston  and 
ley;  $5,000. 

le  mills  on  the  island  are  all  on  a  natural  canal,  extending 
agh  the  upper  end  of  the  island,  walled  in  by  native  rock,  and 
tying  below  the  falls.  These  privileges  are  very  desirable  in 
J  particular,  are  safe  from  freshets,  and  contain  a  large  amount 
nem  ployed  power,  which  can  be  used,  like  that  on  the  north 
,  by  shafting  running  inland. 

le  north  channel  dam  turns  the  water  down  the  south  side  of 
island,  at  the  foot  of  which  the  "  South  Channel  Dam"  crosses 
olid  ledge  to  the  south  shore,  with  a  gateway  conveying  the 
3r  down  the  south  shore  by  a  side  dam  and  wall. 
Q  the  north  end  of  the  dam,  on  the  island,  a  bedstead  factory ; 
00 ;  f.  Turner.     On  the  south  end  and  on  the  wing  dam  and 

are  the  following  mills  and  shops :  First,  building  100  by  40 
r  three  stories  high,  Abba  Abbot,  planing  mill ;  $4,000;  and  for 
ding  slate  rock  for  paint  for  oil  cloth  manufacture.    This  prop- 

isliow  in  the  market  for  sale.  Also  another  planing  mill,  door, 
i  and  blind  factory ;  H.  K  White ;  $20,000 ;    a  custom  flour 
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mill ;  a  paper  mill ;  B.  £.  LyoD  &  Co.;  $100,000 ;  a  skate  and 
chisel  factory,  running  ten  trip  hammers,  lathes,  drilling  xnachiDes, 
grindstones,  &c.;  G.  A.  Williams  &  Oo.;  $50,000;  an  axefactoiy, 
running  eight  trip  hammers,  grindstones,  &c.;  Steward  WDliaifis 
&  Co.;  $75,000;  also  another  axe  factory,  Bamet  Wharff,  running 
two  trip  hammers,  grindstones,  ftc;  $15,000;  large  foundir, 
(building  of  stone)  and  a  first-class  machine-shop  owned  by  S.  L 
Gould  &  Co.,  fitted  up  with  lathes,  planers,  drills,  Ac,  for  the 
manufacture  and  repair  of  all  kinds  of  machinery,  and  the 
manufacture  of  the  Oould  water-wheel,  which  is  used  in  most  ^ 
the  mills  and  shops  in  the  town. 

At  the  "  Basin,'^  a  short  distance  below  the  mills,  an  unanrpaseed 
site  for  improvement  now  lies  vacant.  At  this  point  canals  can  be 
constructed  with  ease,  and  mills  located  advantageously,  the  banks 
of  the  river  being  in  all  respects  well  formed  for  improvement. 

Second,  Third  and  Fourth,  on  the  Wesserunsett  stream ;  occt}- 
pied,  one  by  a  tannery,  and  one  by  two  saw  mills,  which  operate 
fall  and  spring ;  these  will  run  small  machinery  all  the  year. 

SmITHPIELD SOM^RSBT   CoUOTY. 

From  Selectmen's  Returns. 
One  Power. 

On  "Oreeley's  Mill  Stream ;"  eight  feet  head;  dam  flows  £&st 
pond,  which  covers  2.50  square  miles. 

Saw,  lath,  shiAgle,  and  carding  machinery ;  mOls  operate,  o^ 
can  operate,  three-fourths  of  the  year.  The  mills  are  thougl^* 
capable  of  sawing  150,000  short  lumber  and  500,000  long  pet 
annum.     Two  Oould  wheels  used,  excellent,  the  others  worthies? 

Range  of  water  about  five  feet.  Power  has  recently  pass^^ 
into  new  hands,  ''  and  it  is  hoped  will  now  be  of  some  benefit  ui 
the  town.'' 

Market,  at  home  and  adjoining  towns. 

Smyrna — Aroostook  County. 

Statement  of  T.  B.  Stewart,  Esq. 
One  Power. 

On  the  east  branch  of  the  Mattawamkeag  river,  a  good  privileg*f . 
formerly  a  mill ;  the  dam  made  about  nine  feet  head ;  dam  dc-^ 
gone,  mill  6ut  of  repair.  It  is  the  only  privilege  in  town,* and  :- 
regarded  as  a  very  valuable  one. 
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Solon — Somirbkt  County. 

From  a  SUUement,  and  a  Plan  of  ihe  Yearns  furnished  by  Joseph 
P.  BvjeweU,  MiUwrigfU,  Endorsed  by  the  Selectmen. 

[See  alM  •<  Bmbden  and  Solon.''] 

Nine  Powers. 

Five  on  Fall  brook,  a  rapid  stream  with  steep  banks,  four  rods 
in  width  when  full,  with  solid  ledge  bottom  and  banks,  which 
empties  into  the  Kennebec  river  at  Solon  village,  falling  100  feet 
In  one-fourth  of  a  mile.  At  the  head  of  the  falls  a  reservoir  dam 
about  eight  feet  high  flows  the  stream  back  about  a  mile  through 
the  plain  which  borders  the  Kennebec  river,  upon  which  Solon 
irillage  is  located. 

The  falls  average  about  20  feet  each  and  are  nearly  equi-distant 
from  one  another.  Each  will  give  a  power  of  20  horses  for  10 
liours  a  day  in  the  time  of  drouth,  with  very  few  exceptions,  by 
the  use  of  a  high-breast  pitch-back  wheel,  provided  the  dams  are 
kept  tight  and  the  water  is  used  with  discretion. 

In  proof  of  the  power  and  durability  of  the  stream  the  results  of 
ictual  trial  in  a  single  case  are  given :  A  grist  mill,  with  four 
runs  of  stones  and  all  the  apparatus  for  flouring,  was  driven  by  a 
ligh-breast  wheel  eighteen  feet  in  diameter,  with  four  feet  and  two 
nch  elbow  buckets,  measured  inside  the  rims,  and  a  twelve-inch 
jhroud,  and  ground  for  each  of  seven  successive  years  20,000 
bushels  per  year.  "  We  never  lacked  for  water  during  the  whole 
)eriod  of  seven  years,  and  in  our  opinion  the  same  may  be  done 
igain  if  the  dams  are  kept  tight  and  the  same  care  and  attention 
ire  again  given." 

There  are  several  other  privileges  in  the  town  of  Solon,  on  small 
;treams  where  sufficient  power  to  drive  an  up-and-down  saw  some 
hree  or  four  months  in  a  year  may  be  had  at  small  expense,  as 
bllows : 

Sixth,  on  Baker  pond  brook,  in  the  northeast  corner  of  the  town. 

Seventh,  at  the  southeast  corner. 

Eighth,  now  occupied,  on  Michael  stream,  three  miles  or  more 
last  from  the  village,  where  a  saw  mill  and  lath  machine  are  now 
un  at  good  advantage. 

Ninth,  a  mile  below  this,  in  a  dense  forest,  a  beautiful  water- 
all,  where  at  a  very  small  expense  some  26  feet  perpendicular  fall 
aay  be  obtained,  and  a  few  rods  above  some  40  or  60  acres  of 
leadow  land  may  be  flowed,  forming  a  reservoir  sufficient  to 
ustain  a  mill  of  eight  or  ten  horse-powers  some  six  months  or 
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more  per  year,  and  some  seasons  giving  a  constant  supply  the 
year  round.  It  is  about  three  miles  distant  from  Solon  village,  in 
a  southeast  direction,  near  the  centre  of  the  town,  on  Michael 
stream,  and  is  surrounded  with  lumber  sufficient  to  wear  out  one 
mill  or  more. 

The  power  on  Fall  brook  is,  as  a  whole,  only  partially  occupied; 
if  suitably  improved  it  would  do  a  great  amount  of  business  and 
give  employment  to  a  large  number  of  hands. 

Solon,  with  400  inha]bitants,  two  meeting-houses,  schools,  lo 
stores,  etc.,  is  a  centre  of  trade  for  several  towns  ;  has  a  first^las^ 
grist  mill,  various  saw  mills,  a  cloth-dressing  mill,  tannery,  etc. 
and  is  one  of  the  most  beautiful  villages  in  the  Kennebec  valley. 

It  is  the  terminus  of  the  Somerset  railroad  now  constructing. 

SoiiERViLLE — Lincoln  County. 

From  Selectmen* 8  Betums. 
JSdne  Powers. 

Two  on  Travel  stream,  stave  and  shingle  mills. 

Three  on  Lovejoy  stream,  upon  each  of  which  there  have  been  saw 
mills;  only  one  of  these  is  now  in  operation,  there  notbeing^  sufficient 
lumber  to  employ  all  three.     Would  saw  100,000  of  lumber  yeariy. 

Three  on  small  streams,  shingle  machines. 

One  on  Sheepscot  river,  fall  12  feet  in  50  rods ;  properly  managed 
with  a  tight  dam  it  would  saw  200,000  of  boards  per  annum  and 
keep  the  grist  mill  upon  it  in  operation  throughout  the  year.  Grist 
mill  has  three  runs  of  stones. 

The  stream  is  connected  with  the  Patricktown  pond  a  mile  long 
and  half  a  mile  wide,  in  the  town,  and  with  the  various  ponds  abort 
in  other  towns.  The  outlet  of  Patricktown  pond  can  be  lowered 
eight  or  ten  feet  by  blasting,  and  for  $1,000.  This  would  injure  n 
mill  privilege.  The  pond  cannot  be  raised  more  than  2  feet  abotr 
its  present  height  without  considerable  damage.  The  mill  pond  L* 
two  miles  long  and  half  a  mile  wide.  Freshets  harmless  by  reasoc 
of  the  size  of  the  pond. 

Rocks  suitable  for  mill  purposes  close  at  hand. 

Market,  the  Kennebec  towns  and  Portland,  by  road  and  rail. 

South  Berwick — ^Yobk  County. 
From  the  Returns  of  Edward  8,  Goodwin,  JSsq, 
Three  Powers. 

First,  "Quamphegan  Palls,"  on  the  Salmon  Falls  river,  whi.^ 
here  meets  the  tide-waters  of  the  Piscataqua. 
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The  falls  are  owned  and  occupied  by  the  Portsmouth  Company, 
whose  works,  besides  other  necessary  buildings,  consist  of  a  four- 
story  brick  cotton  mill  of  about  7,000  spindles,  using  about  1,300 
bales  of  cotton,  and  turning  out  annually  about  2,000,000  yards  of 
cotton  sheetings. 

This  company  was  incorporated  in  1831,  and  the  factory  erected 
and  put  in  operation  in  1832,  since  which  time  the  hydraulic  power 
of  the  company  has  been  greatly  enlarged  by  the  erection  of  a  sub- 
stantial dam,  raised  11  feet  higher  than  the  old  dam,  and  275  f^et 
in  length,  giving  a  head  and  fall  of  19  feet  above  high  water  mark 
in  the  Piscataqua  river  at  ordinary  high  tides,  and  affording  a  sur- 
plus power  sufficient  to  drive  20,000  additional  cotton  spindles. 

This,  the  main  branch  of  the  Piscataqua  river,  naturally  afforded 
a  copious  supply  of  water;  but  its  hydraulic  power  has  been 
immensely  augmented  by  the  operations  of  the  Great  Falls  Manu- 
facturing Company  on  the  river  and  its  branches,  thus  insuring  an 
ample  supply  of  water  at  all  seasons  of  the  year.  See  pages  149- 
150.     The  power  is  used  only  in  part. 

Second,  "  Newichawanick  Falls,"  on  Great  Works  river,  about 
a  mile  above  its  conflux  with  the  Salmon  Falls  river.  The  total 
height  of  the  fkll  is  60  feet ;  the  descent  is  divided  into  three  pitches 
by  as  many  dams ;  upon  these  dams  are  two  woollen  mills  with  10 
sets  of  machinery,  and  one  saw  mill. 

The  power  is  reckoned  equal  to  600  horse.  The  supply  of  water 
is  ordinarily  good.  The  river  is  connected  with  several  small  ponds. 
Privilege  and  improvements  owned  by  the  Newichawanick  Com- 
pany.   The  power  is -not  all  used. 

Third,  at  the  junction  of  the  Great  Works  and  Salmon  Falls 
rivers,  "  Yeaton's  Mills ;"  dam  17  feet  high ;  saw  mill,  grist  mill, 
plaster  mill ;  power  estimated  at  250  horse.  Power  used  only  in 
part  and  superior  facilities  for  further  improvements. 

The  above  privileges  are  situated  in  close  proximity  to  the  Boston 
and  Maine,  Portland,  Saco  and  Portsmouth,  and  the  Great  Falls 
and  Conway  Railroads,  and  have  accordingly  superior  facilities  for 
transportation. 

SouTHPOBT — ^Lincoln  Countt. 

Statement  of  Selectmen, 
Two  Powers. 

Qoth  are  tide  powers.  One  is  capable  with  improved  machinery 
of  running  two  saws  and  a  grist  mill,  the  other  with  the  best 
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machinery  will  operate  a  saw  mill  and  grist  mill.     Neither  u 
improved. 

South  Thomaston — Knox  County. 

From  Selectmen's  Betums. 
One  Power. 

The  "  Weskeag  River  Tide  Power ;"  width  of  stream  at  the  mfll 
is  320  feet ;  power  estimated  at  about  400  horse. 

A  good  stone  dam ;  grist,  stave  and  heading  mill  in  operation : 
grist  mill  could  grind  50,000  bushels  per  annum.  The  stave  mill 
and  heading  machine  employ  eight  men  and  saw  four  to  five  cords 
wood  per  24  hours ;  1,200  cords  wood  about  one  year's  stock. 

Mills  run  the  year  round,  and  less  than  half  the  power  is 
improved.  Machinery  is  of  good  construction ;  the  wheels  are 
iron,  of  the  Union  patent. 

Power  owned  by  the  Weskeag  Mill  Company,  and  all  or  a  part 
for  sale,  or  the  balance  of  the  power  not  occupied.  The  dam 
ponds  the  water  back  two  miles,  pond  covers  about  200  acres. 

Quarry  of  granite  easy  of  access  by  land  or  water,  ^od  for 
building  purposes ;  very  convenient  location  for  mills  and  shops. 
Vessels  can  come  alongside  the  mill  and  discharge  cargo.  A  good 
chance  to  put  in  a  flour  mill  and  good  market  to  sell  in..  The 
product  of  the  stave  and  heading  machine  for  the  past  year  is 
about  $22,000.  The  stave  mill  and  heading  machinery  are  new, 
and  have  furnished  a  large  amount  of  business  to  residents. 

Market,  Rockland,  by  water  or  land. 

• 

Springfield — Penobscot  County. 
Four  Powers, 

First,  **  Blanchard's  Mill,'^  on  west  branch  of  Mattakeuni 
stream,  fed  by  two  ponds. 

Second,  on  Mattagordus  stream,  "Trask's  Mill,''  two  small  ponds. 

Third,  saw  mill,  on  a  branch  of  Mattakeunk  stream,  small  pond 
at  the  village. 

Fourth,  below,  grist  mill. 

Standish — Cumberland  County. 
From  Selectmen's  Returns. 

[See  also  "  Liinington  and  StaDdiflh,''  and  "  SUndish  and  Windham.'^ 

Seven  Powers. 

First,  "  Paine's  Mill,''  on  the  outlet  stream  of  Great  Watchic 
pond ;  fall  12  feet. 
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Second,  ''Bich's  Mill/'  on  a  brook  tributary  to  the  Sebago 
pond ;  fall  14  feet. 

Third,  "  Dow'b  Mill,"  on  Josey's  Brook ;  fall  12  feet. 

Fourth,  "Dresser's  Mill,"  on  Josey's  brook  ;  fiobll  10  feet. 

Fifth,  "  Shaw's  Mill,"^  on  Shaw's  brook. 

Sixth,  "  Moody's  Mill,"  on  Stickey  river ;  fall  8  feet. 

Seventh,  "  Blake's  Mill,"  on  Josey's  brook ;  fall  10  feet. 

The  above  powers  are  all  small,  the  chief  powers  being  upon  the 
boundary  rivers  of  the  town. 

The  total  production  of  all  the  mills  in  Standish,  including  those 
upon  the  Saco  and  Presumpscot,  is  in  value  not  far  from  $300,000. 

Rock,  granite ;  lay  of  the  land,  about  the  chief  falls,  excellent ; 
three-fourths  of  the  basin  of  the  streams  covered  with  woods. 

Standish  and  Windham — Cumberland  County. 
From  the  Statement  of  W,  H.  White,  Esq,,  of  W&ndham, 

[See  alio  "  Standiah,"  and  <*  Wifidham."] 

Foxir  IPowers. 

These  are  all  valuable,  being  situated  on  Presumpscot  river,  the 
outlet  of  Sebago  lake. 

First,  "  Wescott's  Falls,"  at  the  outlet  of  the  lake,  fall  14  feet ; 
an  excellent  power.  Controls  the  delivery  of  the  lake.  Unim- 
proved on  the  Windham  side,  improved  on  the  Standish  side  by 
double  saw  mill,  and  powder-keg  factory.  Owned  by  William  H. 
Jackson,  Salem,  Mass. 

Second,  "Eelweir  Falls,"  below,  12  feet  fall.  Unimproved. 
Owned  on  the  Standish  side  by  Levi  Wescott,  and  on  the  Wind- 
ham side  by  H.  Proctor. 

Third,  "Hubble  Falls,"  eight  feet  fall,  owned  on  the  Windham 
side  by  S.  D.  Page,  on  the  Standish  side  by  Levi  Wescott. 
Unimproved. 

Fourth,  "  Steep  Falls,"  12  feet  fall,  owned  on  the  Windham 
side  by  J.  Mabry,  on  the  Standish  side  by  John  Lindsey.  Unim- 
proved ;  has  been  occupied  by  saw  mill ;  dam  on  the  same. 

For  an  account  of  the  reserve  capacity  of  the  lake  tributary  to 
the  above  powers,  see  pages  143-44,  Part  II,  of  this  Report. 

Starks — Somerset  County. 
From  Selectmen's  Returns,  and  a  Plan  of  the  Streams, 

[See  also  '*  Heroer  and  Starks."] 

Five  Powers,  and  More. 

First,  on  Lemon  stream,  at  the  village,   ''Sawyer's  Mills;" 


426  WATBR  POWBR  OV  MAIKB.  [Past  HI. 

200,000  boards,  200,000  sbingles,  besides  laths  and  pickets ;  grind 
5,000  bushels  grain ;  could  grind  25,000  bushels.  Operate  11 
months  of  the  year  for  grinding ;  for  sawing,  spring  and  fall ;  flEdl 
five  feet  in  five  rods. 

Second,  ''Lemon's  Mills,''  on  Lemon  stream;  four  feet  &11  in 
four  rods. 

Third,  on  the  same  stream. 

Fourth  and  Fifth,  on  Chase's  brook. 

Several  others  on  the  above  streams,  not  occupied.  The  &11  is 
rapid,  for  a  considerable  distance,  at  each  of  the  privileges.  The 
streams  are  much  swollen  by  freshets. 

Suitable  stone  for  building  ;  "blue  ledge."  Land  on  the  falls, 
level  and  dry.  Small  part  of  basin  covered  with  woods.  Mills 
have  been  profitable  to  the  owners,  and  extremely  convenient  for 
the  public ;  villages  have  sprung  up  around  them. 

Market,  Skowhegan,  by  road,  and  home. 

Stetson — Penobscot  Cotjntt. 

From  the  Statement  of  J,  D.  Maxfield,  Esq. 

Seven  Powers. 

Three  on  the  outlet  stream  of  Stetson  pond,  which  covers  about 
2.50  square  miles,  and  supplies  abundant  water  to  the  several  privi- 
leges the  year  through.  The  power  is  perfectly  exempt  from 
damage  by  freshets  or  inconvenience  from  rise  of  water. 

First,  (below  the  bulkhead)  shingle  mill,  26,000  per  day,  1,600,- 
000  manufactured  this  year ;  head  eight  feet. 

Second,  40  rods  below,  saw  and  grist  mill ;  2,000,000  feet,  board 
measure.  Four  runs  of  stones ;  50,000  bushels  of  grain  groond 
yearly ;  head  and  fall  14  feet. 

Third,  unimproved,  about  60  rods  below  the  Second,  fall  14  feet. 

Fourth,  saw  and  shingle  mill,  water  four  or  five  months ;  13  feet 
head. 

Fifth,  half  mile  below,  12  feet  head ;  unoccupied. 

Sixth,  shingle  mill,  seven  or  eight  months ;  10  feet  head. 

Seventh,  good  power  for  eight  months  on  Buzzell  stream  ;  unoc- 
cupied ;  10  or  12  feet  head. 

Steuben — WAsmNGTON  County. 

From  the  Rebwms  of  J,  D,  Parker,  Esq,,  and  a  Plan  of  (he  Streams. 
Eighteen  Powers. 
Fourteen  on  Tunk  river,  which  is  fed  by  ponds,  the  aggregate 
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surface  of  five  of  which  is  not  less  than  six  square  miles,  and  which 
are  all  susceptible  of  improvement  as  reservoirs.  The  river  empties 
into  one  of  the  most  magnificent  harbors  in  the  world ;  has  sufficient 
water  at  low  tide  to  float  the  largest  vessel  ever  constructed,  and 
excellent  and  ample  holding  ground. 

First,  'J  Head  of  Tide  Power,"  a  few  rods  from  the  wharves ; 
eight  feet  head ;  gang  saw  mill,  30,000  of  lumber  per  day. 

Second,  a  short  distance  above,  not  now  occupied ;  formerly  by 
saw  and  grist  mill. 

Third,  a  short  distance  further  up ;  shingle  and  grist  mill  on  a 
wing  dam. 

Fourth,  160  yards  above  tide ;  not  improved.  A  dam,  if  con- 
structed here,  will  flow  about  200  acres.  The  whole  fall  to  the  tide 
is  about  25  feet ;  may  be  made  30  by  a  dam.  By  means  of  a  canal 
the  whple  series  could  be  converted  into  one  large  and  valuable 
power.     A  bridge  here. 

Fifth  and  Sixth,  one  and  a  half  miles  above,  the  "Rips;"  not  now 
improved ;  formerly  a  saw  mill. 

Seventh,  one  and  one-fourth  miles  above,  a  dam;  shingle  mill, etc. 

Eighth,  20  rods  further  up,  a  dam ;  shingle,  stave  and  spool  mills, 
etc.     A  bridge  here. 

Ninth,  a  mile  and  a  half  above ;  not  a  very  good  power,  as  a  great 
length  of  dam  would  be  required. 

Tenth,  outlet  of  Round  pond ;  formerly  a  mill ;  high  banks  on  the 
pond. 

Eleventh,  80  rods  up  the  river;  formerly  a  miU,  now  burned  down. 

Twelfth  and  Thirteenth,  just  above,  eight  feet  head  each ;  no 
improvements. 

Fourteenth,  a  short  distance  above,  the  ''  Lath  Mill." 

Fifteenth,  Sixteenth  and  Seventeenth,  on  Whitten  stream,  west 
part  of  town ;  various  saws  on  each.     Sixteenth  now  out  of  repair. 

Eighteenth,  on  Pinkham's  stream,  a  miU  formerly  at  its  mouth, 
now  gone ;  the  dyke  now  protects  a  marsh.  Power  could  be  used 
for  a  last  or  shovel-handle  factory.  A  meadow  above  can  be  dam- 
med for  reservoir. 

Abundant  stone  near  each  of  the  privileges  for  rough  construe- 
tion,  and  a  quarry  of  beautiful  granite  near  the  mouth  of  Tunk 
river.  A  bed  of  clay,  for  bricks,  at  the  water's  edge;  can  be  put 
directly  from  kilns  into  vessels.  With  one  exception  the  required 
dams  can  all  be  short.     Privileges  can  all  be  bought  very  cheap. 

The  power  is  very  constant  on  Tunk  river,  freshets  of  course 
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harmless ;  total  range  of  water  not  over  four  feet.  There  are  about 
2|600  inches  ander  an  8-foot  head ;  "780  horse-power,  gross,  on  the 
whole  fall  of  30  feet,  or  31,200  spindles ;  if  the  water  were  econo- 
tnieed,  there  would  be  donsiderably  more  the  year  ronnd.  A  small 
proportion  of  the  power  employed.  Wheels,  spiral-vent,  Wakefield 
centre-vent,  a  powerful  wheel ;  Atkins  wheel. 

Town  will  exempt  from  taxation  for  ten  years  $50,000  invested 
in  manufactories. 

Market,  all  points,  by  sea. 

Stockton — Waldo  County. 

From  SeUctmen^B  Bebima, 
Three  Powers* 

First,  the  "  Tide-Mill  Power,''  at  Stockton  village ;  fell  about 
eight  feet.  Just  completed,  a  saw  mill,  shingle  mill,  block  shop, 
grist  mill,  and-  sash,  door  and  blind  factory.  Much  addition  to  the 
property  and  business  of  the  town  is  anticipated  from  these  im- 
provements. 

Second  power,  "Perkins'  Mill,"  at  Sandy  Point;  stream  small, 
but  never-failing;  a  carding  and  cloth  dressing  establishment  upon 
it ;  fall  eight  feet. 

Third  power,  "Roberts'  Mill,"  on  Seavy  stream ;  fall  eight  feet; 
saw  mill  and  shingle  machine ;  eight  months. 

Stonbham — Oxford  County. 
^atemerU  of  8,  Bvans,  Esq, 

Twelve  FowetSi  or  Here* 

First,  on  the  outlet  stream  of  lower  Stone  pond,  saw,  grist, 
shingle,  stave,  and  clapboard  mills ;  quite  a  large  business  done, 
particularly  in  manufacturing  staves  for  flour  barrels. 

Second,  half  a  mile  west,  on  the  same  outlet,  saw,  stave,  and 
shingle  mill,  can  do  a  large  amount  of  business. 

Third,  one-fourth  of  a  mile  west,  at  the  outlet  of  the  pond,  a  saw 
mill,  an  excellent  power. 

Fourth,  about  two  miles  west,  on  the  outlet  stream  of  upper 
Stone  pond,  shingle  and  stave  miU. 

Fifth,  40  rods  west,  on  the  same  stream,  a  shingle,  stave  and 
bobbin  mill. 

Sixth,  Seventh,  Eighth,  etc.,  in  the  immediate  vicinity  of  the 
above-mentioned ;  unoccupied.    Good  privileges. 

Ninth,  at  West  Stonebam,  on  Beaver  brook,  a  saw  mill. 
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Tenth,  Eleventh,  Twelfth,  etc.,  good  privileges  on  the  above- 
mentioned  stream,  unoccupied. 

The  two  Stone  ponds  have  a  joint  area  of  over  a  square  mile, 
and  are  good  reservoirs. 

Stow — Ozfobd  County. 

From  Selectmen's  Heturna. 
Two  Powers. 

On  Little  Cold  river.  One  fall  ten  feet  in  ten  rods ;  saw  mill  and 
grist  mill.  The  other  fall  seven  feet  in  150  rods ;  shingle  and  clap- 
board mill ;  mills  operate  about  three  months. 

Strong — ^Frankun  County. 

From  Selectmen's  Returns, 
Five  Powers. 

First,  "Pierpole  Falls,''  on  Sandy  river;  fall  12  feet  in  18  rods; 
would  run  two  up-and-down  saws  and  a  gang,  eight  months  of  the 
year;  unimproved. 

Second  and  Third,  on  northeast  branch  of  Sandy  river,  "  Portfer 
Falls,"  ''  Morton  Falls ;"  12  feet  fall  in  20  rods. 

Fourth,  on  McCleary  stream;  fall  as  above;  two  saw,  grist, 
clover,  planing,  batting,  starch,  and  shingle  mills ;  operate  gener- 
ally part  of  the  year,  some  of  them  all  the  year. 

Small  lakes  and  ponds ;  limestone ;  half  of  the  basin  wooded ; 
improvement  of  the  power  has  largely  built  up  Strong  village. 

Market,  Farmington  depot. 

SuLUVAN — ^Hanoock  County. 
From  Selectmen's  Behims. 

Klne  Powersy  or  More. 

First,  etc.,  on  Flander's  stream ;  three  stave,  a  shingle,  and  saw 
mill ;  two  or  three  privileges  not  occupied ;  water  year  round  sup- 
plied by  a  pond ;  head  10  to  20  feet ;  lower  mill  distant  from  salt 
water  about  100  rods ;  lumber  growing  scarce ;  excellent  power 
for  manufacturing  purposes. 

Fourth,  Fifth,  etc.,  on  Morancey  stream ;  carding  and  fulling, 
stave  and  saw  mills.  A  number  of  sites  for  mills  not  occupied ; 
water  low  in  drouth  of  summer. 

Eighth,  on  Oordan's  stream ;  carding  and  fulling  mill ;  water 
most  of  the  year ;  good  privilege  for  light  manufacturing  purposes. 

Ninth,  on  Simpson's  stream;  grist  and  lath  mill  combined;  water 
low  in  dry  weather. 
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SuMNKR — Oxford  County. 
• 

From  Selectmen's  Returns, 

Five  Powers. 

First,  at  Jackson  village,  West  Sumner,  on  the  outlet  of  Pleasant 
pond ;  grist,  saw,  and  shingle  mill,  carriage  factory,  rake  factory, 
and  machinery  for  hand-sleds.  Morton  &  Bates,  who  employ  30 
or  40  men.  Grist  mill  operates  the  whole  year,  the  other  machinery 
not  the  whole  year. 

Second,  "Powder  Mill,"  on  the  west  branch  of  the  Twenty-Mile 
river,  near  the  south  part  of  the  town. 

Third,  on  the  east  branch  of  Twenty-Mile  river,  at  Sumner  .flat; 
grist,  shingle,  and  saw  mills. 

Fourth,  on  the  outlet  of  Labrador  pond ;  saw  and  grist  mill. 

Fifth,  on  the  outlet  stream  of  Shag  pond,  in  the  northwest  part 
of  the  town ;  saw,  grist,  shingle  and  clapboard  mills ;  the  pond  is 
in  Woodstock. 


Surry — Hancock  Countt. 

Fr<ym,  Selectmen's  Statement. 
Nine  Powers.  * 

On  the  outlet  stream  of  the  Upper  and  Lower  Patten's  ponds, 
3,800  acres ;  four  miles  from  the  lower  pond  to  sea-shore,  the 
descent  in  that  distance  being,  as  is  estimated,  212  feet. 

None  of  the  nine  sites  have  a  "head  and  fall "  of  less  than  11 
feet,  and  one  has  a  fall  of  30  feet,  15  feet  of  which  are  perpendicu- 
lar and  at  a  point  where  the  stream  is  but  22  feet  wide.  It  is  easy 
of  access,  and  is  one  of  the  best  unoccupied  privileges  in  the 
State. 

Three  of  the  sites  only  are  occupied,  the  proprietors  not  having 
been  willing  to  sell ;  it  is  now  in  the  market. 

By  constructing  a  dam  some  miles  below  the  lower  pond,  at  the 
foot  of  a  great  meadow,  a  reservoir  at  small  cost  could  be  made 
to  hold  an  unfailing  supply  of  water  during  the  severest  drouth. 

The  storage  of  six  feet  depth  upon  six  square  miles  of  reservoir, 
would  give  over  2,000  horse-power,  gross,  upon  a  fall  212  feet,  for 
the  working  hours  of  the  year,  or  80,000  spindles. 

Patten's  bay,  one  of  the  best  of  harbors,  is  the  outlet  of  said 
stream. 

Hon.  Charles  J.  Abbott,  Castine,  is  the  agent  for  the  proprie- 
tors. 
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Swan's  Island  Plantation — ^Hanoock  Co0ntt. 

From  Assessara*  Retarns, 
Two  Powers. 

First,  on  the  east  side  of  the  island,  formerly  a  grist  mill,  during 
the  rainy  season. 

Second,  at  "  Gold  Harbor ;"  a  tide  power ;  mean  rise  of  the  tide 
12  feet ;  pond  40  acres ;  formerly  grist  and  saw  mill ;  now  vessels 
pass  through  the  dam,  drawing  12  feet  of  water. 

No  part  of  the  power  is  improved. 

SwANviLLB — Waldo  County. 

From  Selectmen's  Retwrns. 
Three  Powers. 

First,  "  Swanville  Mills,"  on  the  outlet  stream  of  Swan  lake 
(Goose  pond  on  the  State  map);  fall  10  feet;  stone  and  cement 
dam ;  saw  mill  owned  by  the  Belfast  Paper  Mill  Company,  and 
worked  only  when  the  paper  mills  need  water,  the  lake  serving  as 
a  reservoir  to  said  mills.  Power  sufficient  to  drive  an  up-and-down 
saw  all  the  year.    The  lake  contains  three  square  miles. 

Second,  "  Nickerson's  Saw  Mill,"  on  Dead  brook ;  fall  seven 
feet ;  operates  six  months. 

Third  "  Mardin's  Privilege,"  on  the  same  stream ;  unimproved ; 
fall  nine  feet. 

No  damage  from  freshets ;  Swan  lake  rises  and  falls  about  four 
feet.    Two  small  ponds,  also,  connected  with  the  streams. 

There  is  no  ledge  near  either  dam ;  dams  are  built  in  "  pin  " 
gravel ;  basin  one-fourth  wooded. 

Market,  Belfast,  by  road. 

Sweden — Oxford  County, 

From  Selectmen's  Statement, 
Two  Powers. 

First,  the  "  Steams  Pond  Privilege ;"  fall  25  feet  in  50  rods ;  the 
power  is  not  improved.  There  is  an  old  dam,  formerly  saw  and 
grist  mill ;  capable  of  running  a  grist  mill  all  the  year  and  a  saw 
mill  half  the  year. 

Second,  "Keyes  Pond  Privilege;"  fall  150  feet  in  76  rods; 
power  not  improved ;  an  old  dam ;  no  buildings ;  estimated  equal 
to  the  First. 

Ponds  could  be  raised  three  or  four  feet  at  trifling  expense. 
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Rocks,  coarqe  granite,  Buitable  for  bailding  purposes ;  lay  of  the 
land  excellent  for  the  erection  of  mills. 

Market,  Portland,  by  Grand  Trunk  Railroad  from  South  Paris. 

Talmadob  Township — Washinoton  Countt. 
Siatement  of  Peol  Tomah  of  Indian  Tot/mMp. 

Several  Powers. 

Located  on  Tomah  stream,  ihe  outlet  of  Tomah  ponds.  The 
ponds  cover  one  to  two  square  miles,  one  is  dammed  and  the  other 
two  can  be  readily. 

Also  on  the  east  Musquash  stream,  the  outlet  of  Musquash 
liftke,  which  covers  1.25  square  miles,  and  is  dammed  seven  feet. 

Also  on  the  west  Musquash  stream,  the  outlet  of  west  Mus- 
quash lake,  which  covers  three  square  miles,  and  is  dammed  four 
feet. 

Large  tracts  of  low  land  on  the  streams  above  the  falls,  which 
can  be  made  great  mill-ponds.  Abundant  water  can  be  had  at  all 
seasons,  and  good  locations  for  dams  and  mills. 

An  excellent  power  on  the  Musquash  stream  about  midway  the 
township,  formerly  used,  mill  now  burned ;  12  feet  fall. 

Taunton  and  Ratnham  Agadext  Grant — Somerset  County. 
Element  of  Heman  Whipple,  Esq.,  of  Solon. 

Three  Powers. 

First,  on  Moose  river ;  fall  10  feet,  half  mile  below  the  lake. 
Enormous  reservoirs  above,  so  that  an  unlimited  supply  of  water 
can  be  had. 

Second,  on  Misery  stream,  about  five  miles  from  the  lake,  a  Mt 
of  eight  feet ;  dam.    Large  lake  above,  dammed. 

Third,  on  Western  outlet,  a  fall  of  eight  feet,  more  fall  can  be 
had  by  a  dam.  Two  or  three  reservoir  ponds.  The  outlet  is 
dammed  at  its  head. 

Temple — ^Frankun  Countt. 

From  Selectmen's  Retuma. 
Five  Powers. 

First,  on  a  branch  of  Temple  stream,  saw  mill,  20,000  a  year, 
might  four  times  that  amount ;  12  feet  fall. 

Second,  on  the  outlet  of  the  Staples  pond,  which  might  be  made 
to  hold  more  water  at  small  expense.  Privilege  not  in  use  now ; 
formerly  threshing  mill. 
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Third,  on  the  main  Temple  stream,  "  Temple  Mills ;"  grist  and 
saw;  fall  11  feet;  gristmill  runs  the  year  round;  sawmill  cuts 
250,000  per  annum,  operates  six  months. 

Fourth,  at  Temple  mills,  a  very  good  priyilege  ;  not  now  used  ; 
formerly  a  starch  factory. 

Fifth,  one-fourth  of  a  mile  below,  grist,  threshing,  rake,  lath, 
shingle,  and  other  machinery ;  fall  12  feet. 

Thomaston — Knox  County. 

Statement  of  the  Selectmen. 
Three  Powers. 

First,  the  "  Lower  Dam,"  on  Mill  river,  grist  and  stave  mills. 

Second,  "  Clark's  Mill,"  two  miles  above,  stave  and  grist  mills  ; 
stream  fed  by  the  Chickawakie  pond. 

Third,  on  Oyster  river,  a  tide  power,  with  a  flowage  back  of 
three  miles,  and  an  average  tide*  rise  of  about  nine  feet ;  width  of 
river  from  100  to  150  feet.  Mills  could  be  run  16  hours  out  of  24. 
By  building  a  dam  15  feet  high,  they  could  be  run  most  of  the 
year  with  fresh  water.     Privilege  not  occupied. 

Thorndike — Waldo  County. 
Statement  of  Joseph  JEKggina,  Esq. 

Three  PowerSy  or  More. 

Small,  operate  only  three  or  four  months  in  the  year,  up-and- 
down  saws,  and  three  shingle  machines. 

Thorndike  TowNsmp — Somerset  County. 
From  a  Flan  in  possession  of  St.  John  Smith,  Esq.,  qf  Portland. 

Six  Powers. 

Four  on  the  Lower  Churchill  stream,  the  outlet  of  the  Churchill 
ponds,  which  cover  about  two  square  miles. 

First,  at  the  outlet  of  the  largest  pond  a  dam  four  feet  high 
might  be  built  to  give  a  head  of  four  feet  over  the  largest  two 
ponds,  there  being  three  closely  connected. 

Second,  at  the  outlet  pf  a  small  pond  half  a  mile  below  the 
above,  a  dam  might  be  built  to  raise  a  considerable  head  of  water 
(the  banks  being  high)  and  flow  a  swamp  surrounding  the  pond ; 
three-fourths  of  a  mile  square  of  reservoir  might  be  secured  at  this 
place.  ^ 

28 


484  WA1SR  powm  or  haire.  \fm^ 

Third,  about  a  mile  below,  a  dan  might  be  btdlt  giviag  %  gcvi 
head  of  water.  There  is  no  pond  at  this  point  or  oppoitamtj  k 
artificial  reservoir  of  much  capacity. 

Fourth,  above  the  falls  at  the  south  line  of  the  town,  ''Cbai 
Dam/'  used  for  log-driving  purposes. 

Fifth,  on  the  "East  Branch"  of  Lower  GhaxehiU  streasiys 
represented  on  the  State  map)  which  enters  the  stream  oortli  e( 
the  centre  of  the  town  and  which  is  fed  by  two  ponds  coTai^ 
together  about  a  square  mile,  at  the  outlet  of  the  upper  posii 
good  site  for  a  dam. 

Sixth,  below,  and  three-fourths  of  a  mile  above  the  month  of  li^ 
branch,  and  at  the  outlet  of  a  second  pond,  a  good  site  for  a  <b 
This  dam  would  flow  a  large  swamp  bordering  the  pond  uA  gr- 

« 

a  large  body  of  water. 

None  of  the  above  dams  would  be  difficult  or  expensirev 
construct. 

The  whole  township  covered  with  valuable  timber. 


ToMHEOAN  Township — SoMESsipr  Countt. 

Statement  of  Hernan  Whipple,  Esq.,  of  Solon. 

Two  Powers. 

Two  or  more  falls  on  Tomhegan  stream.  One  dam.  Stream i^- 
by  Tomhegan  pond,  which  covers  0.50  square  miles.  Pond  as  s 
raised  six  or  eight  feet. 


ToPSriELD — WASmSQTOV  CotrNTT. 

From  Selectmen's  Returns. 

Five  Powers. 

First,  "  Eaton's  Privilege,"  on  East  Mnequash  stream;  laflte: 
and  a  half  feet  in  30  rods ;  fed  by  Musquash  lake,  two  aad&ti: 
by  one  miles ;  not  improved. 

Second,  "Farrer's  Mill,''  on  Farrer's  stream,  the  ontiet^ 
Farrer's  lake  ;  fall  66  feet  in  200  rods ;  a  saw  miH  which  sip^ 
local  demand ;  operates  six  months.    Lake  two  by  one-half  d^ 

A  dam  at  the  outlet  of  Musquash  lake  flows  seven  feet  lb:  iT 
driving  purposes.  Dams  can  be  buOt  cheaply  on  Farrer's  stream 
Total  range  of  water  never  over  three  feet. 

Three  small  powers ;  no  deti^s. 
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TopsHAic — Saoadahoo  County. 
Statement  of  Warren  Johnson,  Esq, 

[See  ftlw  <<Bnixuwiok  and  Toptham."] 

Fotir  Powers. 

On  CathaDce  river;  the  lower  is  of  considerable  size  and  volume, 
the  others  are  small. 

TowNSfflp  No.  4,  R.  3 — Aroostook  County. 

Statement  of  E.  F.  Dinsmare,  Esq,,  of  Island  Falls  Flantation. 

Several  Powers. 

First,  at  the  outlet  of  Mattawamkeag  lake,  judged  equal  in  every 
respect  to  "that  at  Hartland  on  the  Sebasticook.''  The  supply  of 
water  can  be  made  practically  unlimited  for  all  the  purposes  of 
extensive  manulacturing.  Vast  quantities  of  lumber  in  all  the 
region  remain  to  be  worked  up.  The  dam  raises  a  head  of  12  feet. 
The  lake  is  fed  by  a  large  number  of  streams  and  ponds,  and 
receives  the  surplus  drainage  of  a  large  extent  of  country.  It  is  a 
reservoir  of  firstrclass  excellence.  Its  area  is  from  5.50  to  six 
square  miles. 

Second,  Third,  Fourth,  Fifth,  etc.,  situated  at  the  outlet  and  om 
the  outlet  stream  of  Pleasant  lake,  which  covers  3.50  square  miles. 
The  fall  is  not  less  than  80  feet  in  as  many  rods,  affording  sites  for 
the  use  of  the  water  several  times  over.  There  is  a  dam  at  the 
outlet  of  the  lake,  raising  a  head  of  several  feet.  The  lake  can  be 
flowed  many  feet.  It  is  fed  by  large  streams  which  are  themselves 
fed  by  lakes  and  ponds,  and  oan  therefore  be  made  a  reservoir  of 
the  utmost  value. 

Yast  quantities  of  lumber  of  hard  and  soft  wood  remain  in  the 
region. 

All  unimproved. 

TowNsmp  No.  8,  R.  3 — Aboostook  County. 
Statement  of  H,  0,  Eussey,  Esq,,  of  MonOceUo, 

Several  Powers. 

On  the  Meduxnakeag   river.      Small    ponds    for   reservoirs; 
abundant  lumber. 
Unimproved. 
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Townships  Nos.  T  and  *J,  Ranoes  8  and  4 — Aroostook  County. 
Statement  of  W.  H,  Rowe,  Esq.,  of  Masardia. 

Seyeral  Powers. 

On  the  main  inlet,  tributary  to  the  St.  Oroix  lake  at  its  sonth 
end.     Stream  fed  by  two  or  three  ponds  above. 
Not  improved. 

Township  No.  3,  B.  4 — Aroostook  County. 
Statement  of  E.  F,  Dinsinore,  Esq.,  of  Island  FoUb  Plantation. 

One  Power. 

On  the  outlet  stream  of  Caribou  lake,  a  very  fine  privilege,  wiUi, 
"  as  is  reported/'  a  fall  of  20  feet.  **  Several  square  miles  of 
flowage  above"  are  to  be  had.  The  flowage  of  the^  lake  alone,  as 
represented  upon  the  State  map,  would  not  exceed  two  square 
miles. 

Not  improved. 

TowNsfflp  No.  7,  R.  4 — Aroostook  County. 
Statement  of  W,  H,  Bowe,  Esq.,  of  Masardia, 

Several  Powers. 

On  the  Tracy  brook,  the  outlet  stream  of  Tracy  lake.  Said  lake 
covers  1.30  square  mOes  and  can  be  made  a  good  reservoir  by  a 
dam. 

Unimproved. 

Township  No.  8,  R.  4 — Aroostook  County. 
Staiemjent  of  W.  H,  Botoe,  Esq.,  of  Masardis. 

Several  Powers. 

First,  on  the  Masardis  stream,  or  St.  Croix  river  of  the  Aroos- 
took, half  a  mile  below  the  outlet  of  the  St.  Croix  lake.  The  dam 
is  at  the  head  of  the  falls  and  flows  the  lake  three  or  four  feet. 
Stream  fed  by  several  square  miles  of  lakes  and  ponds,  all  of  which 
can  be  used  for  storage. 

Not  improved. 

Second,  Third,  etc.,  on  Howe  brook,  tributary  to  the  St.  Croix 
lake,  on  the  east  side,  about  one  and  a  half  miles  above  the  outlet 
of  the  lake.     Stream  fed  by  Howe  pond. 

Not  improved. 
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Township  No.  9,  B.  4 — Aroostook  County. 

Statement  of  W.  H,  Boioe,  Esq.,  of  Masardis, 

One  Power. 

On  the  Masardis  stream,  or  St.  Croix  river  of  the  Aroostook. 
Stream  fed  by  the  St.  Croix,  Tracy,  and  other  ponds,  all  of  which 
can  be  dammed  for  reservoirs.     Great  supply  of  water. 

Not  improved. 

TowNSfflp  No.  10,  R.  4 — Aroostook  County. 

Statement  of  W.  H.  Eowe,  Esq.,  of  Masardis.^ 

One  Power. 

On  Black-Water  brook ;  five  miles  of  dead  water  can  be  flowed 
three  or  four  feet. 
Not  improved. 

TowNsmp  No.  14,  R.  6 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

Several  Powers. 

The  thoroughfare  at  upper  and  lower  portions  thereof  between 
Portage  and  Eagle  lakes  is  principally  dead  water,  but  midway  is 
quick  water  over  ledges  of  limestone  and  conglomerate  four  miles. 
River  clay  in  sufficient  quantity  to  make  bricks.     Unimproved. 

Two  branches  of  Beaver  brook  on  east  side  of  town,  with  fair 
water-power  on  each.  Old  driving  dams,  15  feet  length  and  five 
or  six  feet  height,  flow  large  tracts  of  low  land.  No  other  im- 
provement. • 

Mosquito  brook  in  southwest  quarter  of  town,  two  rods  wide, 
with  high,  steep  banks.  Power  sufficient  to  drive  mills  most  of  the 
season.     Unimproved. 

At  mouth  of  Portage  lake,  site  for  dam  200  feet  long  five  feet  high. 

Large  tract  of  bog  land  near  the  lake.  Whole  flowage  thereupon 
two  square  miles.  Large  part  of  soil  good  farming.  Spruce  and 
cedar  abundant. 

Unimproved. 

TowNsmp  No.  12,  R.  8 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

Several  Powers. 

Dam  at  Machias  lake  100  feet  long  and  12  feet  high,  would  flow 
two  square  miles ;  now  improved  for  driving ;  banks  good. 
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Twentj-Mfle  brook  empties  into  Machias  lake  jtmt  above  dam  on 
north  side ;  is  abont  four  rods  wide  with  high  steep  banks  and 
rapid  water.  Two  good  sites  within  one  mile  of  lake.  One  at 
crossing  of  Allagaash  road.     Unimproyed. 

Township  well  timbered,  with  mnch  good  fanning  land. 


Township  No.  18,  R.  10 — ^Aboostook  Couhtt. 
StaiemerU  of  WUUam  Dickey,  Esq.,  of  Fori  Kent. 

One  Power,  or  More. 

The  power  at  the  mouth  of  the  St.  Francis  river  is  very  saperior. 
Thirty  feet  head  can  be  had  by  suitable  improvement ;  and  the 
lakes  and  ponds  above,  all  of  which  are  susceptible  of  use  as  res- 
ervoirs, will  furnish  a  copious  supply  of  water  at  all  seasons. 
.    No  improvement. 

TowKSHip  No.  13,  R.  14 — ^Aboostook  Gountt. 

Statement  of  Daniel  Barker,  Esq. 
Three  Powers. 

Two  good  powers  oq  the  main  St.  John  river ;  rapids  quite 
strong ;  bank  on  east  side  of  river  very  high  and  steep ;  west  bank 
rises  gradually.  Would  require  dam  20  rods  long ;  water  could  be 
used  twice  in  a  half  mile.  River  large  at  this  point  and  the  powers 
first-class. 

On  Moose  brook  in  southeast  comer  of  town,  a  power  sufficient 
for  small  machinery  the  larger  part  of  the  season. 

All  unimproved. 

• 

TowNsmp  No.  14,  R.  14 — Aroostook  Countt. 

SUUement  of  Daniel  Barker,  Esq. 
Two  Powers. 

"  I^riestly  Rapids,^'  principal  powers  in  this  town ;  from  one- 
half  to  three-fourths  mOe  long,  quick  and  rough ;  ledge  bottom 
and  banks,  with  channel  of  river  from  eight  to  ten  rods  wide. 
Water  sufficient  in  all  seasons.  Fall  sufficient  for  two  dams  in  a 
hundred  rods  that  would  control  the  whole  river. 

This  has  been  one  of  the  greatest  pine-timber  towns  in  the 
county,  and  has  now  an  almost  inexhaustible  quantity  of  coarse 
pine  and  other  timber. 

Unimproved. 
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Township  No.  16,  R.  14 — Aboostook  County. 
Statemeni  cf  Daniel  Barker ,  Esq, 

Kumerous  !Powers. 

On  Big*Black  river  eight  or  ten  strong  rapids.  The  series  of 
ledges  which  causes  these  rapids  is  no  doubt  the  same  as  that  in  the 
main  St.  John  river  called  "  Big  Black  Rapids."  Bottom  and  banks 
mostly  ledge,  and  all  excellent  powers.  River  six  rods  wide.  Large 
flow  of  water  at  all  times. 

Priestly  brook,  a  stream  three  rods  wide,  has  fall  sufficient  for 
five  or  six  different  sites.  These  are  all  small  powers  and  would 
answer  only  in  the  season  of  high  water. 

All  unimproved. 

Township  No.  12,  R.  16 — Aboostook  County. 

Statemeni  qf  Daniel  Barker,  Esq. 
Five  Powers. 

Near  the  centre  of  the  town  on  the  main  St.  John  river  is  a  very 
excellent  power ;  river  rather  wide  and  rapids  long,  but  an  abun- 
dance of  water.     Fall  sufficient  for  two  sites. 

Near  the  north  line  of  the  town  is  another  power  of  about  the 
same  magnitude ;  river  very  rapid  but  smooth. 

A  brook  with  two  small  ponds  comes  in  on  the  west  side  of  the 
river  near  this  point,  which  would  afford  two  or  more  small  powers; 
stream  narrow  and  rapid  but  not  large. 

All  unimproved. 

TowNSfflP  No.  13,  R.  15 — Aboostook  County. 

Staiement  of  Daniel  Barker,  Esq, 

Pive  Powers,  and  More. 

First,  on  the  main  St.  John  river  below  Seven  Islands.  Dam 
could  be  raised  10  or  12  feet,  and  flow  slack  water  about  Seven 
Islands  and  be  made  to  control  the  whole  river. 

Second  and  Third,  on  Depot  stream,  in  the  northwest  comer  of 
the  town ;  stream  quite  large  and  rapid,  with  slack  places ;  two 
^ood  sites  might  be  improved ;  stream  fed  by  a  large  pond.  This 
stream  is  a  branch  of  Big-Black  river. 

Fourth  and  Fifth,  etc.,  on  a  small  stream  running  through  the 
middle  of  the  town  into  the  main  river ;  stream  small  and  rapid  ; 
could  be  improved  in  three  or  four  different  places,  but  would 
probably  lack  water  in  the  dry  season. 

All  unimproved. 
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Township  No.  14,  R.  15 — Aroostook  Goumtt. 

Statement  of  DanM  Barker,  Esq, 
Two  Powers. 

This  town  is  mostly  low  and  water  sluggish.  Two  small  rapids 
on  Depot  stream  or  south  branch  of  Big  Black,  are  all  the  falls  of 
any  account ;  situated  in  the  southwest  part  of  the  town ;  are  large 
enough  for  all  purposes  of  saw-mill  improvement. 

Unimproved. 

TowNsmp  No.  16,  R.  15 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

On  east  branch  of  Big  Black ;  it  is  all  rapid  water  from  the 
boundary  three  miles  down  the  stream.  Banks  most  of  the 
distance  quite  high.  Could  be  improved  many  times  within  the 
distance.  Stream  is  not  large,  but  sufficient  for  most  of  the 
season. 

All  unimproved, 

TowNSfflp  No.  11,  R.  16 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq, 
Several  Powers. 

The  main  St.  John  river  passes  through  this  town  from  south- 
west to  northeast,  is  very  rapid,  with  good  banks  and  rather 
narrow  bed,  and  fall  sufficient  for  six  or  eight  good  powers. 

The  river  is  quite  uniform  in  its  course,  and  the  several  sites 
nearly  equal  in  power  and  cost  of  improvement.  Should  consider 
the  town  superior  to  any  other  in  the  vicinity,  for  extent  of  power. 

Much  sapling  and  other  timber  in  the  township. 

Privileges  all  unimproved. 

TowNsmp  No.  12,  R.  16 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq, 
Several  Powers. . 

Three  good  powers  on  the  main  St.  John  river,  and  one  on  Nine- 
mile  brook.  Those  on  the  river  are  first-class  powers;  banks 
high  and  good,  and  water  abundant. 

That  on  Nine-mile  brook  is  sufficient  to  drive  a  common  saw 
mill ;  the  descent  is  very  rapid,  and  brook  narrow ;  could  be 
improved  at  moderate  cost.  The  brook  is  formed  from  four  or  Gre 
branches  each  sufficiently  large  for  small  machinery. 

Privileges  all  unimproved. 
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Township  No.  13,  R.  16 — Aboostook  Oouhtt. 
StatemerU  of  Danieh  Barker,  Esq. 

Four  Powers., 

On  Depot  stream,  a  branch  of  Big  Black  river.  At  the  head  of 
the  stream  is  a  lake  three  miles  long.  An  old  dam  about  five  feet 
high ;  rapid  water  below  dam.     Fall  suitable  for  two  powers. 

Also  in  northeast  comer  of  town  on  same  stream,  two  rapids, 
each  making  a  good  power. 

Stream  is  not  large,  but  has  slack  places  for  reservoirs  and  would 
be  considered  a  fair  stream  in  any  settled  town. 

Water  might  fail  in  the  dry  season. 

All  unimproved. 

Township  No.  14,  R.  16 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 

Pour  Powers,  or  More. 

Depot  stream,  very  rapid ;  water  can  be  used  two  or  three  times, 
though  it  runs  but  a  short  distance  in  the  town. 

On  Middle  branch  are  two  rapids  each  constituting  a  very  excel- 
lent power.  A  saw  mill  has  been  in  operation  many  years  on  this 
stream,  on  the  Canada  side.  The  stream  is  narrow,  with  steep 
banks,  and  could  be  improved  at  little  cost.  Should  consider  the 
powers  abundant  for  spring  and  fall. 

Privileges  unimproved,  save  one. 

Township  No.  Y,  R,  1  ? — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 

NtunerotLB  Powers. 

One  good  site  on  Carry  branch  in  southwest  quarter  of  town ; 
fall  ten  feet. 

Half  a  mile  below  the  head  of  "  Sline  Rapids,'^  three  miles  long; 
banks  high,  water  could  be  used  many  times,  with  a  good  head  at 
each  site.     A  small  lake  above  the  head  of  the  rapids. 

Another  good  fall  at  outlet  of  Baker  lake ;  dam  300  feet  long  and 
six  feet  high  will  flow  lake ;  area  of  lake  4.5  square  miles. 

On  same  stream,  below,  near  town  line,  two  other  falls  with  good 
banks.  These  last  two  sites  are  thought  to  be  the  best  in  the  town. 
Also  a  long  stretch  of  rapids. 

Township  well  covered  with  timber  of  all  kinds. 

All  unimproved. 
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Towwssxp  No.  8,  R.  It — Aboosiook  Oouhtt. 

Statement  of  Daniel  Barker ^  Esq. 

Four  Powers. 

Three  good  sites  near  the  south  part  of  the  town  on  the 
Woolastaquaguam  river ;  four  or  five  miles  of  dead  water  above 
the  falls ;  a  good  head  can  be  obtained  at  either  site  with  a  short 
dam. 

On  Turner  brook,  half  mile  above  ilie  mouth,  is  a  &n,  very 
steep,  with  excellent  banks.  This  stream  is  quite  large,  and 
would  afford  water  most  of  the  season.    Town  weU  timbered. 

Privileges  unimproved. 

TowNSfflp  No.  9,  R.  lY — Aroostook  Countt. 
Statement  of  Daniel  Barker,  Esq. 

Fifteen  Powers,  or  More. 

In  this  town  the  Boundary  branch  forms  a  junction  with  Baker- 
lake  branch.  On  the  Boundary  branch,  above  the  junction,  are  as 
many  as  seven  good  mill  sites.  There  are  also  two  or  three  falls 
on  Baker  branch,  and  three  on  main  branch  below  the  janction,  in 
all  as  many  as  fourteen  or  fifteen  good  mill  sites.  The  town  seems 
covered  with  fine  water-powers  almost  the  whole  length  of  the 
river. 

All  unimproved. 

TowNsmp  No.  10,  R.  17 — Aroostook  County. 
Statement  of  Daniel  Barker,  E$q. 

Several  Powers. 

Water  in  this  town  somewhat  sluggish  except  near  the  north 
line.  Here  is  a  rapid  fall  and  a  very  fine  power ;  water  could  be 
used  many  times  over ;  river  not  very  wide ;  banks  high. 

The  rapids  extend  along  the  line  between  the  two  towns  for 
some  miles.  Water  abundant  at  all  seasons.  Town  well 
timbered. 

All  unimproved. 

Township  No.  11,  R.  It — ^Aroostook  County. 

Statement  of  Daniel  Barker,  Esq, 

KumerouB  Powers. 

The  Northwest  branch  runs  southeasterly  through  this  town,  and 
forms  a  series  of  rapids  almost  the  entire  distance  from  the  lake  at 
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the  boundary  to  its  conflaence  with  the  main  St.  John  river.  This 
is  a  very  fine  stream  with  high  banks  and  rapid  current,  about  three 
rods  wide. 

Scarce  a  half  mile  can  be  found  without  sufficient  fall  for  a  good 
power. 

The  lake  at  the  boundary  would  be  sufficiently  large  for  a  reser- 
voir through  the  dry  season* 

Privileges  all  unimproved. 


TowNSfflp  No.  8,  R.  18 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq, 

Several  Powers. 

On  the  Southeast  branch,  Rapids  about  two  miles  long,  can 
be  improved  in  many  places  with  little  cost,  and  for  small  machinery. 
Unimproved. 

ToiTNSHip  No.  1,  R.  19 — Aroostook  Oountt. 
Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

Good  rapid  on  Boundary  branch,  two  miles  from  north  line  of 
town.  Water  could  be  used  two  or  three  times  over  in  the  distance 
of  a  mile.    The  stream  is  swift  the  whole  length  of  the  town. 

The  sites  in  this  town  are  too  many  to  enumerate,  but  they  are 
all  small  powers,  as  they  are  so  near  the  sources  of  the  river. 

Unimproved. 

TowNSfflp  No.  8,  R.  19 — Aroostook  County. 

Staiement  of  Daniel  Barker,  Esq. 

Several  Powers. 

On  the  Southeast  and  Boundary  branches  $  each  has  sufficient 
rapids  for  two  or  three  powers.  The  streams  are  not  large,  but 
have  a  very  steady  flow  of  water ;  are  generally  beatable  as  long 
as  the  river  below.  Powers  are  capable  of  driving  any  common 
mill  machinery. 

An  abundance  of  timber  on  the  township. 

Unimproved. 


444  WAZBB  POWBB  OF  BIAINB.  [Past  IIL 

Township  No.  3,  R.  1 — ^Frakkdcn  County. 
Statement  of  Abner  Toofhaker,  Esq.,  of  FhiUips, 

Several  Powers. 

First,  on  South  Bog  stream,  two  miles  above  Bang^ly  lake,  pond 
just  above,  which  covers  200  acres,  and  can  be  flowed  several  feet 

Second,  Third,  etc.;  the  stream  is  swift  for  the  whole  distance  to 
the  lake,  and  can  be  used  for  power  advantageously. 

All  unimproved. 

TowNsrap  No.  3,  R.  4 — ^Frankun  County. 

Statement  of  Abner  Toothaker,  Esq.,  of  PhiUips. 

One  Power,  or  More. 

First,  on  the  Kennebago  river,  half  mile  below  the  Kennebago 
pond,  a  fall  of  25  feet  can  be  had,  abrupt ;  ledgy  bottom  and 
banks,  excellent  site  for  mills.  Pond  covers  four  square  miles  and 
can  be  flowed  several  feet.     It  is  a  most  admirable  privile^. 

Stream  in  the  upper  part  of  the  township  is  rapid,  with  eight 
small  ponds  about  the  head  waters  above,  which  can  be  improved 
for  reservoirs. 

All  unimproved. 

Township  No.  1,  R.  6— Franklin  County. 

•  Statement  of  Hon.  Abner  Cobum. 

Two  Powers. 

On  Dead  river,  not  far  from  midway  its  course  in  the  township, 
"Ledge  Falls,''  12  feet  descent.  Along  stretch  of  quick  water 
above  to  the  Chain-pond  dam. 

Second,  above,  "  Swampscot  Falls,"  10  feet,  good  site,  large 
flowage. 

Both  unimproved. 

TowNsmp  No.  1,  R.  6 — Franklin  County. 

Statement  of  Hon.  Abner  Gobum. 
One  Power. 

On  Dead  river,  "  Chain-Pond  Dam,''  at  the  outlet  of  the  Chain 
ponds,  eight  feet  high,  ponds  the  water  back  over  the  whole  series 
of  ponds,  covering  five  square  miles,  and  thus  reserves  a  large  body 
of  water. 
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Township  No.  3 — Hancock  County. 
Statement  of  J.  W.  Porter,  Esq.,  of  Burlington. 

Kine  Powersy  or  More. 

The  "  Orand  Falls "  on  the  Passadumkeag  river  comprise  and 
constitute  four  of  the  above,  situated  near  the  west  line  of  the 
township,  and  extending  about  200  rods,  the  total  fall  being  about 
100  feet.  The  lower  pitch  is  nearly  perpendicular,  and  has  about 
20  feet  descent.  From  this  point,  inclusive,  to  the  head  of  the 
series  are  a  number  of  sites  of  unsurpassed  excellence  as  respects 
either  opportunity  for  dams,  locations  for  mills,  or  for  villages 
adjacent.  They  could  have  from  15  to  18  feet  head  each.  There 
is  a  dam  on  the  lower  pitch,  which  gives  a  20-foot  head,  and  flows 
back  not  more  than  ten  rods.  No  other  improvement  on  the  whole 
series  of  privileges.  These  powers  are  seven  miles  from  Burling- 
ton Post  Office,  and  15  miles  from  the  European  &  North  American 
Railway. 

There  is  an  abundance  of  good  building  granite  in  the  vicinity 
for  construction  purposes.  The  entire  basin  of  the  stream  above, 
is  covered  with  forests.  Proprietors  of  the  power,  Thomas  W.  and 
R.  R.  Porter,  of  Burlington. 

Settlement  near  the  falls  of  about  100  inhabitants,  mostly  farmers. 
Soil  in  the  region  good.  A  county  road  is  about  completed  from 
Burlington  to  the  falls.  Falls  are  within  three  miles  of  the  pro- 
posed Milford  &  Burlington  turnpike. 

Fifth,  Sixth,  etc.,  "  Nicatous  Falls,"  on  the  outlet  stream  of 
Nicatous  lake,  and  situated  about  a  mile  below  the  lake,  extending 
about  a  half  mile,  and  have  a  total  fall  of  40  feet. 

Eighth,  a  dam  at  the  outlet  of  Nicatous  lake,  gives  a  head  of  10 
feet  storage  over  the  whole  lake.  Used  only  for  log-driving  pur- 
poses. 

Ninth,  a  dam  at  the  outlet  of  the  First  Pistol  lake,  gives  a  head 
of  six  feet  over  the  whole  surface  of  600  acres.  Lake  is  fed  by 
three  lakes  above  which  have  a  head  of  eight  feet  each,  raised  by 
one  dam ;  used  for  log^driving  only. 

The  extent  of  the  reservoirs  tributary  to  the  "  Qrand  Falls,"  as 
well  as  the  others  mentioned,  may  be  seen  upon  reference  to  Part 
II,  page  lOY. 
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Township  No.  4 — ^Hancock  Coumtt. 
Statement  of  J.  W.  Porter,  ^.,  of  BurUnij^. 

Two  Powers. 

First,  at  the  ouUet  of  Duck  lake,  a  dam  which  laiaeB  ahead 
nine  feet  over  the  whole  sur&ce  of  the  lake.    Lake  eoTers  IM 
acres  or  more. 

Second,  a  dam  at  the  outlet  of  the  Second  Pistol  lake,  flowitb 
three  upper  lakes  eight  feet.  Lakes  have  an  area  of  over  ^ 
acres  combined. 

Township  No.  7 — ^Hancock  Couhtt. 

[W«ifc  of  Stmiben.] 

Statement  of  J.  D.  Parker,  Esq.,  of  Steuben. 

One  Power. 
On  West-Bay  stream,  not  at  present  improTed. 

Township  No    10 — ^Hancock  Goumr. 

[WmI  of  Ch«R7fteld.] 

From  the  Statement  of  J,  D.  Parker,  Esq, 

Five  Powers. 

First,  at  the  outlet  of  Downing's  pond,  head  10  feet,  twowb 
Second,  on  Bog  brook,  head  eight  feet  or  more. 
Third,  on  Spring  river,  head  eight  feet,  and  three  or  fonrfeetk 
Fourth,  at  the  outlet  of  Long  pond,  head  13  feet. 
Fifth,  at  the  outlet  of  Big  Tunk  pond,  11  feet  5  inches  hai2 
feet  can  be  had. 

■ 

Mostly  unimproved. 

Township  No.  85— EL4N00ck  Countt. 

Statement  of  J.  W.  Porter,  Esq.,  of  BurUnfflon. 
One  Power. 

At  the  outlet  of  Coombs'  pond,  a  dam  which  flows  the  lakefr^ 
feet,  lake  covers  100  acres. 

Township  No.  40 — ^Hancock  County. 

Statement  of  J.  W.  Porter,  Esq. 
One  Power. 

At  the  outlet  of  West  or  Abamgamook  lake,  a  dam  which  rii«^ 
a  head  of  seven  feet  over  the  whole  lake.    Lake  covers  500  acR^ 
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Township  No.  41 — Hanoock  GoiXNTr. 

Statement  of  J.  W.  Porter,  Esq. 

One  Power. 

At  the  outlet  of  Qarbeus  lake,  a  dam  which  raises  a  siz-lbot 
head  over  the  entire  lake.    Lake  covers  600  acres  or  more. 


TowNsrap  No.  6,  R.  2 — Oxfosd  Countt. 

From  the  SUUemerU  of  John  H,    WUson,   Esq.^  of  SoiUh 

Columbia,  N.  H. 
Several  Powers. 

"  Ariscoos  Falls/'  on  the  Magalloway  river,  are  situated  near 
the  centre  of  the  township,  extending  along  the  river  nearly  two 
miles.  Mills  have  been  built  at  the  foot  of  the  falls  ;  but  are  now 
gone  or  dilapidated.  The  dam,  at  this  point,  can  be  raised  to  the 
height  of  15  feet,  if  necessary. 

About  a  mile  above  the  dam  is  a  sudden  pitch  of  eight  or  ten 
feet  with  a  ledge  on  the  right  bank  and  bottom,  and  a  steep  bank 
on  the  left,  admitting  a  head  and  fall  of  about  18  feet,  with  an 
opportunity  for  a  canal  below  on  either  side. 

Near  the  head  of  the  falls  the  river  drops  80  or  90  feet  in  60  or 
70  rods,  an  island  extending  that  distance,  which  leaves  a  broad 
deep  gulch  along  the  right  bank.  On  this  bank  a  canal  can  be 
made,  on  one  level,  for  more  than  half  a  mile,  and  the  dam  at  the 
head  of  the  island  can  be  built  at  small  expense. 

At  the  head  of  the  falls,  60  or  70  rods  above  the  island,  a  dani 
eight  feet  high  would  check  the  water  of  the  river  more  than  20 
miles  above,  and  could  be  raised  to  any  desired  hight  by  winging 
a  short  distance  on  each  side. 

The  great  volume  of  head  water  secured  by  this  dam,  together 
with  the  storage  of  lake  Parmachenee  and  various  ponds,  would 
raise  the  constant  power  on  these  falls  to  a  very  high  figure. 

The  Magalloway  drains  about  400  square  miles,  or  44  per  cent. 
more]|than  the  Littiie  Androscoggin.  A  bridge  crosses  the  river  at 
the  foot  of  the  falls. 


TowNsmp  No.  2 — Pekobsoot  Oquntt. 

[W«tt  of  MAttawmmkeAg.] 

One  Power. 

On  Eber-horse  stream,  a  shingle  mill  and  clapboard  mill. 
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Township  No.  8,  R.  1 — Pknobsoot  County. 

[Next  east  of  BnrlingtoD.] 

Statement  of  J,   W.  Porter,  Esq.,  of  Burlington, 

One  Power. 

A  dam  at  the  outlet  of  the  upper  Madagascal  lake,  flows  its 
surface  of  100  acres,  six  feet. 

Township  No.  4,  R.  1— Penobscot  County. 
Statement  of  Peol  Tomah  of  Indian  Township. 

Three  Powers. 

The  Sysledobsissis  outlet  stream  falls  30  feet,  and  affords  three 
sites  suitable  for  powers.  The  lake  covers  four  square  miles,  is 
dammed  three  feet,  and  can  be  raised  several  feet  more. 

Unimproved. 

Township  No.  6,  R.  1 — ^Penobscot  County. 

[Janior  Lake  Towoship.J 

Statement  of  Peol  Tomah, 

Several  Privileges. 

The  Junior-lake  stream  falls  10  feet  from  lake  to  lake. 

There  is  a  fall  of  50  feet  on  the  outlet  stream  of  Mill-privilege 
lake.  Good  sites  for  dams,  banks  high.  Lake  covers  three-fourths 
of  a  square  mile,  and  is  raised  six  feet. 

There  is  a  fall  of  15  feet  on  the  Shaw-lake  outlet.  Lake  covers 
nearly  two  square  miles  and  is  raised  three  feet.  A  dam  60  rods 
below  the  lake.  , 

Unimproved. 

TowNsmp  No,  3,  R.  6 — Penobscot  County. 
•         Statement  of  John  Gardner,  Esq,,  of  Patien. 

Two  Powers, 

On  Mud  brook,  a  saw  mill.     "Probably  other  privileges  above." 
A  power  on  Swift  brook,  two  miles  below  the  north  line  of  the 
town.     Small  ponds  above.     Unimproved. 

Township  No.  2,  R.  7 — Penobscot  County. 

Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

Two  Powers. 

Both  situated  on  the  Mattagamon  or  East  branch  of  the  Penob- 
scot. 


fall,  nrer  15  or  20  rods  vide. 

Second,  "  Whetstone  Falls,"  eight  feet  fall,  river  15  rods  wide, 
ledge  bottom  and  banks. 

These  are  both  powers  of  the  first  magnitude.  Water  abundant 
at  all  seasons ;  easil;  controlled,  and  ezpenae  of  improvement  Bmall 
for  the  amonnt  of  power  obtained. 

For  reserroirs  see  Part  II,  page  108. 

Unimproved. 

Township  No.  5,  R.  7 — Penobscot  Comnr. 
From  the  Statement  of  G.  H.  Davii,  Esq.,  of  No.  6. 
One  Power. 

"Outlet  Falls,"  at  the  outlet  of  the  lower  Shin  pond;  a  dam, 
seven  rods  long,  would  ruse  a  head  of  10  feet  on  the  lake,  and  flow 
about  1,600  acres ;  pond  is  fed  by  the  upper  Shin  pond  in  Monterey 
plantation.  This  is  five  miles  from  the  Great  falls  below,  on  the 
Shin  pond  stream. 
Unimproved. 

ToTMSHip  No.  6,  R.  T — Penobscot  County. 
From  the  Statement  of  Q.  H.  Davia,  Esq. 
Three  Powers. 

The  "  Great  FaUs,"  on  Shin  Pond  stream,  the  outlet  of  the  Shin 
ponds,  which  cover  nearly  four  square  miles. 

The  fella  are  divided  into  three  pitches,  first  two  ten  feet  each, 
the  third  35  feet  in  about  1 00  feet.  A  dam  at  the  head  of  the  first 
pitch  would  raise  the  head  five  feet  more,  giving  60  feet  fall  in  a 
little  over  100  feet  run. 

A  storage  of  eight  feet  upon  the  two  ponds  would  fumisb  640 
horse-power  gross  on  the  60  feet  fall,  or  21,600  spindles,  for  the 
working  hours  of  the  year.    This  is  the  storage  alone. 

Unimproved. 

Township  No.  5,  R.  8 — Penobscot  ConNTV. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 
Three  Powers. 
All  situated  on  the  Mattagamon  or  east  branch  of  the  Penobscot. 
First,  "  Bowlin  Palle ;"  pitch  eight  feet,  15  rods  wide,  banks 
steep  and  ledgy. 
29 


450  WATBB  POWER  OV  MAIKB.  [Pak  m. 

Second,  **  Hulling  Machine  Falls/'  12  feet  descent,  dam  50  feet 
long,  channel  cuts  through  deep  ledges ;  can  be  easily  improTed 
and  controlled. 

Third,  "  Grand  Falls ;"  20  feet  perpendicular  pitch,  width  30  feet, 
high  ?edgy  banks. 

These  are  the  best  privileges  on  the  east  branch  of  Penobscot, 
and  are  truly  magnificent  water-powers.  The  river  is  very  narrow 
in  the  immediate  pitches  but  widens  into  broad  basiss  between, 
affording  reservoirs  for  a  steady  flow  of  water  at  all  seasons. 

For  reservoirs  tributary  to  the  river,  see  Part  II,  page  108. 

All  unimproved. 

Township  No.  6,  R.  8 — Penobscot  County. 
Staiement  of  Daniel  Barker,  Esq. 

Three  Powers. 

Situated  on  the  Mattagamon  river  or  east  branch  of  the  Penob- 
scot. 

First,  "  Pond  Pitch  ;"  nine  feet  fall,  river  70  feet  wide,  ledgy. 

Second,  "  Haskell  Rock,"  16  feet  fall,  eight  rods  wide. 

Third,  "  Stair  Falls ;"  15  feet  fall,  six  rods  wide ;  fall  composed 
of  successive  pitches,  four  or  five  feet  each,  over  smooth  ledges. 

Five  miles  from  this  point  is  Orand  lake ;  river  very  rapid  the 
entire  distance. 

For  reservoirs,  see  Part  II,  page  108. 

The  above  powers  are  unsurpassed.    All  unimproved. 

TowNsmps  No.  2 — Piscataquis  County  ;  and  No.  1,  R.  7 — Soxkbset 

County. 

Statement  of  J.  M,  Haynes,  Esq.,  of  Augusta, 

[Sm  alM  *■  Townihip  No.  1,  E.  7,  BomMMi  OooBty."] 

From  the  dam  at  the  outlet  of  Moosehead  lake  to  the  head  of 
Indian  pond,  a  distance  of  five  miles,  the  Kennebec  river  in 
extremely  rapid.  There  is,  at  least,  125  feet  fall.  The  bottom 
and  sides  of  the  river  are  mostly  ledge  and  are  rocky  in  all  parts. 
The  banks  are  high  and  abrupt,  chiefly  of  ledge. 

Three-fourths  of  a  mile  above  the  head  of  Indian  pond  is  a  site 
called  "  Ledge  Falls,"  with  excellent  opportunity  for  dam  and 
extensive  development.  At  other  points  also,  it  is  judged,  mills 
could  be  located  without  extreme  difficulty. 

Privileges  unimproved. 
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Township  No.  3 — Piscataquis  County. 

[Next  west  of  Gr««nTUle.] 

Statement  of  Caleb  Holyoke,  Esq.,  of  Brewer. 
dam  OQ  the  line  of  No.  3  flows  the  ponds  above,  four  in 
3er.     Privileges  on  the  stream  below,  that  can  be  readily 
oved. 
)ne  are  used. 


TowNsmp  No.  2.  R.  9 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

Powers. 

^^mbejejus  Falls  "  and  '*  Passamagamon  (Passagamook)  Falls," 
upon  the  Penobscot  river. 

nbejejus  falls  are  about  160  rods  long,  very  rough  and  broken, 
issamagamon  falls  15  rods  long,  very  rough  and  swift.  A 
at  the  head  of  this  fall  can  be  made  to  flow  Debskoneag  lake. 
>th  of  these  are  powers  of  the  first  magnitude.  Unlimited 
lies  of  water  can  be  had  at  all  seasons  by  the  use  of  the  scores 
[uare  miles  of  lakes  and  ponds  above.  See  reservoirs  of  the 
»b6cot,  page  109,  from  Ripogenus  on. 
>th  unimproved. 


TowNsmp  No.  6,  R.  9 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

ral  Powers. 

"st  and  Second,  on  Webster  stream,  known  as  the  "  Main 

/'  each  firom  10  to  16  feet  perpendicular ;  the  bed  of  the 

m  is  very  narrow  with  high  perpendicular  ledg^  banks.    Few 

tJ  privileges  surpass  these  in  excellence.    For  reservoirs 

tary  to  them,  see  last  Table,  page  110,  Part  II. 

trd  and  Fourth,  this  reef  of  ledg^  extends  across  to  the 

ftgamon,  or  east  branch  of  Penobscot  river,  where  two  other 

tre  formed. 

ne  of  these  are  used.  ^ 

tfi.  Sixth,  etc.,  two  other  streams  (Boody  brook  and  Trout 

r)  have  each  powers  of  considerable  capacity.    Dams  for 

Lg  purposes  have  been  built  on  each.     ''  Trout  Brook  Farm  '^ 

I  this  township. 
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TowNSfflp  No.  2,  R.  10 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Numerous  Powers. 

Several  are  situated  on  the  Penobscot  river. 

First,  Second,  etc.,  '' Debskoneag  Falls/'  near  the  east  line  of 
the  town,  one  mile  long ;  all  rough,  swift  water. 

Third,  "  Pockwockamus  Falls,"  above,  three-fourths  mile  long; 
very  rough. 

Fourth,  "  Aboljackomegus  Falls,"  160  rods  long;  very  rough: 
lower  pitch  exceedingly  rugged  and  swift  for  15  rods. 

Fifth,  '*  Sourdnahunk  Falls,"  short,  lower  pitch  eight  feet  per- 
pendicular, upper  pitch  four  feet ;  40  rods  of  very  rough  water. 
Long  reach  of  dead  water  above  the  falls  for  reservoir. 

Sixth,  Seventh,  Eighth,  etc.,  two  streams ;  AbDljacknagesic  and 
Aboljackarmeguscook  flow  down  from  Eatahdin  through  this  town, 
on  beds  of  granite,  and  have  as  much  fall  and  afford  as  much  power 
as  any  streams  in  the  State  of  corresponding  size  for  the  same 
distance. 

The  powers  on  the  Penobscot  are  of  the  first  magnitude,  being 
furnished  with  reservoirs  of  vast  capacity  on  the  river  above: 
scores  of  square  miles  of  lakes  and  ponds  can  be  flowed  several 
feet  at  little  or  no  expense.  See  page  109,  from  Bipogenus  on,  for 
reservoirs. 

Privileges  all  unimproved. 

TowNSfflP  No.  3,  R.  10 — ^Piscataquis  County.  ' 

Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

On  the  Sourdnahunk  stream,  a  series  of  falls  extending  some 
four  miles,  with  successive  pitches  from  five  to  twenty  feet  higb- ' 
Bottom  and  banks  formed  of  abrupt  ledges,  and  in  many  places  i 
the  channel  is  narrowed  up  to  a  very  few  feet.  Many  wide  basinf 
between  pitches  suitable  for  reservoirs.  One  could  hardly  ennmei^ 
ate  the  number  of  powers  in  this  distance.  Sourdnahunk  pond 
covers  3.75  square  miles.  In  the  easterly  part  of  the  town  th« 
two  considerable  streams  (mentioned  in  No.  2,  K.  10)  fiowingl 
south  from  Katahdin  mountain  to  the  Pe&obscot  river,  have  10  or  II 
powers  to  the  mile.  In  many  places  the  stream  rushes  through  i 
channel  of  three  or  four  feet  width  with  a  fJeJl  of  30  or  40  fed 
nearly  perpendicular. 

All  unimproved. 

I 


TowNSfflP  No.  6,  R.  10 — Piscataquis  County. 
Stfitement  of  Daniel  Barker,  IJsq, 

NumerotiB  Powers. 

Several  are  situated  on  the  outlet  stream  of  Webster  lake.  Dam 
at  the  outlet  is  400  feet  long  and  12  feet  high,  and  controls  all  the 
•  water  coming  through  Telos  Gut.  Surface  of  lake  three  square 
miles.  Below  the  dam  for  the  distance  of  three  miles  the  stream 
is  very  rapid.  Fall  su£Scient  for  a  head  every  half  mile.  Near  the 
east  side  of  the  town  are  two  considerable  falls  over  nearly  perpen- 
dicular ledges.     Bed  of  stream  narrow,  and  easily  controlled. 

Wadleigh  brook,  Hudson  brook,  Braley  brook  and  Thissell  brook 
have  each,  one  or  more  powers  with  sufficient  water  for  common 
saw  or  grist  mills.  These  streams  have  all  been  driven,  and  two 
of  them  (Hudson  and  Wadleigh  brooks)  have  dams  with  large 
reservoirs. 

For  reservoirs  tributary  to  the  Webster  stream,  see  last  Table, 
page  110. 

Privileges  not  used. 

Township  No.  T,  R.  10 — Piscataquis  County. 
Statemeni  of  Daniel  Barker,  Esq. 

Several  Powers. 

On  the  Mattagamon  or  Penobscot  east  branch  in  this  town,  are 
four  first-class  powers. 

First  and  Second,  situated  below  Third  lake,  the  river  breaking 
over  perpendicular  ledges  six  or  seven  feet  high ;  narrow  channel; 
short  dams  only  required. 

At  Third  lake  a  dam  200  feet  long  and  12  feet  high  controls  the 
lake  and  its  tributaries ;  lake  covers  about  two  square  miles. 

Fourth,  one  mile  above  the  lake,  a  ledge  fall  of  five  or  six  feet, 
with  a  dam  flowing  a  large  flat  tract  above. ' 

Fifth,  Sixth,  etc.,  Braley  brook.  Snake  brook,  and  Turner  brook, 
tributaries  of  the  East  branch,  and  Aroostpok  brook,  a  branch  of 
Aroostook  river,  are  each  sufficiently  large  for  water  powers,  and 
have  had  dams  constructed  for  driving  purposes. 

This  town  contains  a  large  amount  of  timber  and  some  good  soil. 

Privileges  not  used. 
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Township  No.  8,  R.  10 — Piscataquis  Coitntt. 
Statement  of  Daniel  Barker,  Uaq, 

Fifty  Fowersy  or  More. 

This  town  has  three  streams  ninning  through  it  su£Scientlj  large 
to  drive  mill  machinery,  with  ponds  at  the  head  of  each.  The 
streams  are  very  rapid,  rising  on  the  high  lands  and  falling  so  pre- 
cipitously as  to  render  them  difficult  driving.  There  are  no  doubt 
50  small  but  excellent  powers  on  the  three  streams ;  in  some  places 
seven  or  eight  may  be  found  within  the  space  of  a  mile. 

The  main  lake  in  this  town  has  no  fall  at  the  outlet. 

Privileges  all  unimproved. 

TowNsrap  No.  3,  R.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Twenty-Five  Fowers,  or  More. 

All  are  situated  on  the  Penobscot  river. 

First  to  Tenth,  inclusive,  the  "  Horse  Race,"  no  steep  pitch, 
but  a  continuous  and  rapid  descent  for  two  miles,  with  sufficient 
fall  for  8  or  10  powers  in  the  distance.  Hard  bottom  and  high 
banks  for  the  most  part. 

Eleventh,  Twelfth,  Thirteenth  and  Fourteenth,  "Ambajemacko- 
mus  Falls,"  next  above,  half  mile  long,  and  very  rough.  One 
mile  of  quick  water  above  this  to  "  Little  Ambajemackomua  Falis/' 
which  extend  a  hundred  rods. 

Fifteenth,  Sixteenth,  Seventeenth,  etc.,  etc.,  the  "Ripog^nns 
Falls,"  three  miles  of  Niagara !  This  surpasses  all  descriptioa. 
Whole  fall,  215  feet,  over  a  rough  bed  of  slate  and  quarts  rock, 
with  perpendicular  banks  rising  in  some  places  50  or  75  feet  above 
the  water.  Near  the  foot  the  river  is  divided  into  three  channels, 
with  banks  20  feet  high,  one  channel  making  a  perpendicular  &I1 
of  20  feet,  and  the  others  rushing  on  in  a  series  of  pitches  to  the 
junction  below  where  all  unite  and  make  another  perpendicular 
fall  of  many  feet. 

An  almost  unlimited  supply  of  water  can  be  held  upon  the  lakes 
and  ponds  above ;  these  are  already  used  for  the  storage  of  water 
for  log-driving  purposes.     See  page  109,  from  Ripogenus  on. 

Privileges  unimproved. 


TowKsmp  No.  4,  R.  11 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq, 
Two  Powers. 

One  on  Wadleigh  brook,  stream  two  rods  wide,  banks  h\gh,  and 
large  flowage.  The  stream  is  formed  from  two  considerable 
branches,  each  of  which  has  been  driven  and  had  dams  for  that 
purpose.  The  principal  power  is  on  main  brook  just  below  the 
forks. 

Another  power  on  Soudnahunk  stream  near  its  exit  from  the 
town.  Stream  four  rods  wide,  with  granite  bed  and  smooth  falls, 
three  or  four  feet  to  a  rod.  Water  above,  sluggish,  and  land  low. 
A  large  lake  at  the  head  of  the  stream  covering  three  square  miles. 

Both  unimproved. 

Township  No.  5,  E.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Six  Powers,  or  More. 

This  town  is  situated  on  the  height  of  land  between  AUaguash 
and  east  and  west  branches  of  Penobscot  river.  Water  drains 
from  the  centre  in  all  directions,  crossing  each  of  its  exterior  lines. 

Thissell  brook  in  the  northeast  corner,  and  a  small  stream  flow- 
ing into  Telos  lake  near  the  center  of  the  town,  are  each  sufficiently 
large  for  common  mill  privileges.  The  latter  stream  has  high 
banks,  is  very  rapid,  and  could  be  used  four  or  five  times  within 
the  distance  of  a  mile  from  the  mouth. 

Telos  brook  in  the  northeast  comer  of  the  town  has  one  good 
power ;  dam  nearly  new,  50  feet  long  and  eight  feet  high.  A  small 
pond  on  one  branch  of  the  stream  above.  Water  very  rapid  below 
the  dam. 

Privileges  unimproved. 

Township  No.  6,  E.  11 — ^Piscataquis  County. 

StatemenJt  of  Daniel  Barker,  Esq. 
Six  Powers. 

First,  Second  and  Third,  the  principal  power  in  this  town  is  at 
Teles  cut.  Dam  126  feet,  head  12  feet.  Length  of  cut  from  Telos 
to  Webster  lake,  about  200  rods,  with  a  fall  of  60  feet.  This 
water  could  be  used  three  or  four  times  over  in  the  length  of  the 
cut  with  a  head  six  or  eight  feet  at  each  dam.  For  reservoirs  see 
last  Table,  page  110. 
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Fourth,  Fifth  and  Sixth,  in  the  southeast  comer  of  the  town. 
Telos  brook  flows  into  Telos  lake.  Has  a  dam  one  mile  from  the 
lake  80  feet  long  and  eight  feet  head ;  brook  very  swift  below  the 
dam.,  Has  fall  sufficient  for  two  other  sites  below.  These  powers 
(on  the  brook)  are  small  and  would  fail  in  mid  summer. 

Privileges  not  used. 


Township  No.  Y,  R.  11 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq, 

NumeroiLB  Powers. 

First,  at  outlet  of  Fourth  lake ;  dam  60  by  12  feet ;  flows  600 

acres. 

Second,  on  a  small  branch  coming  into  north  side  of  Fourth 
lake.  Dam  75  feet  by  10 ;  flows  a  mile  square  of  pond  and  bog; 
100  rods  of  rapids  from  dam  to  Fourth  lake. 

Third,  Fourth,  Fifth,  etc.,  three  miles  below  Fourth  lake,  a 
chain  of  rapids  and  falls  capable  of  driving  a  large  amount  of 
machinery. 

Sixth,  at  outlet  of  Snake  pond ;  dam  60  by  7  feet ;  pond  about 
one  mile  square. 

Seventh,  at  foot  of  Big  Leadbetter  pond;  dam  125  by  10  feet; 
flows  three-fourths  of  a  square  mile. 

Privileges  not  used. 


Township  No.  8,  R.  11 — Piscataquis  Oountt. 
Statement  of  Daniel  Barker,  Esq, 

Four  Powers. 

First,  on  Smith  brook,  at  foot  of  Pockwockhamock  lake ;  dam 
50  feet  at  bed  of  stream,  and  can  be  carried  to  any  height  by 
extending  length ;  can  flow  lake  three  miles  long  and  one  mile 
wide;  lake  fed  by  springs  from  mountains  and  never  fails  in 
summer. 

Second,  on  north  branch  below.  Pillsbury  pond,  dam  125  feet, 
eight  feet  high ;  flows  one  and  a  half  square  miles  of  pond  and  low 
land ;  dam  partially  burnt. 

Third,  about  one  mile  below  the  pond,  a  steep  ledgy  fall, 
channel  narrow  and  banks  high ;  low  flat  land  above  falls ;  a  supe- 
rior natural  power. 
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Fourth,  on  Soper  brook,  old  dam  40  feet,  and  10  feet  head; 
flows  a  large  tract  of  flat  land  ;  may  fail  at  low  water. 
One-third  of  town  good  soil.    Timber  abundant. 
Privileges  unused. 


TowNSHi?  No  4,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Several  Powers. 

This  township  has  two  streams, — ^Red  brook  and  Bipogenus 
stream,  each  large  enough  for  common  mill  privileges.  Red 
brook,  four  miles  from  the  mouth,  has  a  low  flat  space  of  dead 
water  for  reservoir,  and  another  two  miles  higher  where  dams 
have  been  built  for  driving.  At  the  lower  place,  bed  of  stream 
two  rods  wide  and  seven  feet  head. 

Ripogenus  stream  is  about  three  rods  wide,  is  fed  from  numer- 
ous  ponds,  has  many  falls  sufficient  for  good  w^^ter-power.  The 
principal  site  is  at  the  foot  of  a  long  reach  of  dead  water  with 
rapids  below,  four  or  five  miles  from  the  mouth.  Here  a  dam  with 
10  to  12  feet  head  has  been  built  for  driving  purposes  and  affords 
a  great  supply  of  water. 

A  large  amount  of  timber  in  tfds  vicinity. 

Privileges  unused. 

TowNSfflp  No.  6,  R.  12 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq, 

Four  Powers. 

Three  are  situated  on  Cussabexis  stream. 

First,  in  the  southeast  part  of  the  town,  improved  for  driving 
purposes ;  dam  100  feet  long,  10  feet  high ;  low  flat  land  half  mile 
above ;  banks  gravelly. 

Second,  in  north  half  of  township,  at  foot  of  a  long  tract  of  dead 
water ;  dam  150  feet  long,  six  feet  high ;  flows  the  stream  from 
two  to  three  miles. 

Third,  at  foot  of  lake ;  dam  75  feet  long  and  six  feet  high ;  will 
flow  one  mile  square. 

Fourth,  on  Duck  pond,  in  southwest  quarter  of  township ;  dam 
built  recently ;  75  feet  long,  eight  high ;  flows  some  two  miles  of 
pond ;  located  in  thick  pine  timber.     Larger  portion  of  soil  poor. 

Privileges  used  only  for  storage. 
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ToNWSHiP  No.  6,  R.  12— -Piscataquis  Coitnty. 

Statement  of  Daniel  Barker,  Esq, 

Three  Powers. 

First,  old  dam  on  Doddle  brook,  50  feet  long,  eight  feet  high ; 
flows  400  or  500  acres  low  land ;  stream  not  large. 

Second,  at  outlet  of  Mud  pond,  dam  100  feet  long,  six  feet  high ; 
flows  pond  and  low  land  say  two  square  miles ;  banks  hard  pan. 
Stream  from  Mud  pond  to  Chamberlain  lake  (about  half  a  mOe) 
very  rapid. 

Third,  80  rods  below  the  pond,  dam  80  feet  long^ eight  feet  high; 
dam  cut  away.  Water  sufficient  for  the  season.  Township 
heavily  timbered  with  pine,  spruce  and  juniper.    Soil  poor. 

Privileges  used  only  for  storage. 

TowNsmp  No.  7,  R.  12 — Piscataquis  County. 

StateTneni  of  Daniel  Barker,  Esq. 
Six  Powers. 

First,  at  outlet  of  Indian  pond,  dam  60  feet  long,  six  feet  high ; 
ne/^rly  decayed ;  flowage,  2,000  acres,  mostly  pond.  Pond  lies  on 
the  back  side  of  Chamberlain  farm. 

Second,  on  Little  Leadbetter  brook,  pond  half  mile  by  a  mile ; 
old  dam  at  outlet,  75  feet  long,  eight  feet  head ;  banks  good.  Half 
a  mile  of  quick  water  between  this  pond  and  Chamberlain  lake. 

Third  and  Fourth,  two  other  dams  formerly  built  on  this  stream, 
50  or  60  rods  apart,  about  the  same  size  as  that  at  the  pond  ;  both 
now  decayed.     All  three  sites  good  except  in  drouth  of  summer. 

Fifth  and  Sixth,  on  Big  Leadbetter ;  one  dam  near  the  mouth, 
100  feet  long,  10  feet  high ;  flows  three-quarter  square  mile  of  bog 
land.  Upper  site  near  east  line  of  town,  nearly  but  not  quite  so 
large.  Both  dams  partially  decayed.  Sapling  pine  near  these 
streams,  too  much  to  estimate. 

Unimproved. 

Township  No.  8,  R.  12 — Piscataquis  County, 

Statement  of  Daniel  Barker,  Esq. 

Three  Powers. 

First,  on  Smith  brook,  two  miles  above  the  mouth.  Rapids  80 
rods  long  with  high  banks  and  narrow  channel  at  the  head.  Old 
dam  50  feet  long,  12  feet  high ;  can  be  carried  much  higher ;  flows 
some  three  square  miles  of  low  land.    Water  abundant. 
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Second,  on  Soper  brook,  half  mile  above  mouth ;  fall  six 
over  ledge  bottom ;  bed  oS  stream  40  feet,  banks  rise  to 
height ;  low  meadow  land  for  two  or  three  miles  above  the  falli 

Third,  at  Soper  pond,  near  east  line  of  town ;  pond  one  i     • 
square,  and  has  as  much  more  low  land  around  it  that  coulc 
flowed.     Old  dam  50  feet  long,  10  feet  high ;  banks  very  high. 

Township  mostly  timber  land. 

Privileges  used  only  for  storage. 

Township  No.  9,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Two  Powers. 

First,  on  South  Twin  stream  at  outlet  of  lake,  and  two  mi 
from  Churchill  lake.     Old  dam  *15  feet  long,  eight  feet  head ;  fio 
one  and  one-half  square  miles  of  lake  and  low  land  ;  banks  8t<   | 
and  good,  and  water  rapid  below. 

Second,  at  outlet  of  Spider  lake,  which  covers  two  square  mil  i 
and  has  two  tributaries  with  small  lakes  at  the  head ;  dam  1  ' 
feet,  five  feet  high ;  water  rapid  to  Churchill  lake. 

Privileges  used  only  for  storage. 

Township  No.  10,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

TSvaneroxkA  Powers. 

The  old  dam  at  foot  of  Churchill  lake,  TOO  feet  long,  21  fe  \ 
high,  flows  20  miles  across  Churchill  and  Eagle  lakes  to  Chamb<  i 
Iain  Locks ;  dam  mostly  gone ;  bed  of  river  and  banks  gravelly. 

First,  Second,  Third,  etc.,  ''Rapids"  below  this  dam  for  thrc  i 
fourths  of  a  mile,  the  fall  45  feet. 

The  waters  of  these  lakes  are  inexhaustible.    Ten  large  trib : 
taries  empty  into  them,  each  from  10  to  20  miles  in  length,  ai 
suflficient  to  drive  any  amount  of  machinery. 

Fifth,  Sixth,  Seventh,  etc.,  Harrow  lake,  in  east  part  of  tl. 
town,  (some  three  miles  long),  flows  into  Allaguash  river  jui! 
below  Churchill  dam ;  has  a  good  power  at  foot  of  lake,  and  foil 
or  five  others  along  the  stream  below. 

Privileges  unused. 
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Township  No.  6,  R.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker ,  Esq. 

Three  Powers. 

First,  "Pine  Stream  Rapids/'  on  the  Penobscot  river,  three 
miles  above  Chesuncook  lake,  one  of  the  best  water-powers  in  the 
county ;  fall  12  or  15  feet  in  100  rods ;  bed  and  banks  of  river  solid 
ledge;  channel  200  feet  wide  and  a  wide  basin  above  the  rips 
capable  of  holding  a  very  great  supply  of  water.  The  principal 
power  is  at  the  upper  pitch,  as  the  lower  pitch  is  flowed  out  in 
the  spring  by  the  dam  at  foot  of  Chesuncook  lake. 

Second  and  Third,  on  the  Cauquo.mgomoc  stream,  very  superior 
powers ;  one  a  few  rods  above  the  mouth  of  the  stream,  or  conflu- 
ence with  the  Umbazooksus,  and  the  other  a  mile  or  so  further  up. 

These  two  falls  are  very  much  alike,  each  breaking  over  a 
perpendicular  ledge  10  or  12  feet  high,  where,  by  a  short  dam,  the 
whole  volume  of  the  stream  could  be  controlled  with  ease.  The 
stream  is  fed  by  a  long  chain  of  large  lakes  and  has  a  great  and 
constant  supply  of  water. 

There  is  a  small  settlement  in  this  town  at  the  head  of  Chesun- 
cook lake. 

Privileges  all  unused; 

To*wTTSfflP  No.  6,  R.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Six  Powers,  or  More. 

Three  are  situated  on  the  Umbazooksus  stream.  Longley  pond, 
one  mile  by  a  mile  and  a  half,  at  the  head  of  the  stream  has  an  old 
dam  at  the  outlet,  60  feet  long,  seven  feet  high.  About  a  mile  of 
quick  water  below  this  pond  to  Umbazooksus  lake. 

Umbazooksus  lake  is  some  three  miles  long ;  shores  at  outlet 
rather  low ;  bed  of  stream  60  feet  wide ;  height  of  banks  five  feet; 
bottom  of  lake  sandy. 

Two  miles  below  the  lake  is  a  little  portage  100  rods  long: 
water  in  the  stream  very  rapid ;  banks  very  steep  and  high,  and 
the  stream  narrow. 

A  long  space  of  dead  water  and  low  land  above  these  rips.  ' 
Should  consider  this  much  the  best  power  in  the  town.     Water 
might  be  used  two  or  three  times  over  in  the  100  rods. 

Chesuncook  lake  flows  to  the  foot  of  these  rapids. 

Privileges  unused. 


Township  No.  7,  R.  13 — ^Fisoataquis  Countt. 
Statement  of  Daniel  Barker,  Esq. 

Three  Powers,  or  More. 

The  dams  familiarly  known  as  the  ''  Chamberlain  Lake  Locks/' 
are  situated  in  the  northeast  quarter  of  this  town,  at  the  outlet  of 
Chamberlain  lake.  Main  dam  400  feet  long,  12  feet  high.  Con- 
trols the  waters  of  Chamberlain  and  Telos  lakes  (flowing  back  20 
miles  to  Telos  cut)  and  all  the  head  waters  of  Allaguash  river. 
The  lock  dam  is  about  50  rods  below  this  at  the  head  of  Eagle  lake. 

£lli8  brook,  taking  rise  in  a  chain  of  ponds  on  No.  T,  R.  14,  and 
running  through  this  town  into  Chamberlain  lake,  has  two  very 
^ood  powers.  Two  miles  above  the  mouth  a  dam  could  be  built 
at  the  foot  of  a  long  space  of  dead  water  that  would  flow  two  or 
three  square  miles  of  low  bog  land ;  width  of  stream  about  four 
rods  ;  water  very  rapid  below. 

Half  a  mile  from  the  mouth  of  the  stream  is  a  narrow  channel 
with  high  banks  where  the  water  could  be  easily  controlled,  and  a 
good  power  constructed  at  small  cost,  with  abundant  water  for 
the  season.  • 

This  town  has  a  large  amount  of  spruce,  jumper  and  sapling 
pine. 

Privileges  used  only  for  storage. 


Township  No.  8,  R.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Twelve  Fowers,  or  More. 

This  town  embraces  a  series  of  rapids  on  Allaguash  river  above 

Chamberlain  lake. 

First,  "  Main  Fall,"  which  breaks  over  a  perpendicular  ledge 
15  feet  high ;  small  pond  one-half  mile  square  at  head  of  falls. 
This  is  one  of  the  finest  natural  powers  on  the  river.  All  the 
dam  necessary  is  across  channel  25  feet  wide  through  the  solid 

ledge. 

Second,  just  below  the  ledge,  a  large  basin  with  an  island  in  the 
channel  at  the  foot,  and  a  fall  sufficient  for  another  dam  on  either 
side  the  island.    Width  of  either  channel  not  over  75  feet. 

Third,  Fourth,  and  Fifth,  still  below  this,  three  reefe  of  ledges 
with  falls  from  three  to  seven  feet,  affording  the  whole  power  of 
the  river  by  dams  75  or  100  feet  each. 
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Sixth,  Seventh,  etc.,  main  channel,  below,  yery  rapid  to  Cham- 
berlain lake. 

£ighth.  Ninth,  Tenth,  etc.,  Russell  brook,  runs  through  the 
northwest  quarter  of  the  town  into  Eagle  lake ;  is  fed  by  a  chain 
of  ponds  in  adjoining  towns ;  has  a  rapid  current  and  narrow 
ledgy  bed,  and  many  nearly  perpendicular  falls  of  four  or  five  feet. 
As  many  as  five  of  these  falls  could  be  improved,  and  each  com- 
mand the  whole  power  by  a  dam  of  40  feet  length. 

Much  of  the  soil  in  township  is  good  for  fanning.  One  large 
farm  on  an  island  in  Eagle  lake,  and  two  on  main  land,  occupied 
for  lumbering  some  years  ago.  Large  amount  of  timber  still  on 
the  town. 

Privileges  all  unimproved. 

Township  No.  9,  R.  13 — Piscataquis  CouNry. 
Statement  of  Daniel  Barker,  Esq. 

Kumerons  Powers. 

Three  large  streams,  Snare  brook,  Churchill  brook  and  Thorough* 
fare  brook,  fiow  from  west  to  east  through  this  town  into  the 
lakes.  Dams  on  each  of  these  streams  have  been  constructed  for 
driving  purposes.  Scarce  a  half  mile  on  either  can  be  found  with- 
out sufficient  fall  and  banks  for  a  good  mill  site.  Water  veiy 
rapid. 

Soil  fair  for  farming  purposes.     Timber  abundant. 

Privileges  used  only  for  storage. 

Township  No.  10,  R.  13 — Piscataquis  County. 
StaJtenvevd  of  Daniel  Barker,  JS^q. 

Five  Powers,  or  More. 

First,  Second  and  Third,  on  the  outlet  stream  of  a  large  lake  in 
the  center  of  the  town,  said  lake  being  three  miles  long  and  three- 
fourths  mile  wide.  Stream  at  outlet  very  narrow  and  rapid  with 
high  steep  banks.  Bam  50  or  60  feet  length  would  give  any 
amount  of  fiowage  for  manufacturing  purposes.  Fall  sufficient  to 
use  the  water  two  or  three  times  over  in  the  first  half  mile. 

Fourth,  Fifth,  etc.,  small  powers  on  Thoroughfare  brook  in 
southwest  corner  of  the  town.  Stream  two  rods  wide,  good  banks, 
and  slack  places  for  fiowage,  with  rapids  below. 

Soil  mostly  poor.    Large  amount  of  spruce  and  pine. 

Privileges  unused. 
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Township  No.  3,  B.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  E9q. 

Three  Fowerfl,  or  More. 

On  Moose-horn  stream  on  the  east  side  of  Penobscot  river; 
stream  of  small  capacity,  not  over  two  rods  wide,  with  no  great 
fall.  Some  small  sites  sufficient  to  drive  a  common  saw  mill  might 
be  improved  at  no  great  cost. 

Lobster  stream  and  the  west  branch  of  Penobscot  are  both  dead 
and  sluggish  through  the  entire  town. 

Unimproved. 

Township  No.  4,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

This  town  is  traversed  from  south  to  north  by  the  main  west 
branch  of  Penobscot.  The  general  width  of  the  river  is  some  20 
rods.     Current  quick  but  not  much  broken. 

First,  at  Big  island  (an  island  dividing  the  channel  into  two 
nearly  equal  parts)  the  current  is  exceedingly  rapid,  and  the 
banks,  both  upon  the  island  and  main  land,  are  high  and  bold. 
Here  either  or  both  channels  could  be  easily  improved  and  any 
amount  of  power  secured  for  driving  the  heaviest  kinds  of  mi^ 
chinery. 

Second,  Third,  Fourth,  etc.,  many  other  sites  might  easily  be 
improved  within  the  length  of  the  town  and  the  whole  river  con- 
trolled. 

Sixth,  two  miles  above  the  island,  the  Ragmuff  stream  joins  the 
the  main  river.  Twenty  rods  from  the  mouth  the  stream  breaks 
over  a  perpendicular  ledge  of  six  or  seven  feet  through  a  channel 
of  20  feet  width ;  banks  exceedingly  high.  A  long  reach  of  slack 
crater  above  the  fall  convenient  for  holding  large  reserve.  This 
is  a  very  extra  power  with  abundance  of  water  for  common  mill 
machinery. 

Privileges  unused. 

Township  No.  5,  R.  14 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 

The  only  streams  on  this  town  are  Big  Scott  brook,  emptying 
into  Cauquomgomoc,  and  Ragmuff,  emptying  into  the  Penobscot^ 
Neither  is  very  large,  or  has  reservoirs  for  holding  surplus  water 
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to  any  great  extent.  Beds  of  streams  about  40  feet  wide.  Dams 
of  seven  or  eight  feet  height  have  been  built  on  each  with  flowage 
sufficient  for  spring  driving.  Such  streams  fail  early  in  a  dry 
season. 

Township  No.  6,  R.  14 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 

Numerous  Powers. 

A  stretch  of  two  miles  or  more  of  very  rapid  water  on  the 
stream  of  Cauquomgomoc  lake,  with  fall  sufficient  for  a  head  every 
60  or  TO  rods.  Stream  eight  or  ten  rods  wide  with  a  large  flow  of 
water.  The  banks  at  the  lake  are  too  low  to  obtain  a  great  head, 
but  at  slight  expense  the  channel  could  be  lowered  and  the  lake 
be  drained  many  feet  below  its  natural  level. 

Loon  stream  and  Little  and  Big  Scott  brooks  afford  powers  t^ 
considerable  extent.  Dams  have  heretofore  been  erected  on  these 
for  driving. 

Privileges  unused. 

TowNSfflp  No.  T,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Numerous  Powers. 

First,  a  small  power  in  east  part  of  the  town,  at  outlet  of  lower 
pond  on  Ellis  brook. 

Second,  at  outlet  of  Shallow  lake,  two  square  miles,  that  can 
be  controlled  by  a  short  dam  at  trifling  cost. 

Third,  at  outlet  of  Daggett  pond,  about  the  same  as  above. 

Fourth,  at  foot  of  Lower  pond ;  this  pond  is  fed  by  both  branches 
and  affords  a  large  supply  of  water. 

The  streams  from  these  ponds  are  rough  and  rapid,  and  have  a 
great  number  of  good  powers.  In  many  places  the  water  could 
be  used  over  five  or  six  times  in  half  a  mile  distance.  All  kinds 
of  timber  abundant.    Soil  poor. 

Privileges  unused. 

Township  No.  8,  R.  14 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq, 

Two  Powers,  or  More. 

This  township  contains  the  larger  portion  of  AUagnash  l^e, 
covering  nearly  one-quarter  of  the  town.    At  the  outiet  of  this 
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lake  the  bank  on  the  south  side  is  a  high  steep  ledge,  and  on 
the  north  side  a  low  sea  wall,  only  six  or  seven  feet  above  the 
lake,  for  a  long  distance.  A  dam  was  formerly  built  here,  but  the 
water  broke  through  the  wall  at  the  end  and  carried  away  one 
wing,  widening  the  channel  to  nearly  twice  its  former  breadth.  A 
few  rods  below  thowlake  the  stream  becomes  narrow  and  the  bank« 
sufficiently  high  for  a  head  to  overflow  the  present  dam.  This 
would  require  a  dam  75  feet  long  and  12  high. 

Another  good  power  is  at  the  northeast  comer  of  the  town,  on 
Bassell  brook ;  bed  of  stream  25  feet,  through  ledge ;  banks  high 
and  current  rapid  below ;  numerous  ponds  above  to  supply  a  head. 

Privileges  unused. 

Township  No.  9,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

The  only  powers  in  this  town  are  on  Russell  brook,  a  small  stream 
taking  its  rise  from  various  little  ponds.  Lumber  has  been  driven 
from  three  of  these  ponds,  and  dams  constructed  at  their  outlets. 
These  powers  are  each  small  but  would  afford  sufficient  water  for 
driving  common  mill  machinery  through  the  spring  and  autumn. 

No  timber  has  ever  been  cut  on  the  town  except  the  large  pine. 
The  balance  still  remains  in  its  natural  state. 

Township  No.  10,  R.  14 — Piscataquis  County. 

Staievnent  of  Daniel  Barker,  Esq. 

There  is  no  stream  sufficiently  large  for  water-power,  except 
Thoroughfare  brook,  and  this  would  serve  only  during  the  wetter 
part  of  the'season. 

TowNsrap  No.  2,  R.  2 — Somerset  County. 

Statement  of  E.  W.  Parlin,  Esq. 
Tnro  Powers. 

First,  on  the  Sandy  stream,  below  the  inlet  of  the  Rowe  pond, 
a  fall  of  30  feet  can  be  had ;  dam. 

Second,  a  mile  below,  a  fall  of  50  feet  can  be  had.  Ledge 
bottom,  good  banks,  good  sites  in  all  res|)ects.  Very  large  supply 
of  water  can  be  had  by  use  of  various  ponds  above,  on  the 
branches. 

Unimproved. 
80 
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TowNsmp  No.  1,  R.  8 — Sombbsbt  Coustt. 
Statement  of  Joeqph  Clark,  Esq.,  of  OarraJtunk. 

Several  Powers. 

On  the  outlet  of  Pierce  pond.  Stream  violenliy  n^id,  capall* 
of  improvement  at  various  points.  Pond  is  a  very  large  reaerrc: 
8.50  square  miles,  and  can  be  raised  10  feet.  * 

Several  privileges  on  the  outlet  of  the  lower  CanyiDg-pl* 
pond,  stream  is  swift,  good  banks ;  pond  can  be  made  a  g^x: 
reservoir. 

Unimproved. 

TowNsmp  No.  8,  R.  4 — Soicebsst  Couhtt. 

[North  of  Bead  RiTwr  plantation.] 

Statement  of  J,  M,  Baynes,  Esq.,  of  Augusta. 

Two  Powers. 

First,  '' Grand  Falls,''  on  the  Dead  river,  in  the  nortileastr^ 
ner  of  the  township,  40  feet  fall,  nearly  perpendicular ;  sn  ei.\ 
lent  power,  capable  of  great  development.  The  dam  one-half  l: 
above  flows  the  river  six  miles  to  Long  Falls. 

Second,  **  Long  Falls,"  one  mile  long,  two  pitches,  15  feet  etc: 
good  bottom,  banks,  excellent  site  for  mills,  and  a  flowag«  of  1 
miles  above  on  the  river.  Great  supply  of  water  can  be  bi  £ 
all  seasons. 

Both  unimproved. 

Township  No.  4,  R.  4 — SoimtsKT  Cocntt. 

[Weit  of  Hammond.] 

Several  Powers. 

At  the  mouth  and  on  the  outlet  stream  of  Penobscot  bke  t 
series  of  rapids  and  pitches;  total  fall  —  feet.  Stream  narr-^ 
excellent  chance  for  dam  at  the  outlet.  Area  of  pond  two  ^  i 
half  square  miles.     Abundant  and  excellent  spruce  forest. 

All  unimproved. 

TowNsmp  No.  1,  R.  6 — SoMERSKT  County. 

Statement  of  Joseph  Clark,  Esq.,  of  Carratunk. 

Several  Powen. 

Several  privileges  on  the  Gold  stream,  the  outlet  of  the  poc:  | 
the  same  name.  Pond  covers  1.25  square  miles  and  can  be  nJ 
12  feet. 


I 
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Two  or  three  privileges  on  Salmon  stream.    Former 
one;  there  is  a  dam  giving  14  feet  head,  used  for 
No  ponds,  but  large  flowage. 

Privileges  not  used. 

Township  No.  1,  R.  6 — Somerset  Countt. 
Statement  of  Joseph  Clark,  Esq, 

[See  alBo  *<  TowDships  Noe.  1  and  1,  R.  6— Somenet  Ooant} 

Sight  Powers,  or  More. 

First,  10  rods  below  the  outlet  of  dam  of  Moxie  k 
fall,  ledge  bottom  and  banks,  lay  of  the  land  excellent.  TJi 

Second,  two  miles  below,  a  dam  flowing  the  river  ba( 
a  half  miles  six  feet,  ledge  bottom  and  banks,  favorat 
for  mills.    Ten  feet  head  may  be  had. 

Third,  three-fourths  of  a  mile  below,  "Rankin's  Falls 
fall  in  six  rods,  and  rapid  slope  for  half  a  mile  below.  Gc 
and  banks. 

Fourth,  a  fall  of  15  feet  perpendicular;  excellent  pi 
all  respects. 

Fifth,  60  rods  below,  the  "Moxie  Falls,"  95  feet  fi 
dicular. 

Moxie  pond,  the  feec^er  of  the  above  privileges,  cov 
square  miles,  and  is  fed  by  other  ponds  and  several 
streams.    A  head  of  six  feet  is  commanded  on  the  poi 
tilting  a  reservoir  of  very  large  capacity.     Water  und( 
control ;  freshets  unknown ;  water  abundant  at  all  seasom 

Sixth,  Seventh,  etc.,  on  Black  stream,  good  privilege 
improved,  ponds  above  cover  nearly  two  square  miles 
used  for  reservoirs.  A  bog  above  the  upper  pond,  has  hi 
of  water  held  on  it,  covering  half  a  square  mile.  A  larg 
of  fall  from  the  ponds  to  the  Kennebec  river.  Timbei 
quantities. 

Privileges  not  used. 

Townships  Nos.  1  and  1,  R.  6 — Somerset  Coxjnti 
Statement  of  J.  M.  Haynes,  Esq,,  of  Augusta, 

!rwo  Powers,  and  More. 

First,  "  Moxie  Rips,"  on  the  Kennebec  river,  three  mih 
the  Forks,  15  feet  fall  in  20  rods;  excellent  site  for  dam  an< 
of  access ;  dam  would  be  eight  rods  long. 
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Second,  above,  seven  miles  from  the  Forks,  at  the  confluence  of 
the  Kennebec  and  the  Black  brook,  the  "  Black  Brook  Rips,'*  20 
feet  fall  in  30  rods ;  excellent  situation  for  development. 

Two  miles  above  these  rips  commence  the  "  Rapids,"  extending 
nine  miles,  and  in  the  whole  distance  the  river  is  a  violent  torrent, 
foaming  and  boiling ;  the  fall  is  judged  not  less  than  300  feet  in 
the  distance.  About  hal^  the  fall  is  between  the  two  townships 
now  under  consideration.  The  shores  are  bold,  in  part  precipitous 
and  rising  to  the  height  of  100  feet  on  either  side.  Dams  could  be 
built  at  any  point,  and  at  several  points  roads  can  be  constructed 
and  mills  located. 

None  improved. 

TowNSfflp  No.  2,  R.  5 — Somerset  County. 
SUUement  of  Heman  Whipple,  Esq.,  of  Solon. 

Nttmeroos  Powers. 

First,  on  Enchanted  stream,  three-fourths  mile  from  south  line, 
an  admirable  site,  10  feet  fall,  flowage  above. 

Second,  three-fourths  mile  above,  fall  at  foot  of  pond  12  feet, 
large  flowage  on  pond.  ^ 

Third,  one  mile  above,  fell  of  eight  feet ;  large  tract  of  flowage 
above.  , 

Fourth,  above,  near  north  line  of  town,  fall  of  15  feet,  large 
pond  above  which  can  be  flowed  to  any  extent.  The  fall  on  tiie 
Enchanted  stream  is  100  feet  or  more. 

Numerous  privileges  on  the  Stony  brook ;  total  fell  150  feet  or 
more ;  six  or  more  ponds  all  of  which  can  be  flowed ;  three  or  four 
already  flowed. 

All  unimproved. 

TowNSfflP  No.  4,  R.  5 — Somerset  Countt. 

Statement  of  Ex- Governor  Gobum. 

Dam  flows  the  Spencer  stream  back  three  miles,  head  eight  to 
ten  feet.     Quite  large  ponds  above,  which  are  or  can  be  flowed* 

Township  No.  2,  R.  6 — Somerset  Coitntt. 
Statement  of  Reman  Whipple,  Esq. 

Several  Powers. 

On  the  Cold  stream ;  numerous  reservoirs  above ;  eevei^ 
already  dammed ;  large  supply  of  water ;  good  sites. 
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Several  privileges  on  Salmon  stream ;   dam  on  one,  fonnerly 
mill  on  one ;  two  or  three  ponds  for  resesvoirs. 
Privileges  not  used. 

Township  No.  3,  R.  6 — Somerset  Coxjntt. 
Statement  of  Heman  Whipple,  Esq, 

biree  Powers,  or  More. 

One  or  two  on  Horse  brook,  fed  by  a  pond  covering  three- 

arths  of  a  square  mile ;  can  be  dammed. 

One  good  site  on  the  outlet  of  Bitter  brook  pond  ;  pond  covers 

ree-fourths  square  mile,  and  can  be  flowed. 

Not  improved. 

TowNSfflp  No.  4,  R.  6 — Somerset  County. 
Statement  of  JSieman  Whipple,  Esq, 

ne  Power, 

At  the  foot  of  the  Great  Spencer  pond,  a  fall  of  20  feet  can  be 
id.  Ledge  bottom,  admirable  chance  for  a  dam ;  banks  favor- 
)le,  level,  and  of  just  the  right  height  for  improvement.  The 
im  would  flow  the  pond  12  feet  for  several  square  miles.  Pond 
fed  by  other  ponds  and  large  tract  of  country. 
Not  used. 

Township  No.  1,  R.  7 — Somerset  County. 
I^atement  of  Heman  Whipple,  Esq, 

See  also  "  Townships  No.  3,  PiMatoqais  County,  and  No.  1,  R.  7,  Somerset  County.''] 

ae  Power. 

On  Western  outlet,  at  the  foot  of  a  pond,  eight  feet  fall.    Pond 
in  be  flowed. 
Not  used. 

TowNsmp  No.  2,  R.  T — Somerset  County. 
Statement  of  Heman  Whipple,  Esq, 

ne  Power. 

On  Misery  stream,  just  below  the  outlet  of  the  pond,  eight  feet 
.11 ;  dam  can  be  raised  to  any  height. 

Misery  pond  covers  about  two  square  miles,  and  is  flowed  two 
et;  can  be  raised  more. 
Not  used. 
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TowNSfflp  No.  4,  R.  7 — Somerset  CoimTY. 
From  (he  Statement  of  Hon,  Abner  Coburn. 

One  Power. 

"  Attean  Falls, "  at  the  head  of  Attean  pond,  15  feet  descent, 
and  swift  water  below ;  a  long  range  of  sluggish  water  aboTe, 
serving  as  a  reservoir. 

Not  used. 

TowNSfflp  No.  1 — WAsmNGTON  County. 

[South  of  Yaaoeboro'.] 

Statement  of  Peol  ToTtiah,  of  Indian  Township. 

Two  Powers. 

On  the  outlet  stream  of  Lambert's  lake,  which  falls  20  feet  from 

lake  to  river.     Lake  covers  two  square  miles,  and  is  dammed  four 
feet. 
Not  used. 

» 

TowNsmp  No.  5 — Washington  County. 

[Sysledobufl  lake  townahip.] 

l^cUement  of  Peol  Tomah,  of  Indian  Township. 

Several  Powers. 

Situated  in  part  on  the  outlet  stream  of  the  Chain  lakes.  The 
total  fall  from  the  Upper  Chain  lake  to  Sjsledobsis  is  30  feet. 

« 

There  is  a  fall  of  15  feet  from  Sysledobsis  to  Pocumpus  lake. 
Unimproved. 

ToWNSfflP   No.    6 WASfflNGTON   CoUNTY. 

[West  of  T&lmadge.] 

Statement  of  Peol  ToTnah, 
Three  Powers. 

The  Pleasant  lake  stream  falls  40  feet  to  Scraggy  lake,  and  has 
three  dams  upon  it.  Lake  covers  two  square  miles,  and  is  dammed 
four  feet ;  can  be  raised  more  with  some  flowage. 

Used  only  for  flowage. 

Township  No.  6 — WAsmNOTON  County. 

[Grand  lake  township.] 

Staiem^ent  of  Peol  Tomah, 
Several  Powers. 

The  outlet  stream  of  Ox  brook  pond  falls  from  50  to  100  feet  to 
the  lake,  and  affords  several  good  sites  for  dams.  The  pond  cov- 
ers one  to  two  square  miles,  and  is  dammed  three  feet. 


The  outlet  stream  of  Wawbawsoos  or  Machias  lake  falls  40  feet 
from  lake  to  lake.  There  is  one  dam  at  the  outlet,  which  raises 
the  lake  three  feet.  A  second  dam  about  half  a  mile  below.  The 
lake  covers  about  two  square  miles. 

Used  only  for  flowage. 

Township  No.  9 — Washingtok  Countt. 

[But  of  Dftnforth.] 

From  (he  Returns  of  OcUaia. 
Several  Powers. 

The  Chiputneticook  Grand  Lake  stream,  connecting  Chiputneti- 
cook  Grand  lake  with  Chiputneticook  lake,  is  about  three  miles 
long.  It  has  in  that  distance  a  fall  of  60  feet.  At  the  outlet  of 
Grand  lake  there  is  a  great  dam,  upon  which  a  large  tannery  was 
built  about  three  years  ago,  and  about  which  quite  a  large  settle- 
ment has  clustered.  There  are  undoubtedly  several  sites  on  this 
stream  susceptible  of  improvement  and  use  for  power  purposes. 

A  storage  of  four  feet  on  the  lakes  above  would  yield  on  the 
whole  fall  of  60  feet,  for  10  hours  a  day,  312  days  a  year,  a  gross 
power  of  1,800  horse  or  70,000  spindles. 

TowNSfflp  No.  14 — WAsmNGTON  County. 

[Wert  of  DennysviUe.] 

Statemerdof  T.  W.  AUan,  Esq,,  of  DennysviUe. 

Three  Powers. 

First,  "  Long  Rips,"  on  Cathance  river,  one-half  mile  above  the 
south  line  of  the  township,  one  mile  long ;  fall,  estimated  at  15 
feet ;  chance  for  a  dam,  at  the  head  10  feet  high ;  no  improve- 
ments ;  dam  would  make  large  pond,  two  miles  long. 

Second,  three  and  a  half  miles  above,  "  Upper  Rips,"  100  rods 
long,  eight  feet  fall,  not  including  the  dam  at  the  outlet  of  the 
lake. 

Third,  "Outlet  Dam/'  six  and  a  half  feet  head  on  the  lake, 
4,000  or  6,000  acres. 

The  storage  of  Cathance  lake  will  yield  on  these  falls  together, 
for  the  working  hours  of  the  year,  a  gross  power  of  300  horse,  or 
12,000  spindles.     This  is  the  storage  alone. 


I 
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TowKSHip  No.  18 — Washinoton  County. 

[North  o^BMi  MaohiM.] 

Statement  of  N.  W.  Foster,  Esq.,  of  East  Machias, 

Several  Powers. 

A  number  of  good  mill  sites  on  the  East  Machias  river,  situated 

in  a  stretch  of  rips  extending  two  and  a  half  miles  below  Second 
lake.     Formerly  mills  upon  them. 

"Munson  Rips/'  on  the  East  Machias  river,  a  mile  above 
Second  lake,  six  feet  fall,  a  dam  at  the  head  giving  seven  feet 
flowage  over  Round  and  Rocky  lakes,  total  head  and  fall  13  feet. 
A  most  excellent  power. 

The  water-power  and  the  township  are  owned  by  S.  W.  Pope  & 
Co.,  of  East  Machias. 

Privileges  used  only  for  flowage. 

TowNsmp  No.  19 — Washington  County.  , 

[South  of  Crawford*] 

Statements  of  F,  Loving  Talbot  and  N.  W,  Foster,  Esqs,,  of  East 

Machias. 
Seven  Fowers,  or  More. 

First  and  Second,  on  the  outlet  stream  of  Spectacle  lakes.  Not 
used. 

Third,  at  the  outlet  of  Long  lake,  a  dam  six  feet  high.  Lake 
covers  1.25  square  miles.  Fed  by  ponds  above  that  are  also 
dammed. 

Fourth,  the  "  Great  Meadow  Rips,'^  on  the  East  Machias  river, 
fall  30  feet,  very  extensive  artificial  flowage  over  adjacent 
meadows.     Not  used. 

Fifth,  about  a  mile  below  the  outlet  of  Love  lake,  six  feet  fall 
can  be  had.     Unimproved. 

Sixth,  one  mile  below,  a  fall  of  six  feet ;  formerly  a  shingle  mill ; 
unimproved. 

Love  lake  covers  1.T5  square  miles  and  is  flowed  five  or  six  feet; 
it  is  fed  by  Barrows'  lake  which  can  be  flowed  several  feet.  Large 
supply  of  water. 

Power  and  township  owned  by  C.  Burrell,  Esq.,  of  East  Machias. 
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TowNsmp  No,  21 — ^Washington  County. 
StoUement  of  F.  Loring  Talbot,  Esq.,  of  East  Machias, 

Two  Powers, 

A  daip  on  Allen's  stream. 

On  Huntley  brook  a  dam,  five  to  seven  feet,  flows  a  larg^  tract. 

Used  only  for  log-driving. 

Township  No.  24 — Washington  County. 
Statement  of  J.  K,  Ames,  Esq,,  of  Machias. 

One  Power. 

On  the  Mopang  stream,  near  the  line  of  No.  25,  "Six  Mile 
Dam,''  about  six  feet  head,  flows  back  two  miles ;  stream  narrow. 
Used  only  for  log-driving. 

Township  No.  27 — Washington  County. 
Statement  of  Peol  Tomah. 

[See  also  '^Hiiikley  Townahip  and  Townihip  No.  27~Wa8hingtoii  Goonty.''] 

Several  Powers. 

The  outlet  stream  of  Clifford  lakes  falls  40  feet  to  Big  lake,  and 
has  several  good  mill  sites.  The  lakes  cover  two  square  miles  and 
are  dammed  five  feet. 

Also  on  Little  river  a  dam  six  feet  high,  used  for  log-driving. 
Stream  fed  by  a  pond  covering  three-fourths  of  a  mile,  and 
dammed  three  feet. 

Privileges  used  only  for  log-driving. 

Township  No.  30 — Washington  County. 

Statement  of  J.  K.  Ames,  Esq.,  of  Machias. 

Six  Powers. 

First,  "Robinson  Dam,''  a  mile  and  a  half  below  the  first, 
Mopang  lake ;  flows  the  lake. 

Second,  "  Gravel  Dam,"  at  outlet  of  second  Mopang  lake,  seven 
feet  head  on  the  pond.  High  land  all  about ;  can  raise  the  pond 
indefinitely. 

Third,  Fourth,  Fifth  and  Sixth,  on  Crooked  river,  seven  feet  on 
the  lower,  the  "Robinson  Dam,"  six  feet  on  '^Fletcher  Dam," 
above,  six  feet  on  "  Pope  Dam,"  above,  and  seven  feet  on  "  Elwell 
Dam." 
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TowNSfflp  No.  36 — ^Washington  CotyNTY. 
Statement  of  J.  K,  Ames,  Esq.,  of  Machias, 

Several  Powers. 

On  the  west  branch  of  the  West  Machias  river ;  stream  is  rapid, 
rocky,  and  narrow;  several  sites  for  dams.  One  dam  already 
built. 

Township  No.  41 — Washinoton  County. 

Statement  of  J.  H,  Ames,  Esq.,  of  Machias. 

Two  Powers. 

First,  "Knight  Dam,"  two  and  a  half  miles  below  Fifth  lake. 
Six  feet  head. 

Second,  about  half  a  mile  below  Fifth  lake.  "  Fifth  Lake  Dam  " 
flows  the  lake  seven  feet. 

Used  only  for  log-driving. 

Township  No.  43 — ^WASHweTON  County. 

SUxlement  of  Peol  Tomah. 
One  Power. 

On  Little  river,  north  branch,  half  a  mile  below  the  lake,  a  dam 
four  feet  high.  Pond  covers  nearly  a  mile  square,  and  ia  dammed 
three  feet. 

Tbbuont — ^Hancock  County. 
From  Selectmen's  Returns. 

Ten  Powers,  and  More. 

First  and  Second,  on  "  Heath's  Stream,''  the  outlet  of  Seal 
Cove  pond,  and  emptying  into  Seal  Cove,  a  convenient  and  safe 
harbor.  Upon  one  a  saw  mill ;  upon  the  other  a  grist  miU.  The 
productions  of  these  mills  can  be  shipped  without  the  expense 
and  inconvenience  of  trucking.  Annual  lumber  produced  about 
250,000 ;  several  hundred  thousand  staves ;  with  proper  machinery 
much  more  could  be  done.  Total  fall,  40  feet  in  one-fourih  of  a 
mile ;  two  dams ;  mills  work  about  three-fourths  of  the  year,  but 
with  proper  improvements  could  be  run  the  whole  season.  Heath's 
stream  connected  with  two  ponds.  Formerly  a  carding  and  fnll- 
ing  will  on  this  stream,  working  successfully,  but  was  worn  out 
and  suffered  to  go  to  ruin  by  the  owner. 

Third,  Fourth,  etc.,  on  Heath's  stream,  never  been  improved. 
The  water  could  be  carried  along  the  banks  in  flumes  with  but 
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little  expense ;  stream  is  narrow  and  runs  over  a  rocky  bed  and 
between  ledgy  banks ;  the  eastern  bank  is  very  high,  while  the 
western  is  not  too  high  for  the  convenient  erection  of  mills ;  it  is 
but  little  affected  by  freshets,  never  enough  to  cause  damage  to 
dams  or  mills.  ^  All  along  the  eastern  shore  of  the  ponds  and  on 
the  slopes  of  the  mountains  near  the  ponds  are  forests  of  spruce, 
fir  and  pine. 

Fifth,  Sixth,  etc.,  on  Bass  Harbor  stream;  shingle  mill,  six 
months.  The  stream  five  miles  in  length,  and  has  a  fall  in  the 
whole  distance  of  about  60  feet.  There  are  several  points  in  its 
course  at  which  improvements  could  be  made  so  as  to  run  success- 
fully machinery  for  the  manufacture  of  small  lumber. 

Seventh,  Eighth,  etc.,  on  large  brooks,  with  sufficient  power  to 
manufacture  shingles,  laths,  clapboards,  staves,  &c. 

Ninth,  Tenth,  etc.,  tide  privileges,  none  of  which  are  improved. 

Tbenton— Hancock  County. 

Sdectmen's  SkUemerU, 
One  Power. 

A  tide-mill  that  does  some  business  at  sawing  boards,  staves,  and 
herring  boxes. 

There  is  no  fresh  water-power  in  town  of  sufficient  volume  to 
warrant  the  construction  of  dams. 

Trescott — WAsmNGTON  County. 
Three  Powers. 

First,  on  Moose  cove,  a  tide  power,  a  saw  mill. 

Second,  on  Wiggings  stream,  a  saw  mill. 

Third,  on  a  stream  tributary  to  the  south  branch  of  Cobscook 
bay,  a  saw  mill. 

Troy — Waldo  County. 

From  Selectmen's  Statement, 
Ten  Powers.     • 

First,  at  the  foot  of  Carlton  bog,  which  contains  about  1,000 
acres  and  has  hve  important  tributary  streams,  "  Carlton  Mills ;'' 
saw,  shingle,  clapboard,  and  grist  mills ;  300,000  of  lumber,  shin- 
gles 360,000,  clapboards  30,000 ;  grist  mill  1,600  bushels ;  head 
and  fall  13  feet.  With  a  tight  dam  four  times  the  present  business 
might  be  done.    With  small  expense  there  might  be  an  upper  dam 
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built  to  raise  the  head  four  feet  and  flow  from  2,000  to  3,000  acres, 
making  power  for  any  business. 

Second,  40  rods  below,  site  for  another  dam,  nine  feet  head, 
with  good  location  for  mills,  and  easy  of  access ;  hard  bottom  and 
sides ;  rocks  plenty. 

Third,  one  mile  below,  falls  60  or  70  rods  long. 

Fourth,  "  Myrick  Falls,"  in  southwesterly  part  of  the  town; 
saw  mill,  150,000  board  measure ;  head  and  fall,  12  feet ;  water 
sufficient  for  nine  months ;  good  farming  lands  up  to  the  edge  of 
the  pond ;  hard  bottom. 

Fifth,  20  rods  below,  shingle  machine,  300,000  per  year ;  could 
run  three-fourths  of  the  year ;  more  machinery  could  be  run. 

Sixth,  below.     Not  used. 

Seventh,  on  Martin  stream ;  saw  mill,  150,000  board  measure ; 
shingle  mill,  150,000  per  year ;  might  do  a  great  deal  more  ;  could 
run  nine  months  in  the  year. 

Eighth,  below,  quite  as  good,  hard  bottom ;  land  around  good  for 
farming. 

Ninth,  clover  mill,  on  Shaw  brook,  10  or  12  tons  of  seed  per 
year;  runs  about  six  months ;  head  and  fall  11  feet;  could  do  a 
great  deal  more  by  building  dams ;  good  farming  land  all  about ; 
banks  of  pond  and  stream  hard ;  plenty  of  stone. 

Tenth,  half  a  mile  below,  shingle  machine,  200,000  per  year; 
could  run  eight  months ;  bottom  hard  ;  good  farming  land.  Con- 
siderable timber  left. 


Turner — Ain)ROScoooiN  County. 
From  Selectmen's  Returns, 

[See  alflo  *<  Oreene  and  Turner,"  and  «  Leeds  and  Tomer."] 

Biz  Powers. 

First,  on  the  Martin  stream,  at  the  outlet  of  Bear  pond,  saw 
mill,  can  cut  600,000  feet  annually  ;  fall  10  feet. 

Second,  at  North  Turner  village,  three-fourths  of  a  mile  below, 
lumber,  grist  and  carding  mills ;  also  carriage  factory.  Could  cut 
1,000^000  feet  annually ;  fall  10  feet. 

Third,  "  Chase's  Mills,''  saw  and  shingle  mill,  and  hub  and  bowl 
factory. 

Fourth,  at  Turner  village,  on  the  Twenty-mile  river,  a  woollen 
factory,  grist  mill,  lumber  mill  and  carriage  factory.  Fall  about 
12  feet ;  all  the  mills  doing  a  large  amount  of  business. 
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Fifth,  at  Bradford  village,  on  the  same  river,  unimproved ;  fall 
12  feet;  if  properly  improved  would  do  a  large  amount  of 
business. 

Sixth,  at  the  mouth  of  the  Twenty-mile  river;  fall  11  feet;  saw 
and  grist  mill ;  power  enough  to  do  a  large  business. 

Plenty  of  good  cls^  for  brick. 


Union — ^Knox  County. 

From  the  Statement,  and  a  Plan  of  the  Water-Power,  furnished  by 

WiUiam  Gleason,  Esq,,  Surveyor. 

[See  also  **  Union  and  Washington/'] 

Pifteen  Powers. 

Four  on  Crawford's  river,  the  outlet  of  Crawford's  pond  and 
tributary  to  Seven  Tree  pond.  The  distance  from  pond  to  pond  is 
152  rods,  and  the  declivity  or  fall  T3  feet  seven  and  one-half 
inches. 

First,  nearest  the  outlet;  fall  12  feet;  cabinet  shop,  $5,000 
annual  product. 

Second,  stave  mill,  eight  feet  fall. 

Third,  18  feet  fall,  foundry,  saw  mill,  shovel  factory,  axe  fac- 
tory; product,  first,  $3,000,  second,  $17.5. 

Fourth,  machine  shop,  10  feet  fall ;  25  feet  11  inches  not  occu- 
pied. 

The  ponds  which  find  their  outlet  at  this  place  are  judged  to 
cover  an  area  of  more  than  2,000  acres,  none  of  which  have  any 
artificial  works  for  reservoiring  water  except  Fisk  and  Lermonds, 
and  these  are  used  as  mill  sites  rather  than  reservoirs.  The 
privileges  on  Crawford's  river  are  not  subject  to  sudden  rise  of 
water,  and  are  among  the  best  in  this  section  to  hold  out  in  the 
dry  season  of  the  year.  The  outlet  of  Crawford's  pond  is  only 
about  40  feet  wide,  and  a  dam  could  be  easily  constructed,  costing 
but  little,  and  the  flowage  of  meadow  would  not  exceed  Y5  acres. 
The  privileges  Three  and  Four  have  rock  banks  and  bottom.  A 
section  of  the  stream  was  taken  19  feet  nine  inches  long  and  20 
feet  wide,  depth  in  the  middle,  20  inches,  and  sides  12^  inches, 
and  the  velocity  was  found  to  be  six  seconds  in  the  distance, 
(19  feet  9  inches.)  The  above  described  power  is  situated  in 
South  Union,  and  is  known  as  the  South  Union  water-power. 

The  next  two  powers  are  situated  on  the  St.  George  river,  below 
Senebec  and  above  Round  pond.    The  declivity  from  Senebec 


478  WATXR  POWBR  OF  MAINE.  [Past  HL 

pond  to  the  falls  at  Bachelder  mills,  measured  to  the  bed  of  the 
river,  near  to,  and  on  the  west  side  of  the  flume  at  the  grist  milli 
is  49  feet  11^  inches.  A  section  of  the  river  was  taken  14  rods 
and  10  links  long,  and  5  rods  12^  links  wide,  average  velocitj  of 
current  8  minutes  and  23|  seconds ;  depth,  two  feet  in  centre. 
The  distance  from  the  pond  to  the  falls  named  above  is  514  rods. 

Fifth,  at  the  outlet  of  Senebec  pond;  saw,  grist,  stave  and 
shingle  mill,  and  carriage  factory,  all  of  which  produce  $1,700 
annually. 

Sixth,  below;  a  tannery,  $5,000;  carriage  factory,  $5,000; 
Messrs.  Simmons,  Wingate  &  Co.'s  carriage  factory  produces 
$20,000 ;  a  saw  mill  and  grist  mill,  which  produce  annually  $860. 

The  natural  reservoirs  of  these  privileges  are  Senebec  pond  in 
Union  and  Appleton,  Quantabacook  pond  in  Searsmont,  Stevens' 
and  George's  ponds  in  Liberty,  which  have  an  area  of  more  than 
1,500  acres,  none  of  which  are  used  exclusively  as  reservoirs.  The 
mills  on  Nos.  Five  and  Six  are  run  most  of  the  season,  and  thej 
are  enabled  to  grind,  even  in  the  driest  seasons,  some  portions  of 
every  day ;  and,  if  the  ponds  above  referred  to  were  flowed,  the 
power  might  be  quadrupled. 

The  next  four  powers  are  situated  on  Easton  stream,  the  outlet 
of  Lermond's  pond,  and  tributary  of  Crawford's  pond.  The 
declivity  was  found  to  be  158  feet,  and  the  distance  583  rods.  The 
amount  of  the  water  judged  to  be  about  three-eighths  as  much  as 
is  vented  by  Crawford's  river. 

Seventh,  at  the  outlet ;  saw  and  stave  mill ;  $515  annually. 

Eighth,  grist  mill  and  stave  mill ;  $700  annually ;  also  cabinet 
factory. 

Ninth,  stave  mill  and  threshing  machine. 

Tenth,  saw  mill,  $200  annually.  The  fall  improved  on  No. 
Seven,  is  9  feet ;  on  No.  Eight,  is  16  feet ;  on  No.  Nine,  is  8  feet ; 
and  on  No.  Ten,  is  10  feet;  leaving  on  Eastern  stream  115  feet 
unoccupied.    This  location  is  known  as  East  Union. 

Eleventh,  on  Pettengill  stream ;  the  total  descent  from  the  dam, 
at  ^the  foot  of  the  meadows  to  the  meadows  below,  is  62  feet  2 
inches  in  70  rods.  Privilege  No.  Eleven  appropriates  9  feet  only ; 
occupied  by  stave  and  shingle  mill.  Took  a  section  of  the  stream 
25  feet  long,  and  five  and  one-half  feet  wide,  17  inches  deep  in 
centre,  velocity  five  seconds.  This  stream  has  no  ponds  as  reser- 
voirs, but  a  large  area  of  meadows  is  flowed  from  fall  until  spring, 
which  makes  this  a  good  privilege  at  the  seasons  specified ;  some 
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asinesB  is  done  here  even  in  the  diy  part  of  the  season,  from 
una  until  August. 

Twelfth,  located  on  Orassy-pond  stream ;  fall  10  feet;  $250. 

Thirteenth,  situated  on  Muddj-pond  stream ;  fall  12  feet ;  $400. 

Fourteenth,  on  same  stream ;  10  feet  fall ;  $875. 

Fifteenth,  on  the  same  stream ;  a  fall  of  eight  feet ;  $300. 

The  mills  on  Crawford's  and  George's  rivers  operate  nearly  all 
he  year  at  present ;  can  he  made  to  do  a  vast  amount  of  husiness 
.t  all  seasons.  Rocks  suitable  for  building  abundant  at  all  points ; 
»ne-eighth  of  the  basin  of  the  streams  covered  with  woods ;  lay  of 
he  land  about  the  falls  excellent  for  improvement.  Market, 
lockland  and  Thomaston,  by  road. 

Union  and  WAsmNGTON — Knox  County. 
StateTnents  of  Union  and  Wdshington, 

[See  ftlso  **  Union,"  and  "Waahington."] 

Pour  Powers. 
All  situated  on  Medomac  stream. 
First,  "Luce's  Saw  Mill,"  15  feet  head. 
Second,  a  stave  mill,  15  feet  head. 
Third,  saw  and  stave  mills,  14  feet  head. 
Fourth,  stave  and  saw  mill. 

Unitt — Waldo  County. 

StcUement  of  A,  B,  Myrick,  Esq. 
Four  Powers. 

First,  *'  Thompson  Mills,"  grist,  saw,  shingle,  clapboard,  picket 
and  lath  mills,  all  on  one  dam.  The  privilege  is  supported  by  the 
Twenty-five-mile  pond,  whose  area  is  about  four  and  a  half  square 
miles.     Mills  operate  all  the  year. 

Second,  ''  Stevens'  Mills,"  on  Sandy  stream,  grist,  carding  and 
cloth  mills.  This  is  a  most  excellent  power,  beautiful  fal]s,|with 
any  quantity  of  fiowage  land. 

Third,  "  Comier's  Mill,"  on  Sandy  stream,  large  grist  mill. 

Fourth,  '*  Small's  Shingle  Mill,"  a  small  but  nice  water  power. 

Unitt  Plantation — Kbnnebeo  Countt. 
StcUement  of  the  Assessors. 
There  is  no  water-power  in  Unity  plantation  large  or][small. 
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Upton — Oxford  County. 

From  Selectmen's  Returns  and  information  furnished  by  E.  8.  Coe, 

Esq.,  of  Bangor. 
Numerous  Powers. 

The  "Rapid  River  Falls/'  on  Rapid  river,  which  connects 
Umbagog  lake  with  the  great  lakes  above.  There  are  a  large 
number  of  mill  sites;  the  banks  are  good;  rock  abundant;  the 
supply  of  water  inexhaustible,  the  stream  being  fed  by  aboot  60 
square  miles  of  lakes,  all  of  which  have  dams  at  their  outlets  for 
husbanding  water,  commanding  an  average  head  of  11  feet.  The 
dams  are  used,  at  present,  only  for  log-driving  purposes.  The 
total  descent  from  lake  to  lake,  is  200  feet  in  five  miles,  and  the 
stream  may  be  regarded  as  a  continuous  series  of  mill  privileges 
of  the  highest  excellence  from  end  to  end. 

The  storage  above  noted  will  yield  on  a  &11  of  200  feet  a  gross 
power  of  18,600  horse-powers  for  20  hours  a  day,  312  days  per 
year,  or  744,000  spindles. 

One  power,  the  "  Sluice,"  on  the  Dead  Cambridge  stream,  six 
miles  from  inhabitants ;  fall  10  feet. 

One  on  the  Swift  Cambridge  stream,  near  the  Andover  road. 

''Abbott's  Mills,"  on  the  Main  Cambridge  ;  dam  15  feet ;  saw, 
clapboard,  and  shingle  machinery;  grist  and  starch  mill.  Saw 
mill  operates  springs  and  falls ;  grist  mill  all  the  year. 

Flutter  and  centre-vent  wheels. 

Cambridge  river  has  a  pond  at  its  head,  one  by  one-half  miles  in 
extent;  can  be  dammed  from  "The  Sluice,"  up  three  miles;  no 
damage  from  freshets,  nor  ever  need  be ;  good  rock  for  building 
on  all  the  privileges ;  lay  of  the  land  excellent.  The  water-powers 
were  the  cause  of  the  settling  of  the  town. 

Market,  Bethel,  26  miles  by  road.  Power  owned  chiefly  by 
Hezekiah  Winslow,  Esq.,  of  Portland. 

Van  Buren  Plantation — Aroostook  County. 

From  the  Assessors'  Returns. 
Two  Powers. 

First,  ''  Hammond  Mill,"  on  Yiolette  brook ;  fall  10  feet ;  saw 

mill  of  the  best  construction  and  best  machinery ;  saws  700,000 

clapboards,  2,000,000  shingles,  and  400,000  boards  yearly  ;  also 

laths,  as  many  as  are  required ;  room  and  power  for  more  mills ; 

Stevens'  wheel  used  and  much  liked ;  mill  operates  all  the  year 

except  in  winter. 
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Second,  one-fourth  mile  below ;  15  feet  fall ;  grist  mill ;  oper- 
as all  the  year ;  mill  in  bad  repair ;  new  one  erecting ;  overshot 
heel. 

No  natural  lakes  or  ponds;  artificial  reservoirs  can  be  con- 
ructed ;  mills  perfectly  safe  from  freshets. 
It  has  been  contemplated  to  cut  a  channel  from  Long  lake  of  the 
sh-river  chain,  to  the  Yiolette  brook,  and  by  a  dam  at  the  natu- 
1  outlet  of  the  lake  to  divert  its  waters  into  said  brook.  A  very 
'eat  supply  of  water  could  thus  be  secured. 
Rocks,  slate,  good  for  building ;  lay  of  the  land  good ;  basin  of 
e  stream  nearly  all  covered  with  forests. 

The  improvement  of  the  power  has  created  a  thriving  and  a 
owing  village  out  of  nothing  but  rocks  and  water  in  ten  years' 
ne. 

Market,  Fredericton  and  St.  John,  N.  B. ;  also  Boston,  New 
ork,  and  all  coastwise  points,  by  the  St.  John  river. 

Vanobborough  TowNSfflp — Wasmngton  Oountt. 

From  the  Betums  of  Calais, 
ne  Power. 

The  St.  Croix  Log-driving  Company  have  erected  a  dam  at  the 

itlet  of  Chiputneticook  lake,  and  hold  a  15-foot  head  of  water. 

16  lakes,  connected  with  this  lake,  are  dammed  so  as  to  retain 

ater. 

A  storage  of  four  feet  on  50  square  miles  of  the  lakes  above 

3uld  yield  on  a  15-foot  fall,  for  the  ordinary  working  hours  of  the 

tar,  a  gross  power  of  825  horse,  or  33,000  spindles. 

Vassalbobough — ^Kennebec  County. 

'om  the  Survey  and  Report  of  Ira  E,  OetcheU,  Esq.,  of  Winslow, 

and  the  Statement  of  the  Selectmen, 

ineteen  Powers. 

Thirteen  on  the  outlet  stream  of  China  lake,  which  is  201  feet 
ove  tide,  has  an  area  of  4,000  acres,  a  basin  of  39,520  acres, 
d  a  head  of  six  feet  on  its  entire  surface,  held  by  a  dam,  giving 
)45,440,000  cubic  feet  of  reserve  water,  which  alone  will  supply 
B  stream  181  days. 

The  stream  from  the  lake  to  Sebasticook  river  is  six  and  one- 
Ird  miles  long,  falls  160  feet,  has  nine  dams  erected  and  sites 
r  three  or  four  more.    The  run  of  water  is  8,T03  cubic  feet  per 
Qute,  for  II  hours  per  day,  at  low  stage. 
31 
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First;  120  rods  below  outlet  dam,  fall  14  feet;  gross  power,  233 
horse ;  owned  by  the  Vassalboro'  Mills  Company,  and  used  by 
them  for  grist  and  woollen  mill  when  in  operation.  H.  R.  Buttei^ 
field  uses  the  surplus  water  for  saw  mill  and  shovel  handle  factory. 

Second,  120  rods  below,  fall  seven  and  one-half  feet;  gross 
power  123  horse  ;  H.  R.  Butterfield ;  grist  mill. 

Third,  200  rods  below,  nine  and  three-fourths  feet  fall;  160 
horse.    Charles  Davies ;  shingle  mill,  wood  and  iron  machine  shop. 

Fourth,  fall  of  seven  and  one-half  feet  immediately  below.,  which 
might  be  made  available  by  a  canal  or  a  new  dam.  This  would 
give  in  all  17  and  one-quarter  feet  fall  and  284  gross  horse-power. 

Fifth,  440  rods  below,  fall  82  feet,  obtained  by  a  dam  eight  feet 
four  inches  high  and  canal  70  rods  down  the  stream.  Occupied 
by  the  Vassalborough  Mills  Company  in  manufacturing  woollen 
goods,  20  sets  of  cards  with  connected  machinery,  wood  and  iron 
machine  shop,  &c.  Company  have  a  capital  stock  of  $450,000. 
•Qross  power,  about  500  horse. 

Sixth,  there  is  an  unoccupied  stone  dam  in  the  stream  along  side 
-the  canal,  with  a  fall  of  17  and  one-half  feet,  receiving  all  the 
water  not  used  by  the  factory.     It  has  been  proposed  to  put  in 
.new  machinery  at  this  point. 

Seventh,  260  rods  below,  fall  nine  feet  eight  inches  ;  169  gross 
horse-power.  T.  S.  &  J.  A.  Lang;  knit  goods.  C.  A.  Priest, 
shoe  pegs. 

Eighth,  60  rods  below,  fall  six  and  one-half  feet;  dam;  107 
horse-power.  T.  S.  &  J.  A.  Lang.  Unoccupied.  Charter  just 
procured  for  a  company  with  a  capital  of  $100,000. 

Ninth  and  Tenth.  In  the  next  500  rpds  the  stream  faUs  32  feet 
'10  inches.  There  are  sites  for  two  or  three  dams  with  but  Htde 
<  damage  from  flowage. 

Eleventh,  two  miles  below,  10  feet  fall ;  164  horse-powers. 
T.  J.  Hayden  ;  saw  mill,  threshing  machine,  &c. 

Twelfth,  immediately  below,  a  fall  of  nine  feet,  with  precipitous 
'  banks. 

Thirteenth,  125  rods  below,  fall  10  feet  10  inches ;  178  horse- 
powers. Flye  &  Hayden,  saw  mill,  laths,  &c.  Can  take  logs 
jfrom  the  Sebasticook,  which  is  but  40  rods  below. 

All  the  dams  on  this  stream  are  vnthin  three  mOes  of  the  Som- 
erset &  Kennebec  Railroad.  They  represent  1,600  horse-power, 
and  there  are  800  more  available. 

Six  are  situated  upon  the  outlet  stream  of  Webber  pond ;  ea<^ 
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with  a  dam,  and  a  head  and  fall  of  about  eight  feet  in  a  running 
distance  of  20  or  80  rods.  These  are  now  nearly  all  lying  idle. 
Two  of  these  formerly  drove  paper  mills,  and  one  a  sash  and  blind 
factory.  All  the  powers  on  this  stream  are  within  a  total  distance 
of  one  and  a  half  miles. 

YfiAziB — Penobscot  County. 

From  the  Statement  of  (he  Selectmen. 
Two  Fowers, 

First,  the  "Upper  Veazie  Water-Power,"  on  the  Penobscot 
river,  four  miles  above  Bangor.  Upon  this  privilege  there  are 
located  two  blocks  of  mills.  The  "  Upper  Block,"  so  called,  con- 
tains two  gangs  of  saws,  six  single  saws,  and  a  lath  mill.  The 
"Lower  Block"  contains  one  gang  of  saws,  three  single  saws, 

one saw,  lath  mill,  clapboard  and  shingle  mill.    When  all 

the  wheels  are  running  in  the  mills  they  vent,  according  to  the 
area  of  the  discharge  of  the  wheel,  about  13,600  square  inches. 
The  gates  which  let  the  water  from  the  flume  into  the  cylinders 
have  a  discharge  of  about  three  times  the  area  of  the  wheels, 
making  a  total  discharge  of  about  40,500  square  inches.  There 
are  six  and  a  half  feet  head  of  water  from  top  of  waste  dam  to 
apron  of  mills ;  under  freshets  there  are  from  10  to  15  feet  head 
in  flumes,  at  low  water  about  five  feet. 

Second,  the  "  Lower  Veazie  Water-Power,"  on  the  Penobscot 
river;  there  is  a  fall  of  about  six  feet  in  this  town  from  the  apron 
of  the  aforesaid  mills  to  the  head  of  tide,  at  Eddington  Bend,  so 
called ;  not  at  present  occupied  by  any  dam  or  mills. 

At  extreme  low  run  the  power  in  the  12  feet  fall  is  about  3,300 
horse-powers,  gross,  for  the  24  hours,  or  133,000  spindles. 

All  the  above  property  belongs  to  John  W.  Veazie,  Esq.,  and 
the  mills  are  known  as  the  Veazie  Mills. 

Verona — Hancock  County. 

« 

From  Selectmen's  Report. 
O^wo  Powers, 

First,  "  Bennett's  Mills,"  on  a  small  stream  at  the  eastern  side 
of  the  town ;  fall  about  16  feet  in  six  rods. 

Second,  two  dams,  one  for  reservoir  purposes ;  a  saw  mill,  with 
a  16-foot  overshot  wheel ;  one  up-and-down  saw,  will  cut  2,000 
feet  of  boards  in  12  hours ;  works  about  three  months  in  the  year. 

Stream  varies  three  or  four-fold  at  different  seasons  of  the  year. 

Market,  Bucksport,  by  land  or  water. 
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Vienna — Kbnnbbbg  County. 

From  Selectmen's  Statement, 
Three  Powers. 

First;  at  Vienna  village,  on  a  mill  stream,  the  outlet  of  two 
small  ponds;  fall  six  feet;  a  shingle  mill;  formerly  a  shoe-peg 
factory. 

Second,  above  the  first,  on  the  same  stream,  at  the  village ; 
fall  iive  feet ;  saw  mill  and  shingle  machine,  which  operate  in  time 
of  high  water,  and  cut  the  lumber  used  in  the  vicinity. 

Third,  on  the  same  stream,  above  the  second ;  grist  mill ;  oper- 
ates nearly  all  the  year  by  careful  husbanding  of  the  water ;  fall 
six  feet. 

Boulders  and  some  granite  ledge. 

ViNALHAVEN — ^KnOX    CoUNTY. 

StcUement  of  Watson  H.   Vinal,  Esq. 

Two  Powers. 

First,  saw  and  grist  mill,  planing  and  shingle  machine,  on  a 
salt  water  stream  at  the  head  of  Carver's  harbor.     Seven  feet  head. 

Second,  saw,  grist,  and  shingle  mills,  near  the  centre  of  the 
town,  on  a  salt  water  stream.     Nine  feet  head. 

Market,  Rockland,  15  miles,  by  daily  steamboat  in  summer. 

Watte  Township — WAsmNOTON  County. 

SUxtement  of  Pool  Tomah  of  Indian  Tovynship. 

Several  Powers. 

On  the  Tomah  streams,  the  outlets  of  the  Tomah  ponds.  Long 
tracts  of  dead  water  alternating  with  rips  and  falls.  Ponds,  three 
in  number,  cover  two  square  miles,  and  can  all  be  dammed. 

Waldo— Waldo  County. 

From  Selectmen's  Returns. 
Seven  Powers. 

First,  "Hawkins  Saw  Mill,"  on  a  brook  fed  by  three  small 
ponds  in  the  northwest  part  of  the  town ;  saw  and  stave  mill ; 
saws  from  fall  to  spring. 

Second,  above,  "Pitman  Saw  Mill,"  pond  ^bout  one  acre; 
up-and-down-saw ;  used  from  fall  until  spring,  part  of  the  time. 

Third,  on  the  same  stream,  in  the  southwest  comer  of  the  town, 
dam  already  built,  mill  burned  10  years  ago. 
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Fourth,  above,  about  midway  the  town,  "  Sanborn's  Mill." 

The  Passagassawakeag  at  Sanborn's  privilege  is  fed  by  three 
ponds  situated  in  Brooks.  At  the  "Burnt  Privilege,"  by  six 
more,  situated  in  Waldo,  Morrill,  Knox  and  Brooks. 

Fifth,  in  the  northeast  part  of  the  town,  "Johnson  Saw  Mill," 
runs  from  fall  until  about  the  first  of  June ;  fed  by  a  pond  of  60  or 
to  acres ;  saw,  stave  and  shingle  machinery ;  pond  is  fed  by  the 
Wescott  stream. 

Sixth,  below,  "Holme  Mills;"  stave  and  saw  mill;:  operates 
from  fall  until  about  June ;  pond  of  50  or  60  acres. 

Seventh,  below,  "  Ellis  Mill ;  saw,  stave  and  shingle  machines ; 
runs  from  fall  untU  spring. 

Walboborough — ^Lincoln  Couktt. 

From  SelectTnen^s  Statement. 
Twelve  Powers. 

Eight  on  the  Medomac  river,  which  falls  into  tide  water  at 
Waldoboro'  village. 

First,  "  Sproul's,"  in  Waldoboro'  village ;  fall  from  10  to  16 
feet;  saw,  grist,  carding,  plaster,  planing,  and  iron-foundry 
machinery. 

Second,  " Soule's,"  in  the  village ;  fall  from  eight  to  ten  feet; 
oakum,  carding,  and  clothing  mills. 

Third,  "  Achorn's,"  about  one-third  of  a  mile  from  village ;  fall 
from  80  to  40  feet ;  grist,  stave  and  shingle  mills. 

Fourth,  "  Winslow's,"  about  three  miles  from  village ;  fall  about 
10  feet;  saw,  stave  and  grist  mills. 

Fifth,  "Wagner's,"  about  four  miles  from  village;  fall  about 
six  feet ;  unoccupied. 

Sixth,  "  Burns',"  about  six  miles  from  village ;  saw,  grist,  and 
three  stave  mills. 

Seventh,  "  Mink's,"  North  Waldoboro' ;  fall  about  six  feet ; 
stave  and  shingle  mill. 

Eighth,  "Mink's,"  North  Waldoboro';  fall  some  six  or  eight 
feet;  saw  mill. 

Ninth,  "Weaver's,"  on  a  small  stream  which  has  no  name, 
about  five  miles  from  village;  fall  some  eight  feet;  stave  and 
shingle  mill. 

Tenth,  "Benner's,"  about  five  miles  from  village;  fall  not 
reported ;  saw  and  two  stave  mills. 

Eleventh,  "  Burkett  &  Feyler's,"  on  "  Slago  Brook,"  about  two 
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miles  from  village,  and  about  three  miles  from  salt  water ;  stare 
and  shingle  mills. 

Twelfth,  very  near  salt  water  and  navigation,  formerly  occupied, 
but  not  now ;  fall  some  four  or  five  feet. 

The  river  is  fed  by  several  square  miles  of  ponds  which  could 
be  much  improved  for  reservoirs.     See  Part  II,  page  140. 

Wales — Androscoggin  County. 

Selectmen's  Returns, 
One  Power. 

On  a  brook,  where  some  little  sawing  is  done,  during  the  spring 

snow  meltings,  and  during  the  season  of  freshets. 

Wallagrass  Plantation — Aroostook  County. 
Statement  of  William  Dickey,  Esq.,  of  Fort  Kent. 

Two  Powers. 

First,  on  the  Fish  river,  six  miles  below  the  outlet  of  Eagle  lake ; 
fall  about  20  feet ;  ledge  bottom  and  banks,  and  in  all  respects  one 
of  the  finest  water-powers  imaginable. 

Second,  above,  at  the  outlet  of  Eagle  lake,  a  dam  can  be  built 
that  will  raise  a  head  of  several  feet,  converting  the  great  lake 
above  into  a  vast  reservoir,  and  establishing  a  power  that  with 
wheels  operating  well  under  variable  heads,  would  do  a  vast 
amount  of  manufacturing. 

For  reservoirs  tributary  to  these  powers,  see  last  Table,  page 
125 ;  also  top  of  page  126. 

By  the  aid  of  the  reservoirs  it  is  evident  that  the  first  privilege, 
in  particular,  can  be  made  constant  and  equal  to  the  demands  of 
very  extensive  operations. 

Both  unimproved. 

Waltham — Hancock  County. 
Two  Powers. 

First,  in  the  village,  on  Webb's  stream,  a  saw  mill. 

Second,  below,  a  saw  mill. 

Webb's  stream  is  the  outlet  of  Webb's  pond,  1.75  square  miles, 
10  feet  storage ;  Scammon  pond,  one  square  mile ;  Abram's  pond, 
0.80  square  miles  and  10  feet  storage ;  and  Molasses  pond,  2.25 
square  miles,  and  10  feet  storage.  A  very  great  supply  of  water 
could  be  commanded  for  power  purposes.  The  storage  is  now 
used  for  log-driving. 
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Warrbn — ^Knox  County. 
From  the  Statement  of  G,  T.  Bean,  Esq, 

wo  Powers. 

On  the  St.  George  river,  at  the  village.  First,  "  Factory  Fall," 
oollen  factory,  40  hands,  nice  grist  mill,  saw,  shingle,  and  stave 
ills,  etc. 

Second,  one-third  of  a  mile  above,  the  "Knox  Falls;"  fall 
jventeen  feet  four  and  three-fourths  inches.  Improvements;  a 
ice  dam,  saw  mill  and  powder  mills ;  power  is  owned  by  Hodg- 
lan  &  McOallum. 

The  stream  is  connected  with  eight  or  ten  ponds  in  the  vicinity, 
i  addition  to  the  large  number  lying  about  its  head  waters  These 
onds  eibpty  into  the  river  above  the  falls  and  are  susceptible,  at 
mall  expense,  of  indefinite  increase  or  reservoirs.  The  facilities 
)r  artificial  reservoirs,  also,  should  these  be  needed,  are  very 
iiperior.  The  stream  being  connected  with  numerous  lakes,  is 
Dnstant  at  all  seasons. 

Counting  in  only  16  of  the  larger  ponds,  there  are  over  11  square 
liles  of  reservoirs  to  these  powers.  A  head  of  six  feet  on  10 
quare  miles,  would  give  on  tSe  Knox  falls  alone,  a  gross  power 
f  272  horse,  for  10  hours  a  day,  312  days  a  year,  11,880  spindles, 
'his  is  the  power  due  to  storage  alone,  not  estimating  the  natural 
)w  run  of  the  stream.  The  storage  could  be  used  in  three  or  four 
lonths,  trebling  the  power,  the  natural  flow  sustaining  the  power 
t  this  figure  for  the  remaining  eight  or  nine  months. 

The  rocks  are  suitable  for  building  purposes,  and  the  lay  of  the 
ind  excellent  for  the  accommodation  of  mills. 

The  use  of  the  power  now  constitutes  the  business  of  the  place, 
side  from  farming,  and  although  but  a  fraction  of  the  power  is 
sed. 

Market,  Rockland  and  New  York.     Tide  waters  are  within  half 

mile,  and  the  railroad  from  Bath  to  Eockland,  now  building, 
•asses  near  the  power. 

The  large  volume  of  water,  the  constancy  of  the  flow,  the  acces- 
ibility  of  the  power,  and  the  facility  and  cheapness  with  which  it 
an  be  improved,  render  this  a  privilege  of  quite  unusual  excel- 
ence  and  value. 
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Washburn — Aroostook  Coukty. 

From  Selectmen's  Returns. 
One  Power. 

"Salmon  Brook  Falls/'  upon  Salmon  brook;  Ml  25  feet  in 
three-fourths  of  a  mile. 

A  saw  mill ;  the  mills  formerly  upon  it  were  burned  in  1864. 
Turbine  wheel  employed ;  efficiency  four  to  one  as  compared  with 
wheels  previously  used. 

The  power,  if  fully  uaed,  would  cut  2,000,000  feet  lumber, 
1,500,000  shingles,  100,000  clapboards,  and  grind  50,000  boshelfi 
of  grain. 

Stream  connected  wi£h  a  pond  500  acres  in  extent,  the  capacity 
of  which  could  be  greatly  increased  by  dams ;  artificial  ifcservoirs 
could  be  inexpensively  constructed.  Perfectly  safe  from  damage 
by  freshets. 

Rock,  limestone,  suitable  for  building  purposes.  Improvement 
of  the  power  has  doubled  the  wealth  of  the  town.  Annual  product 
of  the  power  as  now  used,  but  a  small  part,  $5,000. ' 

Washington — Knox  Countt. 
From  ike  BUUemeni  of  J,  L,  RockweU,  Esq.,  and  a  Plan  of  the  Town. 

[See  ftlso  <*  Union  and  Wuhiogton."] 

Fifteen  Powers. 

Clark's  pond,  350  acres,  could  be  drained  into  Washington  pond, 
1.25  square  miles,  and  thus  abundant  water  for  all  the  mills  be 
secured  for  the  whole  year. 

First,  below  outlet,  12  feet  head ;  new  dam  and  miUs ;  various 
saws. 

Second,  below,  300,000  staves  and  heading  per  year.  £leven 
feet  head.    Power  not  all  used. 

Third,  below,  14  feet  head,  tannery  and  stave  mill,  not  used. 

Fourth,  below,  saw  and  tannery,  13  feet  head. 

Fifth,  below,  new  grist  mill,  12  feet  head. 

Sixth,  below,  old  saw  mill,  13  feet  head. 

Seventh,  below,  saws. 

Eighth,  below,  12  feet  head. 

Ninth,  below,  saws,  13  feet  head.  ' 

Tenth,  below,  9  feet  head,  staves. 

Eleventh,  below,  saws,  8  feet  head. 

Twelfth,  below,  10  feet  head,  stave  and  grist  mills. 
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Thirteenth,  on  Damariscotta  stream,  staves,  water  five  months. 
Fourteenth,  below,  staves^  10  feet  head. 
Fifteenth,  below,  staves,  11  feet  head. 

Waterbobough — York  County. 
From  Selectmen's  Retuma. 

[See  also  **  Limerick  and  Waterborongh.'*] 

Eight  Powers. 

First  and  Second,  on  Branch  brook ;  run  three-fourths  of  the 
year. 

Third,  on  the  outlet  of  the  Little  Ossipee  pond ;  runs  four  saws 
and  one  planer. 

Fourth,  on  Smith  brook ;  runs  two  saws  through  the  year. 

Fifth,  on  the  Colcord  brook ;  one  saw ;  runs  half  the  year. 

Sixth,  on  Down's  brook ;  is  not  now  occupied. 

Seventh,  on  Johnson's  brook ;  runs  two  saws  half  the  year. 

Eighth,  on  Koberts'  brook ;  runs  one  saw  half  the  year. 

Waterfobd — Oxford   County. 

From  Selectmen's  Betuma, 
Several  Powers. 

The  larger  powers,  two  in  number,  are  situated  in  the  south  part 
of  the  town,  one  on  the  outlet  of  Bear  pond,  which  itself  receives 
the  discharge  of  Moose  and  Thomas  ponds,  and  one  on  the  stream 
connecting  Thomas  and  Bear  ponds. 

The  first  mentioned  is  called  the  "Dudley  Privilege;"  the 
second  the  Hapgood  privilege.  The  fall  at  the  former  is  15  feet  in 
four  rods ;  of  the  latter  17  feet  in  the  same  distance. 

Only  a  part  of  the  power  employed  at  either  privilege ;  a  saw 
mill  and  grist  mill  on  each  at  present ;  ample  power  for  others, 
'*  or  for  factories." 

The  first  power  is  connected  with  three  ponds  whose  combined 
extent  is  2,140  acres ;  the  second  with  one  pond  484  acres  in  area. 
The  capacity  of  the  ponds  connected  with  the  former  could  not 
readily  be  increased ;  with  the  latter,  at  an  expense  of  $300. 

Suitable  building  stone  within  a  short  distance ;  land  level  and 
gently  sloping  about  the  falls.  Power  not  yet  suflSciently  im- 
proved to  affect  wealth  and  population  materially ;  serves  simply 
local  uses. 

Market,  Norway  and  Bridgton,  10  miles  each,  by  road ;  Port- 
land nearest  city,  by  railroad  from  South  Paris,  and  by  canal  firom 
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Harrison ;  South  Paris  12  miles,  and  Harrison  four  miles  distiLi 
No  information  given  respecting  the  smaller  powers.  U&fe- 
shot  and  breast  wheels. 

Particular  attention  called  to  the  "Dudley"  privilege.  Tsii 
has  500  acres  of  reservoir ;  is  within  50  rods  of  the  lake,  so  tLii 
the  delivery  of  water  can  be  regulated  with  ease ;  in  particulxirtk 
mill  pond  can  be  dried  up  day  or  night  in  cold  weather,  and  wat^f 
let  on  in  the  morning,  warm  from  the  pond,  and  so  the  formatioT-'i 
ice  is  prevented ;  thirdly,  it  is  within  50  rods  of  the  countr rai 
from  Fryeburg  to  South  Paris,  and  only  10  miles  from  South  Pir> 
depot,  and  four  miles  from  the  head  of  the  Cumberland  and  Oikd 
canal;  fourthly,  a  dam  can  be  erected  at  very  trifling  eIpe&^^: 
fifthly,  the  owners  desire  to  sell  to  any  party  who  will  impr'.Tr. 
Good  building  stone  within  30  rods. 

Other  privileges  on  the  same  stream  further  down,  equiLj 
good;  unimproved. 

Waterville — Kennebec  County. 

From  the  Selectmen's  Relume,  and  from  (he  Slaiemeni  qT  JM 

Ayer,  Esq,,  for  West  WcUerviUe. 

[See  also  "  Watenrme  and  Winalow."] 

Fifteen  Powers. 

On  Messalouskee  or  Emerson's  stream,  and  ei^ht  of  tban  ^d 
West  Waterville ;  these,  with  the  improvements  therecni,  will  U 
considered  first. 

The  distance  from  Snow  pond  to  Kice  bridge,  below  We?i 
Waterville,  is  about  two  miles,  and  the  total  fall  nearly  111  f^, 
divided  as  follows : 

First  dam  ;  at  the  foot  of  the  pond ;  fall  six  feet ;  owned  by  Di- 
Saw  Company,  and  others. 

Second  dam ;  fall  nine  feet ;  owned  by  Hubbard  &  Blake,  aiii 
others. 

Third  dam ;  fall  18  feet. 

Fourth  dam ;  and  the  "  Cascade  falls ;''  fall  44  feet. 

Fifth  dam  ;  fall  14  feet.  The  Third,  Fourth  and  Fifth,  i.-*- 
owned  by  the  Dunn  Edge-Tool  Company ;  the  total  fall  being- 1^' 
feet  with  the  "  Cascade." 

Sixth,  a  privilege,  no  dam ;  fall  11  feet;  owned  by  Emerson  & 
Blaisdell. 

Seventh,  near  Rice  bridge;  a  privilege,  no  dam;  fall  10  feet 
owner  not  stated. 
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£ighth,  falls  between  the  dams ;  four  feet  descent ;  owner  not 
stated. 

The  largest  fall  in  the  above  series  is,  as  appears  above,  the 
"  Cascade,"  the  total  fall  of  which  is  44  feet  in  eight  rods.  The 
stream  is  about  tO  feet  wide  and  flows  over  the  dam  about  one 
foot  deep. 

About  one-fourth  part  of  the  whole  power  is  improved.  The 
power  is  sufficient  to  saw  40,000,000  feet  per  annum.  The  im- 
provements are  five  dams,  saw  mill,  grist  mill, manufactory, 

tannery,  machine  shop,  foundry,  scythe  and  tool  shop,  etc. 

TheTuttle,  Blake  and  Tub  wheels  used.  The  Blake  wheel  uses 
less  water  but  is  not  as  strong  as  the  Tuttle. 

The  improvement  of  the  power  has  doubled  both  the  wealth  and 
population  of  West  Waterville.     Annual  production,  $300,000. 

Market,  the  United  States  and  the  Provinces,  via  Maine  Central 
Eailroad  and  connections. 

The  above  statement  applies  to  West  Waterville  only. 

The  following  powers  are  found  upon  the  same  stream  at 
Waterville  village : 

Ninth  and  Tenth,  "  Crommett's  Mills ;"  two  dams ;  on  the  first  ' 
a  saw  mill,  sash  and  door  factory,  and  carding  mill.  The  saw  mill 
is  owned  by  T.  E.  &  L.  E.  Crommett ;  running  the  principal  part 
of  the  time  through  the  year.  Sash  and  door  factory  owned  by 
Furbish  &  Sanders,  built  last  year,  and  doing  quite  an  extensive 
business.  The  carding  mill  is  owned  by  T.  E.  Crommett.  The 
west  end  of  the  dam  is  unoccupied ;  owned  by  T.  W.  Herrick, 
Joshua  Nye,  John  &  C.  K.  Matthews,  with  about  30  acres  of  land ; 
dam  12  feet  high. 

Eleventh,  a  few  rods  below ;  a  dam,  about  eight  feet  high,  on 
which  is  a  match  factory,  at  present  unoccupied ;  Pearson  & 
Lords'  old  tannery  is  situated  on  this  dam,  now  owned  by  S.  H. 
Kicker  &  Co.  The  head  and  fall  of  these  two  dams  is  about  23 
feet. 

Twelfth,  some  three-fourths  of  a  mile  further  down,  the  "  Paper 
Mill ;"  dam  six  feet  high ;  owned  by  J.  S.  Monroe  of  Massa- 
chusetts. The  mill  is  doing  quite  an  extensive  business,  running 
day  and  night  through  the  year.     Nathan  Stiles,  Agent. 

Thirteenth,  some  twenty  rods  farther  on,  the  "  Iron  Foundry ;" 
dam  built  by  the  Fairbanks'  establishment  of  Vermont ;  was  bought 
out,  some  26  years  ago,  by  Webber  &  Haviland,  the  present 
owners,  who  are  doing  quite  a  large  business,  and  might  do  much 
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more.  The  east  end  of  this  dam  is  unoccupied;  dam  12  feet 
high. 

Fourteenth  and  Fifteenth,  still  further  on,  are  two  good  crater- 
powers,  on  one  of  which  is  a  dam,  12  feet  high;  unoccupied; 
owned  by  W.  B.  S.  Moore  and  others. 

As  appears  from  the  foregoing  exhibit,  there  are  10  dame  on 
this  stream ;  ^ve  at  or  near  Waterville  village,  and  five  at  West 
village,  with  good  chances  for  three  or  four  more. 

The  stream  upon  which  these  powers  are  situated,  is  remarkable 
for  its  constancy,  being  supplied  by  lakes  almost  exclasively. 
The  lake  chain  tributary  to  it)  is  reputed  to  have  a  length  of  60 
miles,  and  covers  not  far  from  27  square  miles  of  surface.  The 
lakes  are  very  deep,  some  of  them  from  90  to  an  100  feet,  and 
constitute  reservoirs  of  the  highest  excellence.  The  water  firom 
the  lakes  is  so  warm  in  winter  that  ice  is  never  troublesome.  The 
total  range  of  water  on  the  dams  from  highest  to  lowest,  is  only 
three  feet,  or  thereabout. 

A  storage  of  six  feet  on  20  square  miles  of  the  lakes  would  yield 
on  the  total  fall  (as  given)  of  164  feet,  a  gross  power  of  5,576 
horse,  for  10  hours  a  day,  312  days  a  year,  or  223,000  spindles. 
This  is  the  power  due  to  storage  alone,  and  to  it  should  be  added 
the  power  due  to  the  natural  low  run  of  the  stream. 

The  underlying  rock  is  slate,  of  quality  suitable  for  coDetmetion 
purposes,  but  not  the  best.  Lay  of  the  land  about  the  fails 
favorable. 

Total  annual  production  of  mills  in  Waterville,  estimated  $500,- 
000. 

Waterville  and  Winslow — ^Kenheb:ec  County. 

From  Materials  furnished  by^  G.  A.  Phillips,  Esq.,  and  Col,  H.  A. 

DeWiU, 

[S«e  also  "WatervUle,"  and  «« Window.'*] 

Two  Powers. 

First,  the  "  Ticonic  Falls,"  on  the  Kennebec  river  at  Waterville 
village,  IT  miles  above  the  Kennebec  dam  at  Augusta,  and  four 
miles  below  the  Kendall's  Mills  dam  in  Fairfield. 

At  this  point  a  continuous  ledge  of  hard  slate  crosses  the  river 
diagonally,  quite  uniform  in  height,  and  presenting  a  well-defined 
crest,  upon  which  the  dam  is  located.  The  ledge  is  extended 
into  the  banks  and  along  the  river  bed  above  and  below  the  falls, 
and  offers  the  best  possible   foundation   for  structures    of   all 
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descriptioiis.  The  height  of  the  natural  fall  is  13  feet,  in  a  few 
rods. 

The  dam,  completed  this  eeason,  1869,  is  of  an  average  height 
of  seven  feet,  giving  an  available  head  and  fall  of  20  feet.  Over 
1,200,000  feet  of  lumber  have  been  used  in  its  construction ;  it  is 
ballasted  with  stone,  and  is  altogether  unsurpassed  for  solidity 

and  strength.     Its  length  across  the  river  is  feet,  being 

divided  into  sections  by  an  island  in  the  river.  On  the  Waterville 
side  it  is  extended  down  the  bank  of  the  river,  forming  a  grand 
canal,  in  connection  with  which  four  raceways  have  already  been 
constructed,  either  of  which  is  of  sufScient  size  to  accommodate 
a  mill  of  the  capacity  of  the  " Bates''  at  Lewiston.  The  total 
length  of  the  dam,  including  the  wing,  is  1,*100  fe^t ;  and  its  cost 
when  completed  will  be  about  $40,000. 

The  view  accompanying  this  statement  was  taken  prior  to  the 
completion  of  the  dam,  at  mid-summer  low  water,  and  represents 
the  section  of  the  river  then  remaining  open,  with  a  portion  of  the 
dam  at  the  extreme  left. 

Second,  "College  Rapids,"  on  the  Kennebec  river,  40  rods 
above  the  Ticonic  dam.  As  respects  favorable  disposition  of  the 
river  bed  and  banks  and  foundations  for  dams,  mills,  and  appurte- 
nant structures,  this  privilege  is  in  no  respect  inferior  to  the 
above.  The  natural  fall  is  10  feet  in  10  rods,  upon  which  a  head 
of  20  feet  can  be  had  by  means  of  a  dam,  without  infringing  upon 
the  rights  of  proprietors  above.  A  natural  canal,  apparently  in 
former  tioi^B,  and  even  now  in  freshets,  one  of  the  channels  of  the 
river,  offers  at  insignificant  cost  facilities  for  the  conveyance  of 
water  and  its  use,  of  quite  remarkable  character.  The  island 
formed  by  this  channel  and  the  main  river  is  elevated  just  enough 
above  freshets  for  convenience  and  security,  and  affords  unsur- 
passed sites  for  mills  or  other  structures.  No  part  of  this  priv- 
ilege is  in  use. 

Volume  of  Water  and  Power. — ^The  volume  of  water  on  the 
Kennebec  river  at  this  point,  in  the  unimproved  condition  of  the 
reservoirs  above  may  be  assumed  to  be,  in  a  severe  drouth,  30  per 
cent,  less  than  at  Augusta,  or  119,000  cubic  feet  per  minute  for 
11  hours  a  day.  The  enormous  increase  in  the  flow  that  can  be 
realized  from  the  use  of  the  lakes  and  ponds  above  may  be  realized 
upon  reference  to  Part  II,  pp.  94-98.  The  above,  it  will  be  un- 
derstood, is  the  flow  in  an  extremely  dry  season. 

The  available  power  at  the  Ticonic  dam  in  a  severe  drouth  is 
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accordingly,  for  the  ordinary  manafacturing  hours  of  the  i- 
about  4,500  horse-powers,  in  gross.  That  of  the  *'  Rapids/- n^.: 
development  will  be  at  same,  a  total  of  9,000  horse-powers, : 
594,000  spindles  with  preparation  or  print  cloths,  or  360,009^;!:^ 
dies  for  average  work.  It  can  be  doubled  or  trebled,  as  app^ 
from  inspection  of  the  reservoirs  at  command. 

Proprietorship. — Both  the  above  privileges  are  the  property  i 
the  Ticonic  Water-Power  Manufacturing  Company.  The  comrii:: 
own  400  acres  of  land  contiguous  to  the  river,  with  a  river  h:: 
of  one  and  three-fourths  miles  on  the  east  side  and  of  three-foLth^ 
of  a  mile  on  the  west  side  of  the  Kennebec,  with  all  theTir-^ 
rights,  buildings,  and  property  necessary  for  the  present  dert-ky 
ment  of  the  power,  the  accommodations  being  ample  for  all :-: 
quired  mill  sites,  village  sites,  farming  lands,  and  other  ^<t': 
dages  of  manufacturing  towns. 

The  lay  of  the  land  upon  both  these  privfleges  is  singdiT; 
favorable ;  for  the  most  part  naturally  graded  for  the  receptk:  I 
mill  structures,  and  admirably  disposed  upon  both  sides  ofuiH 
river  for  the  convenient  location  of  a  large  city. 

Accessibility. — The  tracks  of  the  Portland  &  Kennebec  Ba3r^! 
pass  directly  by  the  aide  of  the  proposed  mill  sites,  and  the  ri- 
road  company  have  arranged  to  afford  all  additional  facQhk^  ! 
tracks  as  wanted.  The  depot  of  the  Maine  Central  Bailrracii 
also  within  convenient  distance  for  freight  and  passenger  nse. 

Construction  materials  of  all  sorts  abundant,  timber,  bri 
granite,  and  slate,  and  of  the  best  quality. 

MiUSf  etc. — A  grist  mill,  plaster  mill,  door,  sash  and  bbriiK- 
tory,  saw  mill,  and  a  large  wooden  mill  used  for  catting  Iffis-^ 
are  the  only  structures  in  occupation.  These  employ  an  m^^- 
cant  fraction  of  the  power. 

It  is  believed  by  practical  men,  that  the  Waterville  waterf:iT' 
in  the  Kennebec  river,  from  the  amount  of  constant  power  fej 
nished,  the  facilities  for  increasing  the  power  in  the  future  t^i 
system  of  reservoirs  above,  the  economy  of  constmction.  ti^ 
convenience  of  location  as  regards  freight  and  paasenger  facilit:'' 
the  advantage  of  a  fine  farming  country  around  it,  and  of  obtaiiii*')' 
plenty  of  the  best  kind  of  mill  help,  is  justly  entitled  to  be  rans^ 
as  one  of  the  best  undeveloped  water-powers  in  New  Engiani 
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Watnb — Kknnebbo  County. 
From  the  Statement  of  W,  Jordan,  Esq.,  and  of  the  Selectmen. 

iree  Powers. 

Two  of  these  constitute  the  "  North  Wayne  Privilege/'  owned 
'  the  North  Wayne  Tool  Company. 

First,  "  Upper  Dam/'  head  and  fall  12  feet  at  ordinary  height  of 
iter,  occupied  as  follows : 

Two  hammer  shops  now  in  use  ;  one  grindstone  shop,  four  6-foot 
Dues ;  two  polishing  shops ;  one  hardening  and  tempering  shop ; 
ic  saw  mill,  one  saw  and  circular  saw ;  one  grist  mill,  three  runs 
ones.  Equal  to  16  single  saw  mills,  or  16  trip  hammers  for 
ythes  and  necessary  machinery. 

Second,  "  Lower  Dam,"  400  feet  from  upper  dam,  head  and  fall 
re  feet  at  ordinary  height  of  water.  Occupied  by  grind  shop, 
re  6-foot  stones  ;  repair  shop,  with  circular  saws,  &c.  At  very 
w  water  shut  down. 

Third,  "Wayne  Power,"  fall  12  feet  in  350,  owned  by  Johnson, 
urner  &  Brown.  Grist  and  saw  mills,  shovel-handle  and  sash 
id  blind  shops.     Power  not  all  used.' 

For  reservoirs  tributary  to  the  powers,  see  Table  2,  page  84, 
%rt  II.  As  will  be  seen  a  large  amount  of  additional  storage  can 
i  had  when  needed. 

The  machinery  is  not  the  best  for  economizing  power.  The 
heels  are  similar  to  the  Blake,  Kendall  and  Rose  patterns. 
The  underlying  rock  at  North  Wayne  is  a  form  of  slate,  with 
raiiite  in  limited  quantities.  At  Wayne,  granite  suitable  for 
lilding  purposes.  One-sixth  of  the  basin  of  the  streams  is  cov- 
•ed  with  woods. 

Lay  of  the  land  at  North  Wayne,  is  good ;  at  Wayne,  is  very 
iperior. 

Total  annual  product  at  North  Wayne,  $t5,000;  at  Wayne, 
35,000.     The  improvement  of  the  powers  has  benefited  the  town 
2ry  greatly  ;  almost  the  entire  village  of  North  Wayne  has  been 
uilt  by  the  Tool  Company  and  their  workmen. 
Market,  the  whole  country,  by  railroad. 

Webster — Androscoggin  County. 

From  Selectmen's  Returns. 
oup  Powers. 

On  Sabattus  stream,  the  outlet  of  Sabattus  pond. 

First,  fall  12  feet;  Second,  14  feet;  Third,  12  feet;  Pourth,.18  feet. 
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Dams  and  mills  upon  each  fall.  A  large  amount  of  unused  power; 
mills  operate  all  the  year ;  privileges  all  owned  in  town. 

Sabattus  pond  covers  four  square  miles  and  is  dammed,  lis 
reservoir  capacity  could  be  considerably  increased.  Stream  veiy 
safe  and  constant ;  abundant  water  all  the  year. 

The  power  of  the  above  falls  may  be  inferred  from  the  iact  that 
at  the  ''  Factory  Fall ''  in  Lisbon  below,  1*75  horse  is  secured  on  a 
10-foot  fall,  with  turbine  wheel. 

Building  stone  on  the  fourth  fall  only  ;  there  it  is  abundant  and 
good.  Land  upon  each  of  the  falls  level  and  convenient  for  the 
location  of  mills.     One  third  of  the  basin  covered  with  woods. 

Market,  Lewiston,  six  miles,  by  road  or  railroad. 

Webster  Plantation — Penobscot  County. 
Statement  of  D,  BuUera,  Esq,,  of  Prentiss. 

One  Power. 

On  the  west  branch  o^  Mattagordus  stream,  where  a  lO-foot  head 
would  flow  six  or  eight  hundred  acres ;  stone  for  dam  clodc  at 
hand.     No  improvement. 

Weld — Franklin  Cototy. 
From  Selectmen's  Returns. 

Fourteen  Powers. 

The  town  of  Weld  is  almost  entirely  surrounded  by  mountains, 
from  which  seven  streams,  converging  to  the  centre  of  the  town, 
are  received  in  the  great  Webb's  pond  there  situated ;  upon  six  of 
the  streams  are  water-powers. 

First,  Second,  Third,  Fourth  and  Fifth,  on  the  Houghton  brook ; 
grist,  saw,  shingle,  sash  and  door,  and  spool  mills ;  another  mill 
building.     Water  sufficient  to  run  the  mills  for  the  most  of  the 

* 

year.    Fall  50  feet  in  60  rods. 

Sixth,  about  three  miles  above,  "  Holden  Mills,"  with  power 
sufficient  to  run  most  of  the  year ;  saw  and  shingle. 

Seventh,  on  the  East  brook,  board,  shingle,  clapboard,  lath  and 
clover  mills.  Other  mills  might  be  erected  and  the  water  used 
over  repeatedly.  The  volume  of  water  is  something  greater  than 
that  of  the  Houghton  brook.  This  power  is  situated  at  Weld 
comer,  near  the  centre  of  the  town. 

Eighth,  one-fourth  mile  above,  carriages,  cabinet  work,  chairs, 
&c.;  the  power  is  only  part  used. 
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Ninth  and  Tentb^  three  miles  above,  small  powers ;  saw  mill, 
clapboard  and  shingle  mill. 

Eleventh,  on  West  brook,  volume  of  water  sufficient  to  carry  a 
number  of  mills  through  the  year ;  fall  20  feet  in  40  rods. 

Twelfth,  on  Snowman  brook,  saw,  clapboard  and  shingle  mill ; 
can  operate  nearly  all  the  year. 

Thirteenth  and  Fourteenth,  on  Skoefield  brook,  small  powers ; 
saw,  threshing,  clapboard  and  shingle  machinery. 

On  the  mountains,  a  large  amount  of  spruce,  hemlock,  bass, 
rock-maple,  beech,  birch  and  white  ash,  which  can  be  easily  con- 
veyed to  the  mills  or  the  pond  and  run  through  the  outlet.  A 
large  amount  of  ship  timber  might  be  obtained.  Soil  good  for 
grain  and  potatoes ;  great  facilities  for  raising  stock,  &c. 

"  The  scenery  of  Weld  is  very  beautiful,  the  town  being  nearly 
surrounded  by  mountains  with  the  pond  in  the  centre,  forming  a 
vast  basin.    A  first-class  hotel  for  summer  tourists  wanted. '^ 

Wellington— tPiscataquis  County. 

From  Seleclmen^a  Betums. 
Six  Powers. 

First  to  the  Fourth,  inclusive,  in  the  westerly  part  of  the  town, 
on  the  Hegan  stream. 

Fifth,  on  a  branch  of  the  Hegaa  stream,  near  the  centre  of  the 
town. 

Sixth,  on  the  Carlton  stream,  in  the  northeast  comer  of  the  town. 
The  height  of  the  several  falls  not  reported. 

Two  of  the  powers  would  saw  300,000  feet  of  lumber.  The 
powers  are  not  all  used ;  five  are  improved  in  mills.  The  mills 
work  about  one-third  part  of  the  year ;  one  not  improved  would 
run  the  greater  part  of  the  year. 

Breast,  Steams  and  Rose  wheels.  Basin  heavily  wooded. 
Annual  products,  $4,000. 

Market,  Bangor  and  Skowhegan,  by  road. 

Wells — York  County. 
From  the  Betwrns  of  Oeorge  Goodwin,  Esq, 

fifteen  Powers,  Small. 

Ten  on  Little  river,  two  on  Ogunquitt  river,  two  on  Webhannett 
river,  one  on  Branch  river. 

The  fall  at  the  various  privileges  is  from  10  to  15  feet;  the 
82 
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power  capable  of  sawing  1,000,000  feet  of  lumber,  less  or  more, 
yearly.  It  is  all  improved  as  now  used,  with  not  the  best  machin- 
ery.    Rose,  centre-vent,  spile-vent  wheels. 

Streams  not  connected  with  lakes  or  ponds ;  artificial  reservoirs 
not  feasible.  Good  granite;  convenient  sites;  but  little  forest. 
The  powers  give  employment  to  about  fifty  men  for  about  half  of 
the  year,  and  so  aid  them  materially  in  the  way  of  business.  Value 
of  lumber  sawed,  $t5,000. 

Market,  mostly  Boston,  by  water  or  rail. 

• 

.    Wesley — Washington  County. 
From  the  Selectmen's  Statement,  and  a  Flan  of  the  Streams, 

Eleven  Powers. 

First,  "  Bacon  Dam,"  on  the  Chain-lake  stream ;  seven  feet 
head ;  flows  eight  miles  by  three-fourths  mile.  A  dam  is  to  be 
built  to  give  an  eight-foot  head,  forming  a  large  reservoir.  There 
are  three  ponds  in  the  series. 

Second,  "Groves'  Dam,"  below;  head  seven  feet. 

Third,  "  Hayward  Mill,"  below ;  nine  feet  head. 

Fourth,  "  Joe  Hill  Dam ;"  five  feet  head,  on  Old  stream. 

Fifth,  on  New  stream,  "  Gate's  Dam  ;"  nine  feet  head. 

Sixth,  "  College  Falls,"  on  New  stream ;  ten  feet  descent  over 
solid  ledge,  with  rock  bank  on  each  side. 

Seventh,  on  Seavey  brook,  below  the  upper  Seavey  pond ;  dam 
seven  feet  head. 

Eighth,  on  the  same  stream,  below  the  lower  Seavey  pond ;  dam 
seven  feet  head. 

The  Seavey  ponds  are  both  dammed  for  reservoirs. 

Ninth,  Tenth  and  Eleventh,  dams  on  Beaver-dam  brook,  in  the 
northeast  part  of  the  town. 

None  of  the  power  is  now  improved ;  has  been  in  years  past  in 
saw  mills ;  these  have  been  burned,  or  otherwise  disabled. 

Market,  Machias,  twenty  miles. 

West  Bath — Sagadahoc  County. 
Statement  of  the  Selectmen,  and  of  A.  W.  Ring,  Esq. 

Numerous  Powers. 

"Tide  privileges  are  numerous;  if  properly  improved  would 
drive  sixty  up-and-down  saws  the  year  round.  This  is  our  delib- 
erate judgment,  though  not  based  upon  careftil  survey." 
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The  mean  fall  at  the  privileges  is  seven  feet ;  mills  will  operate 
seven  hours  to  the  tide,  with  a  common  six-foot,  perpendicular 
shaft,  iron  wheel. 


Westbrook — Cumberland  County. 

The  Statement  of   George  W.  Hammond,  Esq.,  in  behalf  of  the 

Selectmen  of  Westbrook. 
Twelve  Powers. 

Three  of  the  above  are  situated  on  the  Presumpscot  river ;  one 
at  Cumberland  Mills  village,  five  miles  from  Portland,  on  the  Port- 
land &  Rochester  Railroad,  and  two  in  the  village  of  Saccarappa, 
six  miles  from  Portland,  also  pn  the  same  railroad. 

First,  "  Cumberland  Mills  Power,"  a  fall  of  20  feet,  containing 
14='  mill-powers,  or  2,013  horse-powers,  of  which  about  one-half  is 
now  in  use  in  the  manufacture  of  paper.  The  mean  velocity  of 
the  stream  is  1.52  feet  per  second,  or  18 J  inches,  taken  from  five 
observations ;  the  mean  depth  of  the  stream,  taken  600  feet  above 
the  falls,  (an  average  of  cross  section  of  682jt  feet)  is  3.31  feet ; 
the  width  of  the  stream  being  lt6  feet. 

The  mills  are  owned  by  S.  D.  Warren,  Esq.,  and  are  worked 
the  whole  year.  They  give  employment  to  126  men  and  100 
women,  and  produce  an  annual  manufacture  of  over  $1,000,000. 
The  improvement  of  the  power  has  increased  the  population  and 
wealth  of  the  village  to  a  very  large  extent,  there  being  from  1864 
to  1867  an  increase  of  resident  families  from  16  to  66,  and  of 
dwelling-houses  for  the  same  period,  from  16  to  48.  The  height 
of  these  falls  above  the  sea  is  about  30  feet,  and  the  range  from  high 
to  low  water  is  five  feet.  The  market  is  chiefly  Boston  and  New 
York,  reached  by  Portland  &  Rochester  Railroad  and  teams  to 
Portland,  thence  by  railroad  and  steamers. 

Second  and  Third,  the  "  Upper  Power,"  at  the  village  of  Sacca- 
rappa, has  a  fall  of  12  feet,  and  the  "Lower  Power"  of  19  feet; 
containing,  respectively,  13  and  8  mill-powers,  making  a  total  of 
21  mill-powers ;  of  which  number  18  are  now  in  use.  The  cross 
section  of  the  upper  !all  is  about  10  feet,  and  that  of  the  lower 
eight  feet,  taken  16  feet  above  the  falls.  A  small  portion  of  the 
powers  is  improved. 

The  several  mills  are  owned  as  follows :  on  the  northeast  side 
of  the  river,  by  the  Westbrook  Manufacturing  Company  and 
Messrs.  EJng  &  Warren.     Those  on  the  southwest  side,  by 
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Messrs.  Warren  &  Walker,  the  Patent  Wire  Company,  Jndge 
Fitch,  Hon.  J.  Libby,  and  others. 

The  following  are  the  productions  of  the  mills  and  the  namee  of 
those  who  now  are  working  them,  viz : 

The  Westbrook  Manufacturing  Company,  in  the  manufacture  of 
cotton,  employing  75  men  and  160  women,  and  producing  over 
$300,000  annually. 

Messrs.  Dana  &  McEwan,  in  the  manufacture  of  cotton  yam, 
employing  10  men  and  10  women,  and  producing  over  $50,000 
annually. 

Messrs.  Warren  &  Pennell,  in  the  manufacture  of  wire,  employ- 
ing from  12  to  15  men,  and  producing  about  $30,000  annually. 

Messrs.  S.  T.  Raymond  &  Co. ;  grist  and  plaster  mill ;  employ- 
ing sis  men,  and  producing  over  $125,000  annually. 

Messrs.  Babb ;  iron  foundry ;  employing  10  men  and  producing 
$12,000  annually. 

Messrs.  Knowlton  Brothers;  machine  shop;  employing  four 
men  and  producing  $4,000  annually. 

Crowley's  laundry,  employing  four  men  and  two  women,  and 
producing  $4,000  annually. 

Foster's  dye-house,  employing  four  men,  and  producing  $4,000 
annually. 

Messrs.  Warren  &  Clements,  in  the  manufacture  of  lumber,  and 
grist  mill,  employing  about  70  men,  and  producing  about  $600,000 
annually. 

Making  the  total  amount  of  manufacture  about  $2,130,000. 

The  machinery  is  for  the  most  part  very  good  for  economizing 
power,  though  not  the  best.  The  wheels  used  are  Gates'  centre- 
vent,  ReynoMs',  Blake's  and  Tuttle's. 

The  reservoirs  available  to  these  powers  may  be  Been  upon 
reference  to  Part  11,  pages  143-4.  The  volume  of  freshets  as 
compared  with  the  ordinary  volume  of  the  stream,  is  but  little 
more  than  double.  There  has  been  no  destruction  in  past  years 
from  high  water.  The  stream  can  be  made  uniform  in  its  volume 
throughout  the  year.  The  lay  of  the  land  about  these  falls,  with 
reference  to  the  convenient  location  of  mills  and  workshops,  is  all 
that  can  be  desired  for  the  most  part.  About  one-eighth  of  the 
river  basin  is  covered  with  forest.  The  height  of  the  river  at 
Saccarappa  is  about  62  feet  above  the  sea.  The  out-cropping  smd 
underlying  rocks,  blue  trap,  are  well  adapted  for  rough,  strong 
erections. 
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Duck  Pond  stream  takes  its  rise  from  the  poi^d  of  the  same 
name,  which  pond  is  over  three  square  miles  in  extent  and  over 
20  feet  average  depth.  It  is  supplied  chiefly  from  small  ponds 
and  springs,  and  is  ITl  feet  above  the  level  of  the  sea.  The 
stream  is  over  10  miles  in  length  from  "  Pride's  Bridge  "  to  the 
pond,  and  is  161  feet  above  the  river  at  this  point.  The  width  of 
the  stream  is  pretty  uniform  at  about  40  feet. 

Fourth,  the  only  improved  power  on  this  stream  is  at  the  outlet 
of  the  pond.  The  height  of  the  falls  is  17  feet,  and  the  power  is 
estimated  at  50  horse.  It  is  owned  by  the  Cumberland  Bone 
Manufacturing  Company,  and  is  employed  in  the  manufacture  of 
bone  manure,  and  of  pails  and  tubs ;  employing  about  25  men  and 
prodticing  in  the  manufacture  of  bone  manure  about  $25,000 
annually,  and  that  of  pails  and  tubs  about  $20,000. 

Fifth,  Sixth,  Seventh,  Eighth  and  Ninth ;  there  are  five  addi- 
tional good  mill  sites  on  this  stream,  which  with  the  aid  of  dams 
would  give  a  fall  of  from  15  to  22  feet  each,,  and  from  50  to  75 
horse-power.  About  one-sixth  of  the  basin  of  the  stream  is 
covered  with  forest.  The  population  and  wealth  are  nearly  all 
due  to  the  power  improvement.  The  market  is  chiefly  in  this 
State,  by  teams  to  Portland.  Wheels  are  Tuttle's  and  spiral-vent. 
The  capacity  of  the  pond  could  not  be  increased  with  advantage 
to  any  great  extent.  There  has  been  no  injury  in  years  past  from 
freshets.  Stream  may  be  made  perfectly  uniform  throughout  the 
year.  The  lay  of  the  land  for  mills  and  workshops,  good.  Rock, 
blue  trap.    Large  quantity  of  granite  very  convenient. 

Tenth,  on  the  Stroudwater  river,  in  the  village  of  Stroudwater, 
about  two  and  one-half  miles  from  Portland.  The  falls  are  twelve 
feet  high,  and  the  grist,  salt  and  spice  mills  upon  them,  are  owned 
by  W.  H.  Stevens.  Three  runs  of  stones  and  three  Tub  wheels, 
employ  about  eight  men,  produce  about  $20,000  annually ;  capable 
of  grinding  40  bushels  of  corn  per  hour.  The  average  depth  of 
stream  is  about  10  feet,  taken  100  feet  above  the  falls.  The  falls 
are  12  feet  above  the  sea.  The  market  is  chiefly  Portland,  reached 
by  teams. 

Eleventh  and  Twelfth,  about  three  miles  further  up  the  stream, 
within  one  mile  from  the  village  of  Saccarappa.  The  upper,  known 
as  the  "  Johnson  Palls,"  is  17  feet  high.  The  lower  fall  is  18.9 
high,  and  is  known  as  the  "  Babb  Falls."  The  height  specified  is 
attained  respectively  in  a  horizontal  distance  of  about  1,000  feet. 
The  falls  are  situated  about  one-half  mile  from  each  other.    The 
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upper  fall  is  rated  30,  and  the  lower  eixty-three  and  one-half  horse- 
power. 

There  is  a  smaU  threshing  and  saw  mill  owned  by  Sofas 
Johnson,  bat  scarcely  in  running  order  yet.  No  other  improve- 
ment on  either  fall.  The  river  has  only  a  small  flow  of  water,  bat 
there  is  generally  a  stream  of  not  less  than  one  foot  cube. 

Lay  of  the  land  eligible  for  mill  purposes.  Trap  rock;  no 
injury  to  be  apprehended  from  freshets.  The  dams  for  these  two 
powers  would  require  but  a  small  outlay ;  the  water  could  be 
taken  in  a  penstock,  and  by  so  doing  a  dam  one  or  two  feet  Ingh, 
would  be  all  that  is  required. 


West  Gardiner — Kennebec  County. 

Statement  of  (he  Selectmen. 
Two  Powers. 

First,  ''Collins'  Mills,"  on  the  Cobbosseecontee  river;  16  feet 
fall ;  work  all  the  year ;  saw,  shingle,  lath  and  picket  machinery. 
Grist  mill,  two  tanneries.  Power  sufficient  for  the  largest  manu- 
factories ;  water  abundant  all  the  year.  Lay  of  the  land  eligible 
for  mill  purposes. 

Second,  one  mile  above,  16  feet  fall,  and  equally  improTable 
with  the  other ;  no  improvement. 

The  Cobbosseecontee  being  fed  by  great  lakes  which  are  im- 
proved for  reservoirs,  is  free  from  drouths  or  freshets;  the  supply 
of  water  is  copious,  and  can  be  made  much  more  abundant.  See 
"Reservoirs  of  the  Cobbosseecontee,"  page  97,  Part  II,  of  this 
Report. 

Weston — Aroostook  County. 

Statement  of  Selectnen. 
Two  Powers,  Small. 

First,  on  Cold  brook,  in  the  northwest  corner  of  the  town,  with 
a  privilege  on  it  that  has  run  a  saw  mill  perhaps  eight  or«ten 
weeks  in  a  season. 

Second,  formerly  a  grist  mill  on  Trout  brook,  in  the  southwest 
part  of  the  town,  that  would  grind  a  few  weeks  in  a  season. 
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Westport — ^Lincoln  County. 

Reported  by  Heal  Brothers. 
Three  Powers. 

First,  a  tide  power,  10  acres  of  pond,  a  dam,  a  saw  mill  out  of 
repair,  will  operate  12  hours  per  day ;  a  turbine  wheel  of  20  horse- 
power.    Not  now  in  use. 

Second,  a  tide  power,  32  acres  of  pond,  dam,  saw  mill  in  good 
repair;  will  run  three  turbines,  20  horse-power  each,  12  hours 
per  da^,  and  cut  1,400,000  long  lumber  per  year,  and  various 
short  lumber.     Owned  by  Heal  Brothers. 

Third,  the  "Riggs'  Mill,'*  tide  power,  10  acres  of  pond,  saw 
mill  and  grist  mill,  two  turbine  wheels,  12  hours  per  day,  20 
horse-power  each ;  cut  700,000  of  lumber  and  grind  5,000  bushels 
of  grain  per  year.     Owned  by  Heal  Brothers. 

Whitefield — Lincoln  County. 

From  Selectmen's  Returns. 
Ten  Powers. 

First,  on  the  East  branch  of  the  Sheepscot  river  at  the  extreme 
northern  limit  of  the  town,  a  fine  mill  privilege,  saw,  grist,  shingle 
and  other  machinery.     Not  occupied  upon  the  western  side. 

Second,  20  rods  south,  a  good  privilege;  shingle  and  grifet 
mill. 

Third,  three  miles  south,  on  an  outlet  of  Pleasant  pond,  a  fine 
privilege  within  20  rods  of  the  main  river ;  saw  and  shingle  mill. 

Fourth,  one  mile  south,  on  the  main  river,  a  fine  privilege ;  saw, 
shingle,  grist,  carding  and  clothing  mills. 

Fifth,  on  the  western  branch,  two  miles  north,  a  good  privilege ; 
formerly  a  saw  mill. 

Sixth,  south  of  the  Fourth,  about  three  miles  on  the  main 
stream,  a  good  privilege  ;  formerly  two  saw  mills. 

Seventh,  one  mile  south  of  the  last  mentioned,  the  best  privilege 
on  the  river  ;  formerly  two  saw  mills,  grist,  box  and  shingle  mills 
and  blacksmith  shop. 

Eighth  and  Ninth,  two  and  a  half  miles  further  south,  a  good 
privilege.  In  the  southeastern  part  of  the  town,  on  a  small  stream 
flowing  into  the  main  river,  another  privilege ;  saw  and  shingle 
mill. 

Tenth,  on  another  small  stream  flowing  into  the  main  river  near 
the  centre  of  the  town,  half  a  mile  north  of  No.  Seven,  a  shingle 
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mill.     Other  good  privilegeB  on  the  main  river  that  hare  never 
beeri  occupied. 

The  head  and  fall  of  each  of  the  privileges  on  the  main  river 
will  average  10  to  12  feet.  Stream  fed  by  various  ponds,  all  used 
for  reservoirs,  and  all  capable  of  further  improvement. 

WraxiNG — Washington  County. 
Five  PowerB. 

First,  on  Orange  stream,  the  outlet  of  Orange,  Rocky,  and  other 
ponds,  covering  three  or  four  square  miles ;  at  the  village,  a  grist 
mill, feet  fall. 

Second,  a  short  distance  above,  a  saw  mill,  fall feet. 

Third,  on  the  outlet  of  Roaring  lake,  a  shingle  mill. 

Fourth,  on  the  outlet  stream  of  Rocky  and  several  other  ponds, 
a  saw  mill. 

Fifth,  on  Holmes'  stream  in  the  southwest  part  of  the  town,  a 
saw  mill. 

The  powers  on  Orange  stream  are  inferred  to  beof  considerable 
value  from  the  apparent  facilities  for  storage  on  the  lakes  and 
ponds  above. 

WfflTNEYVILLE — WASmNGTON    CoUNTT. 

*  From  the  Returns  of  N,  BacJieller,  Esq, 

One  Power. 

The  "Middle  Falls,''  or  "The  Mills,"  on  Machias  river.  Height 
10  feet  in  50  rods.  The  dam  is  15  feet  high,  and  ponds  the  water 
back  five  or  six  miles.  Improvements,  three  gang  saw  mUls,  five 
single  saws,  four  lath  mills,  one  shingle  and  one  clapboard  mill. 
Mills  work  about  half  of  the  year.  Shingles  and  laths  are  some- 
times sawed  in  the  winter.  The  Steams  wheel  used.  Power 
owned  by  an  association  known  as  the  Whitneyville  Agency. 
The  members  of  it  reside  part  in  Whitneyville  and  part  in  Boston. 

The  power  with  the  present  machinery,  dams,  etc.,  would  saw 
10,000,000  of  long  lumber,  10,000,000  of  laths,  800,000  shingles, 
and  50,000  clapboards.  In  1866  the  mills  cut  11,000,000  long 
lumber,  11,000,000  laths,  800,000  shingles,  some  clapboards,  and 
a  few  thousand  spool  bolts. 

With  a  good  dam,  a  gang  and  single  saw,  and  lath  mill,  could 
undoubtedly  run  through  the  whole  summer. 

If  the  volume  of  water  in  an  ordinary  summer  season  be  assumed 
to  be  14,500  cubic  feet  at  this  point,  that  at  Machias  being  15,000, 


I 
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the  power  on  the  whole  fall  of  25  feet  is  676  hors 
spindles.     With  regard  to  the  increase  of  the  Tolun     ( 
see  page  132,  Part  II,  of  this  Report. 

The  lakes  are  now  to  a  considerable  extent  damm     , 
water  is  used  for  only  log-driving  purposes,  and  of  c     i 
available  for  manufacturing.     Six  hundred  acres  of  arl 
voirs  may  be  had  at  small  expense. 

With  the  present  machinery  and  no  development  c  i 
for  summer  storage,  the  power  is  about  all  used. 

Market,  by  railroad  to  Machiasport,  seven  and  a  ha 
tant,  and  thence  by  sea,  in  vessels  of  all  sizes,  to  all  q    i 

Williamsburg — Piscataquis  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  on  the  west  branch  of  Pleasant  river,  at  th 
Roaring  brook ;  would  drive  a  saw  mill  and  grist  mill  a 
Unimproved. 

Second,  on  Roaring  brook,  two  miles  from  its  moi   I 
drive  a  grist  mill  and  saw  mill  one-half  of  the  year.     1 
proved.     An  artificial  reservoir  feasible. 

Third,  on  Whetstone  brook ;  a  saw  mill  about  goin, 
shingle  machine ;  will  operate  about  half  of  the  time. 

First  and  Second  are  in  the  unbroken  wilderness. 

Wilton — Franklin  County. 

From  the  Statement  of  G,  Bartlett,  Esq,,  and  (he  Betur  \ 

John  H.   WiUard, 
Twenty  Powers. 

Nine  of  the  above  are  situated  on  Wilson's  stream,  I 
of  Wilson's  pond,  in  the  south  part  of  the  town,  which 
reservoir  for  the  power's  at  and  below  the  outlet. 

This  pond,  according  to  the  town  plan,  contains  390  1 1 
the  surface  now  flowed  by  the  dam,  which  is  five  feet  i 
high,  is  much  greater.  The  pond  is  very  deep ;  in  on ; 
bottom  can  be  found  with  a  line  175  feet  long.  This  g: 
of  water  retains  the  heat,  so  that  there  is  no  trouble  fr : 
the  mills  near  the  pond. 

First,  at  the  foot  of  the  pond,  head  and  fall  of  15  feel 
increased ;  saw  and  shingle  mill,  with  right  to  draw  c 
half  feet  below  the  top  of  the  dam ;  will  cut  3,000  feel 
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and  7,000  shingles  per  day ;  except  in  drouth  can  saw  most  of  the 
time  summer  and  winter ;  also  grist  mill  with  complete  equipment ; 
uses  with  all  gates  hoisted  277  inches  water;  will  operate  six 
hours  a  day  with  full  head  and  all  gates  hoisted,  after  the  saw 
mill  has  to  stop ;  also  a  starch  factory,  with  right  to  draw  water 
necessary,  for  nine  months. 

Second,  below,  about  40  rods,  "  Brown's  Furniture  Factory ;" 
two  planing  machines. 

Third,  below,  carriage  shop,  six  feet  head. 

Fourth,  nine  feet  head,  " FumePs  Woollen  Factory;"  machin- 
ery not  yet  in. 

Fifth,  "  Hobbs'  Rake  Factory,"  planing  machine,  etc. ;  seven 

feet  fall. 

Sixth,  Bass'  tannery ;  five  feet  head. 

Seventh,  fall  16  to  20  feet ;  F.  Bobbins ;  no  improvement. 

Eighth,  below,  Bartlett's  saw  mill,  threshing  machine,  shingle 
machine ;  also  a  building  64  by  42  feet,  flume  built,  ready  for 
wheel,  cotton  yarn  factory  proposed ;  proprietor  will  let  or  lease ; 
located  within  40  rods  of  Androscoggin  Railroad  station ;  a  most 
excellent  privilege. 

Ninth,  50  rods  below,  nine  feet  head  can  be  had ;  J.  Robbins ; 
no  improvement. 

Tenth,  one-half  mile  below,  and  one-third  of  a  mile  below  the 
mouth  of  North  Pond  brook ;  10  feet  head  can  be  had ;  W.  S. 
Hinkley ;  no  improvement. 

Twelfth,  below,  and  at  East  Wilton,  Holt's  scythe  factory, 
Harper's  saw  mill,  spade-handle  factory,  &c. ;  plenty  of  water 
year  round. 

Thirteenth,  fall  13  feet;  Wilton  woollen  factory;  three  sets 
machinery,  40  inch,  now  run.  Mr.  Townsend,  the  agent,  says 
there  is  plenty  water  to  run  five  sets. 

Fourteenth,  fall  10  feet;  Swayne's  estate;  grist  mill,  shingle 
machine  and  threshing  machine.  In  addition  to  the  water  of  East 
Wilton,  this  power  has  the  water  from  Pea  pond,  99  acres. 

North  pond,  the  area  of  which  is  nearly  equal  to  that  of  Wilson 
pond,  (little  over  half  its  extent  being  represented  on  the  county 
map)  is  now  used  as  a  reservoir  by  the  East  Wilton  Woollen 
Manufacturing  Company,  who  own  the  privilege  and  the  right 
to  control  the  water.     On  the  outlet  stream  are  several  privileges. 

Fifteenth,  at  the  outlet,  an  old  grist  mill  and  saw  milf,  but  not 
used. 


J.  n.]  THE  WATHE  POWBBS.  507 

Sixteenth,  Seventeenth,  Eighteenth,  etc.,  below ;  small  powers 
not  much  value  o^ung  to  the  use  now  made  of  the  pond  for 
)rage,  the  delivery  of  water  being  regulated  by  the  demand  at 
ist  Wilton. 

Twentieth,  on  the  main  inlet  of  Wilson  pond ;  small  power ;  not 
cupied. 

The  water-power  in  this  town  is  of  unusual  constancy  owing  to 
e  land  upon  the  tributary  streams  of  the  ponds  being  springy  and 
arged  with  water,  so  that  the  reservoirs  hold  out  remarkably. 
It  also  enjoys  excellent  facilities  of  access  to  market,  the 
idroscoggin  Railroad  passing  in  the  immediate  vicinity  of  the 
ilson-stream  powers. 

Windham — Cumberland  County. 
From  die  Statement  of  William  H,  White,  Esq, 

[See  also  "  Gorham  aad  Windham,''  and  *'  Standiah  and  Windham.''] 

ght  Fowers. 

First,  the  "  Narrows'  Palls,  "on  Pleasant  river,  at  the  outlet  of 

ttle  Sebago  pond,  fall  10  feet;  owned  by  J.  Pope  &  Co.     TJnim- 

oved,  the  mills  having  been  carried  off  by  the  dam  giving  away. 

Second, ''  Legrows'  Falls,''  below,  on  the  same  river,  seven  feet 

1.     Unoccupied. 

Third,  "  Carney's  Falls,"  below,  10  feet  fall,  occupied  by  stave 

11  and  other  machinery. 

Fourth,  "Andrews'  Falls,"  below,  eight  feet  fall.     Unoccupied. 

Fifth,  "  Pope's  Falls,"  below,  ten  feet  fall,  woollen,  saw,  stave 

lis,  &c. 

Sixth,  "Allen's  Falls,"  below,  seven  feet  fall.     Unoccupied. 

Seventh,  "  Baker's  Falls,"  below,  10  feet  fall,  stave  mill. 

The  above  powers  are  valuable,  the  supply  of  water  being  con- 

mt  and  freshets  being  wholly  under  control.     Little  Sebago 

nd  is  "  ten  miles  long  and  a  mile  wide."     It  is  already  raised 

ren  feet  by  a  dam,  and  can  be  raised  five  feet  more,  increasing 

3  storage  capacity  nearly  three-fold. 

Eighth,  "  Kennard's  Mill,"  on  the  outlet  of  Turtle,  Mud,  and 

ler  ponds ;  fall  seven  feet,  stave  mill. 

Market,  Portland,  by  canal,  road,  and  part  by  rail. 

WiNDsoB — Kennebec  County. 
>up  Fowers. 

First,  on  the  west  branch  of  Sheepscot  river,  south  of  the  centre 

the  town,  grist  and  saw  mills. 
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Second,  above,  at  the  junction  of  t\ie  river  and  the  Sevade  pond 
stream,  a  saw  mill ;  a  large  mill  pond  and  two  considerable  ponds 
on  the  stream.  . 

Third,  on  the  outlet  stream  of  Moody  pond,  a  saw  mill. 

Fourth,  a  saw  mill  on  a  small  stream  in  the  south  part  of  the 
town. 

Winn — Penobscot  County. 
From  the  Returns  of  Winn, 

[Sm  also  *<  Chester  and  Winn,"  and  «  Mattawamkeag  and  Winn."] 

Three  Powers. 

First,  "Upper  Mattakeunk  Falls,"  on  the  Mattakeunk  river; 
fall  60  feet  in  100  rods ;  saw  mill.     Otherwise  totally  unimproved. 

Second,  " Lower  Mattakeunk  Falls ;"  fall  15  feet  in  125  rods; 
not  improved.     About  500  square  inches  of  water. 

Third,  rapids  on  Salmon  stream ;  saw  mill ;  otherwise  not  used ; 
will  operate  half  the  year. 

All  the  powers,  except  the  last,  will  carry  a  large  amount  of 
machinery  all  the  year.  An  insignificant  portion  of  the  power  is 
now  improved.  Oranite  and  slate  rock  abundant ;  sites  excellent, 
in  every  case.  Nine-tenths  of  the  basins  of  the  streams  are 
covered  with  wood.  Yearly  product  of  mills,  ^  about  1,000,000 
feet  lumber.  Stream  fed  by  Mattakeunk  pond  1,000  acres, 
dammed ;  can  be  made  a  great  reservoir. 

Market,  Bangor,  by  rail  and  river. 


WiNSLOw — Kennebec  CouNry. 
From  Selectmen's  Returns,  including  a  Plan  of  (he  Water^Povcer. 

[See  also  ''WaterviUe  and  Winslow.l 

Seven  Powers,  and  More. 

First,  on  the  Mill  brook,  fed  by  large  ponds  in  China.  "  Upper 
Dam ;"  a  woollen  factory,  owned  by  J.  D.  Lang ;  turns  out  eighty 
dollars  per  day  of  manufactures  when  in  operation.  Peg*  factory 
on  the  other  side. 

Second,  "  Second  Dam ;"  no  machinery  in  operation. 

Third,  "Haydon's  Dam;"  saw  mill,  shingle  mill,  threshing 
machine,  picket  mill,  and  the  power  is  but  partially  used. 

Fourth,  ''  Fourth  Dam ;"  saw,  shingle,  picket  and  lath  machine: 
power  part  used. 
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Fifth,  on  the  outlet  of  Pattee's  pond ;  grist  mill  and  shingle  mill ; 
formerly  a  saw  mill ;  power  only  partially  used. 

Sixth,  on  the  outlet  of  Webber's  pond  ;  a  saw  mill ;  can  operate 
one  saw. 

From  Benton  falls  to  the  mouth  of  the  Sebasticook,  I.  E. 
Getchell,  Esq.,  reports  a  fall  of  22  feet  six  incheS;  the  whole  dis- 
tance being  five  miles.  From  the  falls  to  Winslow  line,  three- 
fourths  of  a  mile  run,  and  eight  feet  six  inches  fall ;  thence  to  the 
head  of  dead  water  one  and  a  quarter  miles  run,  and  six  feet  eight 
inches  fall ;  thence  two  miles  of  dead  water  and  two  feet  four 
inches  fall ;  thence  to  the  mouth  of  the  river,  one  mile  run  and 
five  feet  fall ;  total  fall  as  above. 

Mr.  Getchell  judges  a  fine  power  could  be  developed  at  the 
mouth  of  the  Sebasticook,  the  bottom  and  banks  being  favorable 
for  dam  and  mills ;  logs  can  be  taken  from  both  the  Sebasticook 
and  Kennebec. 

WiNTKRPORT — Waldo  County. 

l^cUement  of  the  Selectmen, 

Seven  Powers,  or  More. 

First,  "Plummer's  Mills,*'  on  the  Marsh  river,  fall  26  feet; 
power  sufficient  to  run  saw,  stave  and  shingle  mills. 

Second,  the  "  Boyd  Mill,''  on  Marsh  river,  fall  15  feet ;  saw 
mill. 

Third,  "  Tapley  Mills,"  on  Marsh  river,  16  feet  fall ;  power  has 
been  sufficient  to  carry  a  grist  miU  with  two  runs  of  stone,  saw 
mill,  and  card  and  clothing  mOl.  Mill  was  burned  last  fall,  and 
has  not  been  rebuilt. 

Fourth,  on  Cole's  brook,  at  North  Winterport,  "Baker  Mill," 
fall  12  feet ;  stave  and  shingle  mill. 

Fifth,  Sixth,  Seventh,  etc.  There  are  several  more  privileges 
on  the  Marsh  river,  never  occupied,  between  the  above  mentioned 
mills. 

WiNTHBOP — KbNNBBBC  CoTJNTT. 

From  Selectmen's  Betums. 
Six  Powers. 

Four  situated  at  the  village,  and  between  the  two  ponds  called 
North  and  South. 

First,  a  woollen  factory,  16  feet  head  and  fall;  manufactures 
blankets,  &c.;  uses  400  pounds  wool  per  day,  and  pays  $100  per 
day  for  labor ;  amount  of  goods  sold  per  annum,  $160,000. 
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Second,  a  grist  mill  of  about  the  same  power,  and  a  bark  and 
fulling  mill,  on  same  dam.  The  grist  mill  grinds  12,000  bushels  of 
grain  of  all  kinds  per  annum ;  the  bark  and  fulling  mills  are  unem- 
ployed. 

Third,  a  saw  mill  and  cotton  factory,  same  dam,  about  12  feet 
head  and  fall ;  mill  saws  about  200,000  feet  of  lumber  annnally : 
the  factory  makes  cotton  yarn  and  lines ;  amount  of  goods  manu* 
factured  and  sold,  $75,000. 

Fourth,  "Whitman's  Agricultural  Tool  Manufactory,"  manu> 
factures  cider  mills,  horse  and  hand  rake,  planing,  threshing  and 
winnowing  machines,  &c.,  &c.;  iron  machine  shop,  foundry,  &c., 
connected,  and  a  saw  mill  on  the  same  dam ;  about  the  same  as  ihe 
other  privileges  for  power ;  the  mill  cuts  out  600,000  lumber  per 
year.  The  agricultural  implements,  &c.,  manufactured  and  sold, 
amount  yearly  to  from  $76,000  to  $100,000. 

Fifth,  on  a  small  stream  leading  from  Carlton  pond,  in  East 
Readfield,  is  used  only  a  part  of  the  year ;  occupied  by  Jacob 
Pope  of  Manchester,  to  polish  and  finish  hay  forks,  &c.;  formerly 
used  for  a  saw  mill. 

Sixth,  on  a  small  stream  leading  from  a  small  pond  in  East 
Winthrop,  used  by  Parlin  Brothers  for  grinding  bark,  &c.,  for  a 
tannery. 

WiscAssET — Lincoln  County. 
From  Selectmen's  Returns. 

Twelve  Powers. 

First  to  Eighth,  inclusive,  on  Mt.  Sweag  stream ;  all  have  been, 
in  times  past,  improved ;  only  one  at  present,  McKenney's  grist 
mill;  six  or  seven  feet  fall;  grinds  six  months  in  the  year; 
(average)  about  10  bushels  per  hour. 

The  other  mills,  saw  and  grist,  have  all  been  carried  away  or 
burned ;  height  of  fall  at  other  places  before  dams  were  carried 
away,  five  or  ten  feet ;  average  six,  and  about  the  same  power  uf 
the  one  now  standing.  One  of  the  mills  sawed  100,000  feet 
boards,  etc.,  per  year. 

Ninth,  in  the  eastern  part  of  the  town ;  Wright's  gi-ist  and 
plaster  mill ;  partly  a  tide  mill ;  grinds  60  bushels  of  com  to  a 
tide.  Kendall  wheel ;  finds  it  much  better  than  the  Partridge  or 
Atkins  wheel  for  tide  wheel. 

Tenth,  Eleventh  and  Twelfth,  tide  mills,  south  part  of  the  town : 
saw  from  100,000  to  600,000  feet  per  year. 


FratA  Selectmen's  Returns. 
Poup  FowerB.    ■ 

First,  on  Concord  riTer,  the  outlet  of  Littio  and  Great  Ooncord 
ponds.  The  capacity  of  these  ponds  might  be  increased  with 
sm^  expense.  Six  miles  from  market,  and  a  bad  road ;  "  Perry's 
Saw  Mills,"  operate  three  or  four  months  in  the  year.  A  large 
quantity  of  spruce  and  hemlock  in  the  viciaity;  also  a  small 
amount  of  pine. 

Second,  at  the  outlet  of  Bryant's  pond,  two  miles  from  Bryant's 
Pond  village,  on  the  Grand  Trunk  Railroad.  Some  timber  in  this 
vicinity  ;  privilege  not  improved ;  it  offers  decided  advantages  for 
manufacturing  upon  a  small  scale.  The  capacity  of  this  pond 
could  be  increased  without  a  very  heavy  expense ;  it  has  already 
been  considerably  increased  by  a  company  located  at  South  Paris. 
Great  quantity  of  granite  in  the  vicinity  and  of  good  quality. 

Third,  on  a  branch  of  the  Little  Androscoggin  river ;  convenient 
to  market.  "Andrews'  Mill,"  boards,  coffins,  sash,  doors,  Ac. 
Small  amount  of  timber  in  this  vicinity. 

Fourth,  at  N'ortfa  Woodstock,  on  a  branch  of  the  Little  Concord 
river,  two  miles  from  Bryant's  Pond  station  on  the  Atlantic  and 
St.  Lawrence  Railroad.  "Crocker's  Saw  Mill,"  not  used  now. 
Considerable  limber  in  this  vicinity ;  the  location  offers  advantages 
for  manufacturing  lumber  on  a  limited  scale. 

The  natural  falls  at  these  privileges  are  sli^t,  their  capacity 
being  increased  by  dams,  Wheels  and  machinery  are  not  generally 
of  the  moat  approved  kind.  Freshets  have  done  but  slight  damage 
in  years  past ;  streams  variable. 

Woolwich — Sagadahoc  Oodntt. 
Piv©  Powers,  and  More. 

I"irst,  on  a  creek  tributary  to  Back  river,  a  tide  power,  two 
saw  mills. 

Second,  a  tide  power  in  the  southeast  part  of  the  town,  a  saw 
mill,  quite  a  mill  pond. 

Third,  at  the  mouth  of  the  Monsweag  river,  a  saw  mill. 

Fourth,  on  a  tributary  to  the  Monsweag  river,  a  grist  mill. 

Fifth,  on  the  outlet  stream  of  Nequosset  pond,  a  saw  mill ;  pond 
covers  nearly  a  square  mile. 

Various  sites  for  tide  mills. 
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Yarmouth — Gumbkrlakd  Countt. 

From  Selectmen's  Beiums, 
Six  Powers. 

They  are  called — one,  "  Gooch's ;"  four,  "  Baker's ;"  one,  li- 
" Factory  Fall."  All  are  situated  on  Royal  river;  combiK: 
height,  66  feet  in  one  mile. 

Power  estimated  sufficient  to  grind  75  bushels  of  grain  per  1.7^ 
each ;  more  could  be  done  with  the  best  machinery.  Mills  vort 
all  the  year. 

Stream  connected  with  three  small  ponds.  Range  from  lo^res: 
to  highest  water,  six  feet.  £fiect  of  the  improvement  of  the  po^vr 
upon  the  wealth  of  the  town,  excellent. 

Sabbath-day  pond  in  New  Gloucester,  is  now,  1869,  being  c  s- 
verted  into  a  reservoir  to  Royal  river ;  10  feet  head  wiU  be  as- 
manded  upon  the  pond  and  surrounding  low  land,  500  acres  k  ^Z 

Market,  Portland,  by  Grand  Trunk  Railroad,  and  by  sea. 

York — York  Coitntt. 

From  Selectmen's  StaiemenL 
Two  Powers. 

First,  "  Chase's  Wool  Factory,''  upon  a  fiaJl  of  19  feet,  ontlit 
outlet  stream  of  Chase's  pond,  350  acres  in  extent.  A  px: 
above,  of  100  acres,  might  easily  be  drained  into  Chase's  poihi 

Second,  two  miles  below,  "  Webber's  Mills,"  on  a  fall  o:  v4 
feet ;  saw,  grist,  and  shingle  mills. 

None  of  the  mills  work  all  the  year. 

Z  Tract — Penobscot  County. 

[Sctath  of  Niofttou.] 

One  Power. 
On  Pattagumpus  stream,  a  saw  mill. 


APPENDIX. 


In  his  report  of  the  water-powers  in  Bradley,  Milford  and  Old- 
town,  S.  F.  Harrison,  Civil  Engineer,  gives  the  following  details 
respecting  the  volume  of  the  Penobscot  river : 

''  August  22,  1868,  I  measured  a  section  of  the  river  about  half 
a  mile  below  the  Great  Works  Mills  (Bradley  and  Oldtown)  where 
I  found  a  very  uniform  bed  and  uniform  current,  about  2,000  feet 
in  length,  and  with  a  breadth  of  water  at  the  time  varying  from 
377  to  400  feet.  Soundings  were  taken  every  10  feet,  and  the 
surface  current  timed  at  each  section  by  floats,  for  1,000  feet. 
The^measurements  of  the  current  were  made  in  the  afternoon, 
commencing  at  3  o'clock,  the  accumulations  in  the  mill-ponds 
above  the  dams  made  in  the  hours  of  partial  non-use  in  the  night 
time  having  by  that  hour  become  drawn  down,  and  the  river 
accordingly  running  at  its  natural  minimum  volume.  The  volume 
found  was  243,480  cubic  feet  per  minute." 

This  exceeds  considerably,  it  will  be  noticed,  Mr.  Mills'  estimate 
for  the  excessive  drouths  of  1864-5.     See  page  105. 

Mr.  Harrison  estimates  the  maximum  flow  at  this  point  in  the 
spring  freshet  of  1869,  at  4,200,000  cubic  feet  per  minute,  not 
including  the  Stillwater  branch. 

The  range  from  lowest  to  highest  water  at  this  point  is  in  the 
average  of  years,  nine  feet.  In  the  spring  of  1869  it  was  nine  feet 
three  inches.  At  other  points  in  this  general  section  of  the  river 
the  range  is  greater,  from  13  to  14  feet. 

Bbadlet — Pbkobscot  County. 

Statement  of  8.  F,  Harrison,  Civil  Engineer,  hosed  upon  his 
Survey  in  August  and  September,  1868. 

[See  alBO  «  Bradley  and  Oldtown,"  and  «  Bradley  and  Orono,"  in  Appendix.] 

Eighteen  Powers. 

Eleven  of  these  are  on  the  Great  Works  stream,  and  seven  on 

the  Blackman  or  Nichols  stream. 
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First,  on  Great  Works  stream,  about  40  rods  from  its  outlet 
into  the  Penobscot,  and  11  miles  from  Bangor;  fall  11  feet ;  two 
shingle  mills ;  owned  by  N.  Kittredge  &  Co.  Run  nine  months 
in  the  year,  manufacture  2,500,000  shingles.  The  mills  are  so 
situated  as  to  take  stock  from  the  Penobscot  as  well  as  from  their 
own  pond. 

The  erection  of  a  5-foot  dam  at  the  foot  of  the  meadow  one  and 
a  quarter  miles  up  stream,  would  form  a  reservoir  of  about  800 
acres,  ponding  the  water  back  about  six  miles,  and  supply  water 
sufficient  for  15  horse-powers  through  three  months  drought,  the 
power  for  the  remainder  of  the  year  wAuld  be  much  larger. 

Second,  Third,  Fourth,  Fifth,  and  Sixth-.  Above  this  power  and 
below  said  meadow,  are  four  other  powers  of  nine  feet  head  and 
fall  each,  and  one  of  14  feet  head  and  fall.  The  last-mentioned  has 
been  improved  by  mills  and  dam,  burned  a  few  years  ago. 

Seventh,  seven  miles  above,  on  the  north  branch  of  said  stream, 
"  Shepley's  Falls,"  formerly  shingle  mills,  burned  a  few  years  ago. 
Sufficient  water  to  run  a  shingle  mill  eight  months  in  the  yeat  and 
do  good  business. 

Eighth,  Ninth,  Tenth,  Eleventh,  Twelfth,  above,  on  the  same 
branch,  and  within  two  miles,  head  and  fall  from  11  to  14  feet 
each ;  a  6-foot  dam  at  the  upper  would  pond  back  the  water  about 
three  miles,  and  furnish  a  reservoir  of  about  60  acres.  There  are 
no  large  ponds  on  this  branch. 

About  nine-tenths  of  the  basin  of  this  stream  is  wooded,  and 
large  quantities  of  timber  are  cut  and  hauled  into  the  stream 
every  year. 

On  the  Blackman  or  Nichols  stream  there  are  seven  powers  all 
within  nine  to  ten  miles  of  Bangor,  and  at  vaiying  distances  from 
the  outlet  of  tiie  stream  into  the  Penobscot  river  for  one  and  a  half 
miles  up  said  stream. 

Thirteenth,  the  first  or  lowest  on  the  stream,  about  10  rods  from 
the  Penobscot;  11  feet  head;  a  single  saw,  shingle  and  lath  mill, 
one  each,  run  lOj  months,  manufacture  500,000  feet  of  long  lum- 
ber, 1,000,000  shingles,  500,000  laths;  stock  can  be  taken  from 
the  Penobscot  river  into  the  mill,  and  the  lumber  can  be  very  con- 
veniently loaded  on  teams  or  rafted  down  the  river  to  Bangor. 
This  power  is  perfectly  safe  from  danger  by  ice  or  freshets,  and  is 
considered  by  lumbermen  one  of  the  best  powers  on  the  river. 
Owned  by  Blackman  brothers,  who  also  own  all  the  other  powers 
on  the  stream  except  two. 
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Fourteenth,  about  20  rods  above,  at  preseut  unoc  i 
mill  going  up  soon. 

The  total  fall  at  the  foregoing  two  powers,  is  28^  i 
zontal  distance  of  25  rods.     A  toll-bridge  across  tl 
near  these  two  powers  is  soon  to  be  built,  giving  ace     i 
and  the  European  and  North  American  Railway,  great     i 
the  value  of  all  the  powers  on  the  stream. 

Fifteenth,  Sixteenth,  Seventeenth,  Eighteenth,  abov 
one  and  a  half  miles,  unimproved ;  head  and  fall  fro 
feet  each.    One  of  nine  feet  fall  is  improved  by  two  e 
one  set  of  heading  machinery,  which  run  10|  months     i 
facture  2,000,000  shingles,  60,000  feet  spool  lumber,     ! 
heading,  6T),000  staves,  40,000  broota  handles. 

Both  of  the  improved  powers  have  ample  ponds  foi  1 
of  all  the  stock  they  can  manufacture,  and  more. 

Bradley  and  Oldtown — Penobscot  County. 

Statement  of  8,  F,  Harrison,  Civil  Engrineer,  based    \ 
Survey  in  Angiiat  and  September,  1868. 

[See  alao  «  Bradley,"  and  «*  Oldtown,"  in  Appendix.] 

One  Power. 

"  Great  Works  Falls,"  on  the  Penobscot  river,  abo  i 
from  Bangor ;  elevated  tO  feet  above  tide-water ;  total  ; 
feet. 

The  amount  of  power  estimated  for  the  volume  of  ^  i 
by  Mr.  Harrison  in  his  survey,  is  6,000  horse.     Estimi  i 
volume  found  by  Mr.  Mills  near  Bangor  in  the  greal 
1864-5,  the  power  is  about  8,000  horse. 

The  natural  falls  are  formed  of  two  ridge*  of  ledge 
across  the  river  about  80  rods  apart,  and  with  a  fall  of  i  I 
and  a  half  feet  each.     The  height  of  the  upper  ridge  ie 
one  and  a  half  feet  by  a  low  dam  and  apron  occupying  i 
feet  of  the  central  part  of  the  river.    This  dam  is  mad« 
not  to  obstruct  the  passage  of  rafts,  logs,  &c.     Adjoini  i 
dam  on  either  side  are  higher  dams  (of  \y^ood)  extending 
river  and  nearly  parallel  with  its  axis,  to  the  Qreat-Woi  i 
Bradley,  and  to  the  West  Great- Works  mills  in  Oldto  i 
lateral  dams  are  about  95  rods  in  length.    The  river  at 
is  about  700  feet  in  width. 

Two  blocks  of  saw  mills  and  one  shingle  and  clapboai 
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* 

in  occupation  of  this  power  on  the  Bradley  side,  owned  by  the 
Great- Works  Milling  and  Manufacturing  Company. 

In  said  blocks  there  are  three  gang  saw  mills,  12  single,  one 
muley,  three  lath,  one  clapboard,  and  three  shingle  mills ;  which 
manufacture  in  the  seven  months  of  running,  20,000,000  feet  of 
long  lumber,  14,000,000  laths,  800,000  pickets,  6,000,000  shingles, 
and  300,000  clapboards. 

The  power  on  this  (Bradley)  side  of  the  river  might  be  farther 
improved  by  extending  a  dam  down  the  bank  of  the  river  about 
80  rods  from  the  mills  aforesaid,  and  so  as  to  cross  the  outlet  of 
Great  Works  stream.  An  increase  of  two  feet  head  and  fall  would 
be  obtained  in  the  section  below  the  mills  by  this  means,  or  a  total 
head  of  13  feet.  This  would  greatly  increase  this  power  at  lowest 
water,  and  for  five  and  a  half  months  of  the  sawing  season  would 
increase  it  three-fold  at  least.  It  would  also  augment  the  capacity 
of  the  mill  ponds  for  storing  logs,  &c.,  50  acres.  The  expense  for 
damages  in  making  the  improvement  would  not  exceed  $40,000. 
With  the  improvement  aforesaid  this  power  would  not  be  equaled 
on  the  Penobscot  river. 

The  lay  of  the  land  about  this  power  is  favorable  for  the  erection 
of  mills  and  the  location  of  a  town.  The  village  at  this  place, 
called  Great  Works,  has  a  population  of  about  700  inhabitants, 
who  are  mainly  dependent  upon  the  business  furnished  by  this 
power.  A  large  extent  of  unimproved  lands,  heavily  wooded, 
near  by,  can  be  obtained  cheap ;  about  four-fifths  of  the  town  is 
covered  by  forest. 

Market,  Bangor,  by  road  or  by  the  river.  Passengers  and  light 
freight  cross  the  river  by  ferry-boat,  and  take  the  cars  at  the  West 
GreatrWorks  statio||^  on  the  European  and  North  American  Rail- 
way. Heavy  freight  by  teams  one  and  a  half  miles  to  Milford,  at 
either  the  European  and  North  American  Railway  or  the  Bangor, 
Oldtown  and  Milford  Railroad. 

The  Legislature  at  its  session  last  winter  granted  a  charter  for  a 
toll  and  railroad  bridge,  to  cross  the  river  at  this  point  so  as  to 
connect  with  the  European  and  North  American  Railway,  and  the 
prospects  are  favorable  for  its  erection  at  no  very  distant  day. 

On  the  west  side  of  the  river  at  West  Great  Works  in  Oldtown, 
this  power  is  improved  by  one  block  of  mills,  owned  by  Smith  & 
Pearson,  four  gang  saw  mills,  six  Single,  three  lath,  one  clapboard, 
two  shingle  mills;    which  run  seven  months  and  mana£Bu;tore 
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20,000,000  feet  of  long  lumber,  14,000,000  laths, 
4,000,000  shingles,  500,000  clapboards. 

By  a  short  branch  track  the  cars  of  the  Europea 
American  Railway  are  ran  to  these  mills  and  loaded 
the  mills. 

Bradley  and  Orono — Penobscot  County 

Statement  of  S.  F,  Harrison,  Civil  Engineer,  basei 
Survey  in  August  and  September,  1868. 

[See  also  **  ^radley,"  in  Appendix,  and  *'  Orono.''] 

Two  Powers. 

First,  an  unimproved  power  located  on  the  Pern 
about  nine  and  three-fourth  miles  from  Bangor,  and 
fourth  miles  below  the  Great- Works  falls.     Total  det 
from  the  foot  of  Great-Works  falls.     The  banks  of 
sufficiently  elevated  to  admit  of  a  dam  11  feet  high, 
the  river,  at  this  point,  and  the  left  bank  (Bradley  si* 
high-water  mark,  are  ledge,  the  bottom  being  solid  I 
one-third  the  distance  across,  and  for  tSe  remainder  be 
by  large  stones.     The  width  of  the  river  here  is  ab( 
Seven  feet  of  the  fall  are  attained  in  the  first  half  mill 
ledge ;  there  is  also  the  same  amouijt  (seven  feet)  of  £ 
fall  to  the  Orono  mill-pond  half  a  mile  below. 

Second  power,  "Ayer's  Falls,"  3Y  feet  above  tide-wj 
fall;  river  600  feet  wide.  For  further  particulars  se 
Orono,  of  this  power  and  of  the  "  Basin  Mills." 

MiLFORD — Penobscot  County. 
Statement  of  S.  F.  Harrison,  Civil  Engineei 

[See  also  *<  Mllford  and  Oldtown/*  in  Appendix.] 

There  is  no  water-power  in  Milford  except  upon  th€ 
on  the  Penobscot  river,  an  account  of  which  is  given  b 

Milford  and  Oldtown — Penobscot  County. 

Statement  of  8,  F.  Harrison,  Civil  Engineer,  based  \ 
Survey  in  August  and  September,  1868. 

[See  alBO  '•MUford,''  aod  '•Oldtown,''  in  Appendix.] 

Tliree  Powers. 

First,  ''Oldtown  Falls,"  on  the  Penobscot  river,  be 
villages  of  Oldtown  and  Milford,  12  miles  from  Bangoi 
thereof  being  92  feet  above  tide-water  at  Eddington  ben 
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Formation, — ^The  natural  fall  is  formed  by  a  ledge  eitenfe 
across  the  river  at  nearly  right  anglQ3  to  its  general  course,  wliid 
serves  as  the  foundation  for  the  mills  and  dams  built  on  cacksie 
of  the  central  part  of  the  river.  Said  central  part  for  about  II 
feet  in  width  is  free  from  all  obstructions.  The  natural  Mis  11 
feet  in  a  horizontal  distance  of  190  feet,  with  an  additional  de$?^t 
of  three  and  a  half  feet  in  20  rods.  The  river  at  this  point  is  abcr^ 
800  feet  in  width. 

Power, — These  falls  (in  the  first  190  feet)  will  furnish  acoiistas: 
power,  day  and  night,  during  the  lowest  *run  of  water,  of  6M 
horses,  and  with  dams  at  the  head  of  the  fall  to  increase  its  beigtt 
a  much  greater  amount.  This  is  estimated  for  the  volume  of  watrr 
found  by  Mr.  Harrison  in  his  survey.     See  Appendix,  page  513. 

Lay  of  the  land,  etc. — The  lay  of  the  land  on  both  sides  of  ts 
river  is  favorable  for  the  location  of  manufacturing  establishmeDU. 
Large  quantities  of  stone  suitable  for  foundations  are  procnra!^ 
near  by,  and  boulder  granite  is  also  found  in  considerable  quali- 
ties. Any  amount  of  go#d  granite  can  be  easily  and  chei^ij 
obtained  at  the  celebrated  Prospect  quarry,  and  cheaply  tmsp 
ted  by  vessel  and  rail.  Good  brick  clay  near  at  hand.  Lnmtici 
for  building  purposes  either  manufactured  or  in  the  log  is  obtai:- 
able  in  almost  unlimited  quantities.  The  great  Penobscot  b<x!L\ 
in  which  are  stored  nearly  all  the  lumber  cut  on  the  river,  are  iInj«i 
two  miles  above. 

Accessibility, — This  power  is  accessible  by  the  Bangor,  Oldtj^a 
and  Milford  Railroad,  which  has  a  branch  track  to  the  mills  at  Oli- 
town ;  and  also  by  the  European  and  North  American  and  Bsq^! 
and  Piscataquis  Railways,  both  of  which  have  stations  near  t^ 
this  power  both  in  Oldtown  and  Milford ;  the  Bangor,  Oldtoc 
and  Milford  Railroad  also  has  a  station  near  this  power  in  More 
being  one  of  the  termini  of  said  road. 

Improvements, — These  are  as  follows : — On  the  Oldtown  sdr 
the  river,  two  blocks  of  saw  mills  with  short  dams  connected  therr 
with,  all  btlilt  in  a  substantial  manner  of  wood,  and  owned  by  t:^ 
heirs  of  the  late  Samuel  Veazie. 

Said  blocks  contain  14  single  saw  mills,  five  gang,  three  sbiagk 
two  clapboard,  four  lath  mills;  which  run  about  seven  moatliji- 
the  year  (could  run  all  the  year,)  and  manufacture  in  tbat  tm 
25,000,000  feet  of  long  lumber,  4,600,000  shingles,  1,000,000  ckr 
boards,  13,500,000  laths,  pickets,  &c. 
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The  lumber  finds  a  market  at  Bangor,  being  ran  d      i 
in  rails,  or  sent  by  rail  on  either  of  the  aforesaid  roa 

On  the  Milford  side  of  the  river  there  is  one  block 
with  short  connecting  dams  all  built  of  wood,  and  con 
ably  with  the  other  mills  on  the  river.  Owned  by  tin 
Company. 

Said  block  has  six  single  saw  mills,  four  gang,  om      i 
clapboard,  and  four  lath  mills ;  which  run  about  sev 
the  year,  and  manufacture  15,000,000  feet  of  longlui 
000  laths,  pickets,  &c.,   1,500,000  shingles,  500,00( 
Marketed  at  Bangor,  by  raft  and  rail. 

Second.    The  second  power  is  located  at  the  southc 
of  Treat  and  Webster's  island  in  Oldtown,  and  is  1     i 
"  Rufus  Dwinel  Privilege."     It  is  supplied  with  watei     i 
dams  of  the  Yeazie  mills,  aforesaid,  about  half  a  mile      i 
power  is  very  secure  from  damage  by  ice  and  fresheti 
sible  by  the  European  and  North  American  Railway,     I 
station  within  a  few  rods  of  the  mills ;  a  branch  track  <    i 
to  the  mills  with  very  little  expense.     Owned  by  R 
Fall  seven  and  a  half  feet.     Power  not  measured. 

This  power  is  improved  by  a  block  of  mills  and  dai 
said  Dwinel.  The  block  of  mills  consists  of  two  singi 
two  muley,  two  gang,  three  lath,  one  clapboard  and 
mills.  They  run  seven  months,  and  manufacture  12,( 
long  lumber,  10,000,000  laths,  3,000,000  shingles,  6( 
boards. 

Third.  The  third  power  is  located  at  "  Shad  Rips,^ 
a  mile  below  Oldtown  Falls,  and  between  the  east  si 
and  Webster's  island  in  Oldtown  and  the  left  bank  ( 
branch  of  the  Penobscot  (Milford  side),  wWch  is  aboul  ; 
width  and  has  a  fall  of  about  eight  feet  in  three-eighth 
Lay  of  the  land  is  favorable  for  the  erection  of  mills  and  i 
Is  now  unimproved,  formerly  occupied  by  a  saw  mill, 
lowest  stage  of  water  2,000  horses.     Ownership  unkno  i 

OldtoWn — Penobscot  County. 
SlcUement  of  S,  F.  Harrison^  Civil  Engineer,  hosed  h  \ 
SaHey  in  August  and  September ,  1868. 

[See  also  «*  Bradley  and  Oldtown,"  and  <*  Milford  and  Oldtown,"  in    I 

Three  Powers. 

First,  "Pushaw  Falls,"  16  miles  from  Bangor,  and  c 
between  Oldtown  and  Alton,  a  part  of  the  falls  and  impi 
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in  each  town.     This  power  is  on  Pushaw  stream,  the  outlet  of  the 
Pushaw  lake,  which  has  an  area  of  some  12  sqnare  miles. 

Improved  as  follows :  one  gang  saw  mill,  one  single  mill,  one 
shingle  mill ;  owned  by  Richard  S.  Porter ;  one  brush-handle  fac- 
tory, owned  by  0.  W.  Whitten ;  and  two  shingle  mills,  owned  by 
C.  Douglass. 

Second,  "Cooper's  Falls,"  on  the  Stillwater  branch  of  the  Penob- 
scot river,  13  miles  from  Bangor. 

Improved  as  follows  :  one  gang  saw  mill,  one  single  saw  mill, 
one  shingle  mill ;  owned  by  J.  C.  Oilman ;  runs  about  five  months 
in  a  year. 

Third,  at  Upper  Stillwater,  10  miles  from  Bangor;  two  gang  saw 
mills,  four  single,  two  lath,  one  clapboard,  and  two  shingle  mills, 
owned  by  Smith  &  Pearson  of  Bangor.  Also  two  gang  saw  mills, 
two  single,  one  lath,  one  clapboard,  and  two  shingle  mills,  owned 
by  A.  B.  Sutton.  About  six  weeks  in  the  driest  season  do  not  run. 
A  6-foot  dam  a  short  distance  below  the  meadow,  and  above  all  the 
powers,  about  one  and  three-fourth  miles  up  the  stream,  would  flow 
the  meadow  and  lake  Chemo  about  two  feet,  making  a  reservoir  of 
about  2000  acres.  This  together  with  the  other  natural  reservoira 
above  on  the  stream,  would  furnish  a  total  power  of  160  horse  at 
least,  night  and  day,  at  the  lowest  stage  of  water  any  season.  The 
damages  would  be  light  for  flowing,  and  the  dam  could  be  erected 
at  little  expense. 

The  natural  reservoirs  on  the  stream  are  as  follows : 

Parker's  pond,  in  Clifton,  (estimated)        ....         100 
Holbrook's  pond,  in  Dedham,  (surveyed)  .         .         .         322 

Davis'  pond,  in  Eddington,  "  .    *    .         .         396 

Lake  Chemo,  in  Clifton,  Eddington  and  Bradley  (estimated)  1,500 

2,318 

Lake  Chemo  is  about  four  miles  above  the  upper  power,  and  by 

the  dam  aforesaid  would  be  flowed  about  two  feet  above  its  natural 

level.     About  half  of  the  basin  of  this  stream  is  covered  with 

forest ;  there  is  sufficient  timber  to  last  the  mills  many  years. 
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